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STATISTICAL HIGHLIGHTS (See also Text Table 


1) 


The manufacturing sector of the Canadian 
economy showed a healthy, if not spectacu- 
lar, growth in 1987 with the total value of 
shipments and other revenue rising 6.8% to 
$314.0 billion. This gain compares’ with 
comparable increases of 2.2% in 1986 (held 
down by falling world oil prices) and 8.87 
in 1985, all based on current dollars. It_ 
should be noted that for 1987 we are pub- 
lishing only total activity statistics and 
are thus basing our analyses upon total 


sure of activity. In 1986 this statistic 
was 16.07 larger than the "shipments of 


goods of own manufacture" figure which was 
used in our analyses in previous years. Of 
the aggregate difference of $40.5 billion 
between these two statistics for all manu- 
facturers in 1986, just over 95% represen- 
ted "goods purchased and resold in the same 
condition as purchased" and 40% occurred in 
the motor vehicle industry, SIC 3231. This 
change reflects modifications in the struc- 


-ture of the Survey (see Introduction). 


FAITS SAILLANTS (voir également le tableau 
explicatif I) 


La croissance du secteur de la fabrication 


de l'économie canadienne a été excellente, 
sinon spectaculaire, la valeur totale des 
livraisons et des autres recettes augmen- 


tant de 6.8% pour se chiffrer à $314.0 mil- 
liards en 1987. Ce gain est comparable à 
l'augmentation de 2.2% observée en 1986 
(atténuée par la chute des prix mondiaux du 
pétrole) et à celle de 8.8% observée en 
1985, exprimée en dollars courants. A noter 
que pour 1987, nous ne publions que les 
statistiques sur l'activité totale et nous 
fondons nos analyses sur le total des "li- 
vraisons et autres recettes" pour mesurer 
l'activité. En 1986, cette mesure était su- 
périeure de 16.0% à celle des "livraisons 
de produits de propre fabrication" utilisée 
dans nos analyses pour les années précéden- 
tes. On observe une variation agrégée de 
$40.5 milliards entre ces deux statistiques 
pour tous les fabricants en 1986. Un peu 
plus de 957 représentaient les "stocks de 
produits achetés pour la revente en l'état" 
et 407 représentaient l'industrie des véhi- 


cules automobiles; CTI 3231. Ce changement 
traduit des modifications à la structure de 
l'enquête (voir Introduction). 
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Manufacturers’ Shipments, 1978-1987 Price Index*, 1978-1987 


Livraisons des manufacturiers, 1978-1987 Indice des prix*, 1978-1987 
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* Source : Industry Selling Price Index, 1978-1981 ; Industrial Product Price Index, 1981-1986, linked in 1981. 


* Source : Indice des prix de vente dans l'industrie, 1978-1981 ; indice des prix des produits industriels, 1981-1986, raccordé en 1981. 
Note: Shipment data for 1987 reflect survey changes noted in the “Introduction”. However these should not materially affect the 
presentation of the overall shipment aggregate in this chart. 


Note: Les données sur les livraisons de 1987 tiennent compte des changements à l'enquête énoncés dans la partie “Introduction”. 
Cependant, ces changements ne devraient pas modifier la présentation de l’ensemble des agrégats dans le présent tableau. 


Testing certain other measures of perfor- 
mance at the total activity level, (which 
would be less influenced by the inclusion 
of non-manufacturing activity) it is obser- 
ved that total activity value added rose by 
10.0% in 1987 over 1986 compared with in- 
creases of 6.1% in 1986 and 7.77% in 1985. 
Similarly the year-over-year growth in to- 
tal employment edged up to 3.1% in 1987 
from 2.4% in 1986 and 2.67 in 1985. 


Breaking down the above 6.87 shipment 
growth by sub-sector it is noted that non- 
durables turned in a slightly stronger per- 
formance, based on current dollars, in 1987 
with a gain of 7.4% compared with a 6.37 
increase for durables. However an analysis 
of price indices suggests that this differ- 
ential was due mainly to inflation and that 
real growth rates in these two sub-sectors 
were nearly equal. 


A comparison of the above 1987 figures with 
certain other measures of the manufacturing 
sector will help to place these in perspec- 
tive. The Gross Domestic Product (GDP) at 
constant prices for this sector rose 5.8% 
in 1987 (versus a restated 1.17 in 1986 and 
5.6Z in 1985) while the Industrial Product 
Price Index (IPPI) recorded an increase of 


2.7Z (compared with 0.8% in 1986; - when 
world oil prices dropped, and 2.87 in 
1985). As a percentage of the total Cana- 


dian GDP the manufacturing sector accounted 
for 19.1% in 1987, up from a restated 18.97 
in 1986 but down from 19.37% in 1985 and 
19.27 in 1984. 


Over the 10-year period from 1978 to 1987, 
inclusive, the manufacturing sector's share 
of the economy has fluctuated between a 
high of 20.7% in 1978 and a low of 17.57 in 
the recession year 1982. However the trend 
over that period shows an early drop to 
19.4% in 1980 but a virtually flat trend 
line since then. The comparison between du- 
rables and non-durables however reveals 
much more strength in the durables sub-sec- 
tor where the proportion of the National 
economy only eased slightly from 10.97 in 
1978 to 10.6% in 1987 (with preliminary 
figures indicating a rise to over 11% in 
1988 and 1989). By contrast the non-dura- 
bles have lost ground with their proportion 
of the total Canadian GDP easing from 9.72% 
in 1978 to 8.5% in 1987 (with preliminary 
figures for 1988 and 1989 indicating a 
continuation of this downward trend.) (See 
chart). 


Analysing the 1987 shipment and other reve- 
nue growth of 6.8% reveals the main sources 
of strength were the plastics and forest 
related industries. The Plastic Products 
group of industries led with a 17.9% in- 
crease to $5.8 billion, followed closely by 
the Wood Industries group which gained 
17.2% to $15.0 billion. The large Paper and 
Allied Products group recorded a rise of 


vill 


L'étude de certaines autres mesures de per- 
formance au niveau de l'activité totale 
(qui serait moins touchée par l'ajout de 
l'activité du secteur non manufacturier) 
révèle que la valeur ajoutée de l'activité 
totale a augmenté de 10.07 de 1986 à 1987 
par rapport à 6.17 en 1986 et 7.7% en 1985. 
De même, l'effectif total d'une année à 
à l'autre a augmenté lentement pour s'éta- 
blir à 3.17 en 1987 par rapport à 2.47% en 
1986 et 2.6% en 1985. 


Si on analyse la croissance des livraisons 
(de 6.8% ci-dessus) selon le sous-secteur, 
on remarque que les produits non durables 
ont affiché une légère croissance en 1987, 
exprimée en dollars courants; avec un gain 
de 7.47% par rapport a 6.3% pour les pro- 
duits durables. Cependant une analyse des 
indices de prix laisse supposer que cette 
différence était principalement attribuable 
à l'inflation et que le taux de croissance 
réelle de ces deux sous-secteurs était 
presque le méme. 


Une comparaison des chiffres précédents de 


1987 avec certains autres chiffres du sec- 
teur de la fabrication permettra de les 
placer dans leur contexte. Le produit in- 


térieur brut (PIB), en dollars constants, a 


augmenté de 5.87 en 1987 dans ce secteur 
(par rapport à 1.1% en 1986 et 5.6% en 
1985), tandis que l'indice des prix des 
produits industriels (IPPI) a affiché une 
augmentation record de 2.7% (par rapport a 
0.8% en 1986 (année où les prix mondiaux 
du pétrole ont baissé) et 2.8% en 1985). 
En pourcentage du PIB total du Canada, le 
secteur de la fabrication a représenté 


19.17 en 1987, en hausse par rapport à 
18.9% en 1986 mais en baisse par rapport à 
19.3% en 1985 et 19.27 en 1984. 


Au 
1978 a 1987 inclusivement, 


cours de la période de 10 ans allant de 
la part du sec- 


teur de la fabrication a varié entre 20.77 
en 1978 et 17.5Z au cours de l'année de 
récession de 1982. Cependant, la tendance 


au cours de cette période a été à la baisse 
(19.47 en 1980), mais elle est demeurée 
stable depuis. Une comparaison des produits 
durables et non durables révéle que le 
sous-secteur des produits durables est 
beaucoup plus fort, sa part de l'économie 
nationale n'ayant diminué que légèrement 
pour passer de 10.9% en 1978 à 10.6% en 
1987 (les chiffres provisoires révélant une 
augmentation permettant d'atteindre 11% en 
1988 et 1989). Par contre, le sous-secteur 
des produits non durables a affiché une 
baisse quant à sa part du PIB total du 
Canada, passant de 9.7% en 1978 à 8.5% en 
1987 (les chiffres provisoires pour 1988 et 
1989 révélant la poursuite de cette tendan- 
dance a la baisse). (Voir tableau). 


Une analyse de la croissance de 6.8% des 
livraisons et d'autres recettes en 1987 
révéle qu'elle est surtout attribuable a la 
performance des industries des produits en 
matière plastique et des ressources fores- 


tières. La performance du groupe des indus- 
tries des produits en matière plastique 
s'est accrue de 17.9% pour s'établir à 


$5.8 milliards, suivie de près de celle des 


14.3% to $24.0 billion. Since the price industries du bois qui a augmenté de 17.2% 


index (IPPI) for the products most closely pour s'établir à $15.0 milliards. Le grand 
associated with this latter group increased groupe des industries du papier et des pro- 
by over 9%, the growth rate of 14.3% would duits connexes a enregistré une augmenta- 
appear to reflect a significant element of tion de 14.3% ($24.0 milliards). Comme 
inflation. However the IPPI increases for l'indice de prix (IPPI) des produits les 
products most closely associated with the plus étroitement liés à ce dernier groupe a 
plastic and wood groups were under 47 and augmenté de plus de 9%, le taux de crois- 
under 3%, respectively, so it is apparent sance de 14.37 semble traduire un facteur 
these two groups did show substantial important d'inflation. Cependant, les aug- 
growth in real terms. Other major groups mentations de l'IPPI pour les produits les 
recording increases of 127 or more were the plus étroitement liés aux industries des 
Non-Metallic Mineral Products group, up des produits en matière plastique et aux 
13.0% to $8.4 billions; the Primary Metals industries du bois étaient de moins de #47 
group, with a gain of 12.3% to $19.6 bil- et 3% respectivement; il semble donc que 
lion; and the Fabricated Metal Products ces deux groupes aient affiché une crois- 
group which increased 12.0% over its 1986 sance réelle considérable. Les autres prin- 
value to $18.0 billion. Price increases on cipaux groupes à enregistrer des hausses de 
related commodities were a bit over 57 for 127 ou plus étaient le groupe des produits 
the Primary Metals group and over 32 for minéraux non métalliques (13.0% - $8.4 
the other two groups. milliards), le groupe des industries de 


première transformation des métaux (12.37 
- $19.6 milliards), et le groupe des indus- 
tries de la fabrication des produits métal- 
liques (12.0% par rapport à 1986 - $18.0 
milliards). Les augmentations de prix des 
produits connexes dépassaient quelque peu 
57 pour les industries de première trans- 
formation des métaux et 37 pour les deux 
autres groupes. 


The weakest performances in terms of ship- ® Les plus faibles performances en termes de 
ments and other revenues were recorded by livraisons et d'autres recettes ont été 
the Rubber Products group, down 3.47% to réalisées par le groupe des industries des 
$3.4 billions the Transportation Equipment produits en caoutchouc (-3.4% - $3.4 mil- 
group with a decrease of 0.8% to $61.1 bil- liards), le groupe des industries du maté- 
lion; the Leather and Allied Products group riel de transport (-0.8% - $61.1 mil- 
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with a fractional decline of 0.02% to $1.5 
billions and the Beverage Industries group 
with an increase of 2.9% to $6.2 billion. 
Price trends on related commodities were up 
over 6% for the leather group, down a small 
fraction for the transportation group; up a 
small fraction for rubber products and av- 
erage for beverages. 


Analysing the strongest industry perfor- 
mances geographically, it is found that the 
17.9% growth in shipments by the plastics 
industries was led by a 26.17 increase in 
Quebec where 26% of the National total 
shipments originate and Ontario with a 
16.0% gain on 597 of the Canadian shipment 
total. Large percentage gains were contrib- 
uted by Nova Scotia, up 43.8%, and New 
Brunswick, up 33.5% on 1.1% and 0.97 of the 
National volume respectively. The Wood 
Industries growth of 17.27 may be attrib- 
uted almost entirely to a 24.07 increase 
in British Columbia where 457 of Canada's 
shipments originated. All other provinces 
recorded respectable gains in the 72% to 157 
range. The inflation assisted strength in 
the Paper and Allied Products group was 
centred in British Columbia with a 25.97% 
increase on 227 of the Canadian total and 
in New Brunswick which soared 32.87 on 74 
of the Nation's shipments. The two largest 
producer provinces, Quebec and Ontario with 
32Z% and 31% of the Canadian total recorded 
increases of 7.5% and 10.42%, respectively. 


Analysing the next 3 strongest groups, the 
Non-Metallic Minerals group increase of 
13.07 was mainly the result of a 13.3% rise 
in Ontario where 557 of the National volume 
is concentrated, while Manitoba climbed 
16.6% on 3% of the volume and Prince Edward 
Island rose 27.17 on a relatively small 
shipment value. Unfortunately several prov- 
inces were confidential in one or both 
years including Quebec where 227 of the 
Canadian total was recorded. The Primary 
Metals group increase of 12.3% resulted 
from a 20.17 rise in Quebec on 32% of the 
National volume and Manitoba's growth of 
18.3% on 27 of the Canadian total. Ontario 
with 55% of the Nation's production had a 
7.7Z increase. The 12.0% growth reported by 
the Fabricated Metal Products group largely 
reflected an 18.7% rise in Quebec on 217 of 
the Canadian total and an 18.67 gain in 
British Columbia on 6% of the market. Sev- 
eral smaller provinces contributed substan- 
tial percentage gains and these were sup- 
ported by a 10.3% rise in Ontario where 637 
of the Nation's shipments occurred. 


liards), le groupe des industries du cuir 
et des produits connexes (-0.02% - $1.5 
milliard) et le groupe des industries des 
boissons (+2.9% - $6.2 milliards). Les 
prix des produits connexes ont augmenté de 
plus de 6% pour le groupe des industries 
du cuir, ont diminué d'un faible pourcenta- 
ge pour le goupe des industries du matériel 
de transport, ont augmenté faiblement pour 
le groupe des produits en caoutchouc et ont 
été stables pour les industries des bois- 
sons. 


L'analyse des meilleures performances au 
niveau géographique révèle que la croissan- 
ce de 17.9% des livraisons des industries 
des produits en matière plastique était 
précédée d'une croissance de 26.1% au 
Québec d'où proviennent 26% du total des 
livraisons au Canada, et d'un gain de 16.07 
en Ontario qui représente 59% des livrai- 
sons totales au Canada. La Nouvelle-Ecosse 
et le Nouveau-Brunswick ont enregistré des 
gains importants, soit 43.8% et 33.5%, re- 
présentant 1.1% et 0.9% respectivement du 
total au Canada. La croissance de 17.22 
des industries du bois peut être entiére- 
ment attribuable à une croissance de 24.02 
en Colombie-Britannique d'où proviennent 


457 des livraisons au Canada. Les autres 
provinces ont enregistré d'excellents 
gains» variant entre 7% et 15%. La crois- 
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sance due à l'inflation du groupe des in- 
dustries du papier et des produits connexes 
a surtout été réalisée en Colombie-Britan- 
nique avec 25.9% (227 du total au Canada) 
et au Nouveau-Brunswick avec 32.8% (74 du 
total des livraisons). Les deux plus gran- 
des provinces productrices, le Québec et 
l'Ontario, ont affiché des augmentations de 
7.5% et 10.4% respectivement, représentant 
32% et 31% du total des livraisons au 
Canada. 


L'analyse des trois prochains groupes les 
plus forts révéle que l'augmentation de 
13.0% du groupe des produits minéraux non 
métalliques était principalement attribua- 
ble à l'augmentation de 13.3% en Ontario où 
est effectué 55 Z du total des livraisons. 
Le Manitoba a connu une hausse de 16.62 par 
rapport à 37 du total des livraisons, et 
l'îÎle-du-Prince-Édouard a enregistré un 
gain de 27.17 par rapport à un faible pour- 
centage du total des livraisons. Malheureu- 
sement, les données de plusieurs provinces 
sont demeurées confidentielles pour ces an- 
nées,» y compris le Québec où 227 du total 
au Canada a été enregistré. L'augmentation 
de 12.3% du groupe des industries de pre- 
miére transformation des métaux a été at- 
tribuable à une hausse de 20.1% au Québec 
sur 32% du total national et à la hausse de 
18.3% au Manitoba sur 27 du total national. 
L'Ontario a enregistré une croissance de 
7.7/3; avec 557 de la production nationale. 
La hausse de 12.07 du groupe des industries 
de fabrication des produits métalliques a 
traduit une croissance de 18.7% au Québec 
sur 217 du total national et un gain de 
18.6% en Colombie-Britannique sur une part 
de 6% du marché. Plusieurs provinces parmi 
les plus petites ont enregistré des gains 
importants attribuables à une augmentation 
de 10.3% en Ontario où sont effectuées 637 
des livraisons nationales. 


The weakness in the Rubber Products group 
(down 3.42) was attributable to a 5.27 de- 
cline in Ontario where 672% of the Nation's 
shipments took place. All other provinces 
were confidential or nil for this group in 
1987. The 0.8% decrease in the Transporta- 
tation Equipment group was attributable to 
a 7.7Z drop in Quebec on 97 of the National 
total, assisted by a 0.5% decline in 
Ontario where 877 of all Canadian shipments 
took place. Part of this weakness appear to 
reflect a softening of prices since the 
price index for this group's’ products 
showed a marginal decline in 1987. The mar- 
ginal decline in Leather Products reflects 
a 4.7/2 drop in Ontario where 58% of the 
Nation's shipments took place. The modest 
2.97 rise in the Beverage group» - essenti- 
ally flat if price increases are deducted, 
reflects a 0.7% decrease in Ontario on 487 
of the National volume anda1.6% dip in 
Manitoba on 3% of all Canadian shipments. 


Analysing the overall performance of the 
ten provinces with respect to shipments and 
other revenue for the manufacturing sector 
in total, British Columbia led with a 
growth of 15.8% based upon great strength 
in forest-related industries. The Wood In- 
dustries group rose 24.0% while the Paper 
and Allied Products group climbed 25.97 as 
these two groups accounted for almost half 
of B.C.'s shipments for 1987. The second 
strongest gains were reported by New 
Brunswick with a rise of 14.1%, also based 
on forestry sector strength as the large 
Paper and Allied Products group jumped 
32.8% and Wood Industries gained 14.9%. 
Newfoundland had the third ranked improve- 
ment with a shipment growth of 12.3% based 
largely upon a 16.8% rise in Food Indus- 
tries, where 577 of all shipments in the 
Province occurred. In fact Fish Products 
alone accounted for 50% of Newfoundland 
shipments in 1987. The next best perfor- 
mances were by Quebec and Manitoba which 
each recorded increases of 8.8%. Ontario 
reported the weakest growth with gain of 
only 4.5% as its largest group; Transporta- 
tion Equipment, showed a 0.57 decline in 
shipment revenue. The northern territories 
actually had the largest percentage gains 
of 52.5% for the Yukon and 17.67 for the 
Northwest Territories, but on volumes too 
small to materially affect the National 
total. 
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La faiblesse du groupe des industries des 
produits en caoutchouc (-3.4¢%) était attri- 
buable à une baisse de 5.2% en Ontario où 
étaient effectuées 67% des livraisons tota- 
les. Les données des autres provinces 
étaient confidentielles ou absentes pour ce 
groupe en 1987. La baisse de 0.8% des in- 
dustries du matériel de transport était 
attribuable à une régression de 7.7% au 
Québec par rapport à 9% du marché national, 
aidée d'une baisse de 0.5% en Ontario où 
874 de toutes les livraisons au Canada ont 
été effectuées. Cette faiblesse semble en 
partie traduire un affaiblissement des 
prix, l'indice des prix des produits de ce 
groupe ayant affiché une faible diminution 
en 1987. La légére baisse des industries du 
cuir traduit une diminution de 4.77 en 
Ontario où ont été effectuées 58% des li- 
vraisons totales. La faible hausse de 2.97% 
du groupe des industries des boissons, es- 
sentiellement stable après correction de 
l'augmentation des prix, traduit à son tour 
une baisse de 0.7% en Ontario par rapport à 
487 des livraisons totales et une diminu- 
tion de 1.6% au Manitoba par rapport à 37 
du total des livraisons au Canada. 


L'analyse de la performance globale des dix 
provinces au niveau des livraisons et des 
autres recettes du secteur de la fabrica- 
tion révèle que la Colombie-Britannique est 
en tête avec une croissance de 15.87 attri- 
buable à la haute performance des indus- 
tries des ressources forestiéres. Le groupe 
des industries du bois a affiché une crois- 
sance de 24.0%, tandis que celle du groupe 
des industries du papier et des produits 
connexes a augmenté de 25.9%, ces deux 
groupes représentant presque la moitié des 
livraisons de la Colombie-Britannique pour 
1987. Le deuxiéme plus important gain, soit 
14.17; a été enregistré au Nouveau-Bruns- 
wick et est également attribuable à la per- 
formance du secteur des ressources fores- 
tières. Le groupe des industries du papier 
et de produits connexes a enregistré une 
croissance de 32.8% et celui des industries 
du bois, un gain de 14.9%. Terre-Neuve oc- 
cupe la troisiéme position avec une augmen- 
tation de 12.3% des livraisons attribuable 
en grande partie à la hausse de 16.8% du 
secteur des industries des aliments où ont 
été effectuées 57% de toutes les livraisons 
dans la province. En réalité, les produits 
de la pêche ont à eux seuls représenté 507 
des livraisons de Terre-Neuve en 1987. 
Viennent ensuite le Québec et le Manitoba 
qui ont enregistré chacun une augmentation 
de 8.8%. L'Ontario a enregistré la plus 
faible croissance, soit 4.57 seulement, sa 
plus grande composante, soit les industries 
du matériel de transport, ayant enregistré 
une baisse de 0.57 des recettes des livrai- 
sons. Les plus forts gains ont été observés 
dans le Nord, soit 52.5% pour le Yukon et 
17.6% pour les Territoires du Nord-Ouest. 
Les volumes étaient cependant trop modestes 
pour influer réellement sur le total natio- 
nal. 


An analysis of the distribution of manufac- 
turers' shipments and other revenue across 
the Country shows Ontario dominating with 
55.64 of the National total followed by 
Quebec with 23.173 British Columbia with 
7.9/3 Alberta with 5.5% and Manitoba with 
2.2%. The Ontario percentage is boosted 
somewhat by the inclusion of “other reve- 
nue" for manufacturing firms this year, due 
to the concentration of the motor vehicle 
industry in that province. This latter 
industry is by far the largest contributor 
of "non-manufacturing" revenue, almost all 
of it "goods purchased for resale". 


For further analytical detail, the reader 
is referred to Text Table I which shows 
percentage fluctuations in shipments’ in 
each (publishable) major industry group for 
Canada, the provinces and the North. 


The data in this publication is based on 
a detailed annual survey. More up-to-date 
information on the value of shipments along 
with data on inventories and orders may be 
obtained by ordering Catalogue No. 31-001, 
Monthly Survey of Manufacturing. This 
publication presents monthly data based on 
a sample survey of these 3 variables’ and 
indicates a growth of approximately 7% in 
shipments of manufactured goods in 1988 
over the 1987 total, with a further 32 
increase projected for 1989. 
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Une analyse de la répartition des livrai- 
sons des fabricants et des autres recettes 
pour le pays révèle que l'Ontario est en 
tête avec 55.6% du total national, suivie 
du Québec avec 23.1%, de la Colombie- 
Britannique avec 7.9%, de l'Alberta avec 
5.5% et du Manitoba avec 2.2%. Cette année, 
l'ajout des "autres recettes" pour les en- 
treprises de fabrication grossit quelque 
peu le pourcentage de l'Ontario en raison 
de la concentration des industries des vé- 
hicules automobiles dans cette province. 
Ces industries sont de loin celles qui gé- 
nèrent le plus de recettes pour "l'activité 
non manufacturière" dont presque la totali- 
té correspond à des “produits achetés pour 
la revente". 


Pour une analyse plus poussée, le lecteur 
est prié de consulter le tableau explicatif 
I qui présente les variations en pourcenta- 
ge des livraisons dans chaque grand groupe 
d'industries (publiable) pour le Canada, 
les provinces et le Nord. 


Les données contenues dans la présente pu- 
blication sont fondées sur une enquête an- 
nuelle détaillée. Le lecteur peut obtenir 
plus de renseignements à jour sur la valeur 
des livraisons, les stocks et les commandes 
en commandant la publication intitulée En- 
quête mensuelle sur les industries manufac- 
turiéres (no 31-001 au catalogue). Cette 
publication, qui contient des données men- 
suelles fondées sur une enquéte-échantillon 
de ces trois variables, fait état d'une 
croissance d'environ 7/ au niveau des li- 
vraisons de produits manufacturés en 1988 
par rapport au total de 1987 et d'une autre 
croissance de 3% prévue pour 1989. 


Introduction 
General 


This report provides, in a condensed summa- 
ry form, principal statistics on all individ- 
ual manufacturing industries and industry 
groups for Canada, its regions and provinces 
as derived from the 1987 Annual Survey of Man- 


ufactures. The main tables present a compre- 
hensive picture; on the basis of principal 
statistics, of the geographical dispersion, 


down to the provincial level, of as many of 
the 22 two-digit major groups, the 110 three- 


digit groups and their 236 component four- 
digit manufacturing industry classes as the 
confidentiality provisions of the Statistics 


Act permit. 


The main tables on industries and industry 
groups in this report are supplemented by 
those showing the numbers of establishments, 
by industry class and employment size count. 
The latter provide what is, in effect, an in- 
dustrial profile of each province and region, 
including industry cells for which principal 
statistics are confidential. 


Major Changes Affect 1987 Survey 


There were some changes in the design and 
processing of the 1987 Annual Survey of Manu- 
factures and these changes affect the statis- 
tics which are published for 1987. A major 
initiative being undertaken by Statistics 
Canada is a redesign of its surveys of eco- 
nomic production, and the Annual Survey of 
Manufactures is included within the ambit of 
this redesign. The principal thrust of this 
redesign is to achieve greater consistency and 
comparability among the various economic sur- 
veys. This objective is being addressed prin- 
cipally by the development of a common survey 
frame (a survey frame, simply put, is a list 
of all business establishments with sufficient 
additional information to permit their identi- 
fication and selection for a survey) and a 
consistent approach to survey strategy across 
all surveys. A prime benefit of a common sur- 
vey frame for all surveys is the minimization 
of omissions and duplications. A business 
establishment will be in scope for. only one 
survey, but all establishments will be in 
scope for one survey or another. 


One of the redesign objectives is to ensure 
that adequate attention is paid to larger 
establishments who are responsible for the 
major share of manufacturing activity. On the 
other hand there is valid requirement to de- 
crease the burden on small companies to com- 
plete complex statistical reports. The latter 
objective is addressed by the use of short, 


Introduction 
Généralités 


Le présent bulletin renferme; sous forme 
condensée et pratique; les statistiques prin- 
cipales se rapportant à toutes les industries 
manufacturières et aux grands groupes d'indus- 
tries du Canada, des provinces et des régions; 
tirées de l'Enquête annuelle sur les manufac- 
tures de 1987. Les principaux tableaux présen- 
tent un aperçu détaillé, à partir des statis- 
tiques principales, de la répartition géogra- 
phique, jusqu'au niveau provincial, des 22 
grands groupes à deux chiffres ; des 110 grou- 
pes à trois chiffres et de leurs 236 composan- 
tes à quatre chiffres, compte tenu des dispo- 
sitions de la Loi sur la statistique concer- 
nant la confidentialité des données. 


Dans cette publication, les tableaux princi- 
paux sur les industries et les grands groupes 
d'industries sont complétés par des tableaux 
présentant le nombre d'établissements selon 
l'activité et les effectifs. Ces derniers ta- 
bleaux illustrent, dans les faits, le profil 
industriel de chaque province et région, y 
compris les cases pour lesquelles les statis- 
tiques principales sont confidentielles. 


Principales modifications influent sur 
l'enquête de 1987 


Certaines modifications ont été apportées à 
la conception et au traitement des données de 
l'Enquête annuelle sur les manufactures de 
1987 et ces modifications influent sur les 
statistiques publiées pour cette année de ré- 
férence. Statistique Canada entreprend un pro- 
jet important, soit celui de modifier ses en- 
quêtes sur la production économique; dont 
l'Enquête annuelle sur les manufactures. L'ob- 
jectif principal de ce projet est d'obtenir 
une plus grande uniformité et comparabilité 
des données des diverses enquêtes économiques. 
Cet objectif sera atteint principalement par 
la création d'une base de sondage commune (une 
base de sondage étant simplement une liste de 
tous les établissements commerciaux qui possè- 
dent suffisamment de renseignements supplémen- 
taires pour permettre leur identification et 
leur sélection dans le cadre d'une enquête) et 
par l'adoption d'une stratégie uniforme pour 
toutes les enquêtes. Un avantage important de 
la création d'une base de sondage commune pour 
toutes les enquêtes est la réduction du nombre 
d'omissions et du double emploi. Un établisse- 
ment commercial ne fera l'objet que d'une seu- 
le enquête; mais tous les établissements fe- 
ront l'objet d'une enquête ou d'une autre. 

L'un des objectifs de la modification des 
enquêtes est de s'assurer qu'une attention 
suffisante est accordée aux plus grands éta- 
blissements qui seront responsables de la plus 
grande partie de l'activité manufacturière. En 
revanche, il est logique de réduire le fardeau 
des petites entreprises en ce qui a trait aux 
déclarations statistiques complexes. Ce der- 


simple questionnaires, by the use of sampling 
to ensure that, on average, much less burden 
is placed on small business, and the use of 
administrative records in lieu of any survey 
burden. Of course short questionnaires and 
administrative sources yield much less statis- 
tical data than do normal questionnaires. 


While the new survey frame is not yet oper- 
ational, its design specifications were imple- 
mented for the 1987 Annual Survey of Manufac- 
tures. This meant that not only were fewer 
long form questionnaires used for the 1987 


survey than had been the norm for previous 
years, but the change in long form coverage 
for individual province-by-industry cells was 


often significant. The data yielded by long 
forms is much more complete than from other 
sources; thus the change in the mix of ques- 
tionnaire types resulted in a one time break 
in the 1987 data when compared with previous 
years. In recognition of this a number of 
changes have been made in the number of series 
which we publish. 


In addition to the changes just mentioned 
there was a significant reduction in the re- 
sources made available for processing the 1987 
survey. This meant that during the editing 
process careful attention could be paid to 
only selected variables on the returned ques- 
tionnaires» and this also has had an effect on 
the variables which are published. 


As a result of all these changes the number 
of principal statistics being shown for each 
industry herein has been reduced from 17 to 7. 
The more comprehensive arrey of principal sta- 
tistics will reappear in subsequent issues. 
The historical tables and leading industry ta- 
bles have been dropped from this issue as have 
the stratified tables normally found at the 
back of each issue. 


The changes in the design of the survey 
mean that it is no longer possible to produce 
accurate data for small geographic areas and 
as a consequence Catalogue No. 31-209, Manu- 
facturing Industries of Canada: Sub-provincial 
Areas has been discontinued. Also afffected is 
is Catalogue No. 31-211, Products Shipped by 
Canadian Manufacturers for the year 1987. The 
1988 issue of 31-211 will appear and present 
data classified to the Standard Classification 


of Goods (SCG). This new classification is 
based on a new international standard, The 
Harmonized System, and it is being introduced 


in Canada for international trade data as well 
as for domestic production data. It replaces 
the Industrial Commodity Classification 
for classifying data on domestic production. 
The 1988 issue of 31-211 will present data for 
1987 as a bridge between the new SCG and the 
old ICC. 
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nier objectif est réalisé par l'utilisation de 
questionnaires courts et simples, par le re- 
cours à l'échantillonnage pour s'assurer de 
réduire le fardeau des petites entreprises, et 
par l'utilisation de dossiers administratifs 
pour éliminer tout fardeau de déclaration. 
Évidemment, les questionnaires abrégés et les 
dossiers administratifs contiennent beaucoup 
moins de données statistiques que les ques- 
tionnaires réguliers. 


Bien que la nouvelle base de sondage ne soit 


pas encore utilisable, ses spécifications ont 
été mises en application pour l'Enquête an- 
nuelle sur les manufactures de 1987. Cela si- 


gnifie non seulement que les questionnaires 
longs utilisés pour l'enquête de 1987 étaient 
moins nombreux que par les années précédentes; 
mais que la modification de la couverture pour 
les cases individuelles (province, selon l'in- 
dustrie) était souvent importante. Les don- 
nées obtenues de questionnaires longs sont 
beaucoup plus complètes que celles obtenues 
d'autres sources. Ainsi; la modification de 
la série de questionnaires a amené une solu- 
tion unique de continuité dans les données de 
1987 par rapport aux données des années précé- 
dentes. Un certain nombre de changements ont 
donc été apportés au nombre de séries que nous 
publions. 


Outre les modifications apportées; signalons 
une réduction importante des ressources consa- 
crées au dépouillement des données de l'enquê- 
te de 1987. Cela signifie qu'à l'étape du con- 
trôle, nous n'avons pu nous attarder qu'à cer- 
taines variables précises des déclarations, ce 
qui a influé sur les variables que nous 
publions. 

En raison de ces changements, le nombre de 
statistiques principales fournies pour chaque 
industrie est passé de 17 à 7. La gamme plus 
détaillée de statistiques principales réappa- 
raîtra dans les prochains bulletins. Les ta- 
bleaux historiques et les tableaux sur les 
principales industries n'apparaissent pas dans 
la présente publication; ni les tableaux stra- 


tifiés que l'on retrouve normalement à la fin 
de chaque numéro. 
Suite à ces modifications, il n'est plus 


possible de produire des données précises sur 
les petites régions géographiques; et par con- 
séquent, la publication Industries manufactu- 
riéres du Canada: Niveau infraprovincial (no 
31-209 au catalogue) a été annulée. Les modi- 
fications ont également touché la publication 
Produits livrés par les fabricants canadiens 
(no 31-211 au catalogue) pour l'année 1987. 
L'édition de 1988 de cette publication présen- 
tera des données classées selon la Classifica- 
tion type des biens (CTB). Cette nouvelle 
classification se fonde sur une nouvelle norme 
internationale, soit le Système harmonisé, qui 


est adopté par le Canada pour les données sur 
le commerce international et sur le produit 
intérieur. Ce système remplace la Classifica- 


tion des produits industriels (CPI) qui sert à 


classifier les données sur le produit inté- 
rieur. L'édition de 1988 de la publication 
31-211 présentera des données pour 1987 pour 


faire la transition entre la nouvelle CTB et 


l'ancienne CPI. 


Special Treatment of Yukon and Northwest 
Territories 


A province or territory with few manufacturers 
in an industry class cannot be published for 
reasons of confidentiality and this condition 
applies to most industry classes in Yukon and 
Northwest Territories. When statistics in an 
industry class for a province or territory are 
confidential the statistics for another prov- 
ince or territory must be suppressed to avoid 
residual disclosure. There are a number of 
cases where data for the territories are con- 
fidential, and further, the values for these 
industry classes in the territories are insig- 
nificant in relation to the values for other 
provinces and for Canada. In these cases the 
values have been assigned to SIC 3999, "Other 
Manufactured Products, n.e.c.". This preserves 
the publishability of statistics for these in- 
dustry classes in other jurisdictions while 
causing only imperceptible misrepresentation 
to the data as published in Table 1 herein. 
Since principal statistics for the northern 
territories are published only for Total All 
Industries, there is no impact on Table 27. 


Establishment counts for the northern territo- 
ries are presented under the actual SIC indus- 
tries in Tables 2 and 28; “Number of Estab- 
lishments by Employment Size Range, by Indus- 
try" which present data for Canada and for the 
2 northern territories respectively. Thus the 
establishment counts shown for selected indus- 
try classes for Canada in Table 2 will some- 
times differ slightly from those given in Ta- 
ble 1 due to the recoding of Northern estab- 
lishments to SIC 3999 in Table 1. 


Methodology and Data Collection 


The basic data for this report have been 
compiled according to the 1980 revision of the 
Standard Industrial Classification.(1) A list 
of the industries included in the survey, to- 
gether with their SIC codes, is published as 
Appendix A. Readers wishing information on the 
effect of implementing the 1980 revision of 
the Standard Industrial Classification are 
referred to the special notes in the 1983 
issue of this publication. 


Data are collected by means of three types 


of questionnaires mailed to reporting units 
classified to the manufacturing industries as 
well as the use of Revenue Canada Taxation 


records. The "long form" is sent to large es- 
tablishments, requesting detailed information 
on principal statistics and on commodity in- 
puts and outputs, while the "head office form" 
is sent to head offices and ancillary units 


(1) Statistics Canada: Standard Industrial 
Classification, Revised 1980 (Catalogue 
No. 12-501E). 
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‘été réunies conformément à la version 


Traitement spécial pour les Territoires du 
Nord-Ouest et ie Yukon 


Les données relatives à une province ou un 
territoire où il n'y a que quelques fabricants 
dans une catégorie d'activité ne peuvent être 
publiées pour des raisons de confidentialité. 
C'est le cas pour la plupart des catégories 
d'activité du Yukon et des Territoires du 
Nord-Ouest. Lorsque les statistiques d'une ca- 
tégorie d'activité d'une province ou d'un ter- 
ritoire sont confidentielles, les statistiques 
d'une autre province ou d'un autre territoire 
doivent être éliminées afin d'éviter les dé- 
ductions par recoupements. IL y a un certain 
nombre de cas où les données des territoires 
sont confidentielles et, en outre, les valeurs 
des catégories d'activité dans les territoires 
sont négligeables par rapport à celles des 
autres provinces ou du Canada. Dans ces cas; 
les valeurs sont affectées à la CTI 3999, 
“Autres produits manufacturés, n.c.a."3 on 
peut ainsi publier les statistiques de ces 
catégories d'activité pour les autres provin- 
ces tout en ne causant que d'imperceptibles 
déformations aux données figurant au tableau 1 
de la présente publication. Puisque les sta- 
tistiques principales des territoires sont pu- 
bliées uniquement pour le "total, toutes in- 
dustries", il n'y a pas de répercussions sur 
le tableau 27. 


Le nombre d'établissements pour les territoi- 
res est présenté sous les industries CTI réel- 
les aux tableaux 2 et 28: "Nombre d'établisse- 
ments par taille d'effectif, par industrie", 
où figurent respectivement les données pour le 
Canada et les deux territoires. Ainsi; le nom- 
bre d'établissements présentés pour certai- 
nes catégories d'activité du Canada au tableau 
2 sera parfois un peu différent de celui du 
tableau 1 en raison du changement de codage 
des établissements des territoires à la CTI 
3999 du tableau 1. 


Méthodologie et collecte des données 


Les données de base du présent bulletin ont 
révisée 
de 1980 de la Classification type des indus- 
tries .(1) L'annexe A renferme la liste des 
industries enquétées, ainsi que les codes cor- 
respondants de la CTI. Pour obtenir plus de 
renseignements sur les effets de l'application 
de la nouvelle Classification type des indus- 
tries, le lecteur est prié de consulter les 
notes spéciales dans l'édition de 1983 de cet- 
te publication. 


Les données sont recueillies au moyen de 
trois types de questionnaires envoyés par la 
poste aux unités déclarantes classées parmi 
les industries manufacturières, ainsi qu'à 
partir des dossiers de Revenu Canada - Impôt. 
Le “questionnaire long" est envoyé aux grands 
établissements afin de recueillir des rensei- 
gnements détaillés sur les statistiques prin- 
cipales et les entrées et sorties de marchan- 


(1) Statistique Canada: Classification type 
des industries, version révisée en 1980 
(no 12-501F au catalogue). 


which report separately. Data for smaller 
firms are obtained using our "short form" 
questionnaire or from administrative records 
of Revenue Canada, as provided for by legis- 
lation. These Revenue Canada records are 
strictly confidential as regards particulars 
relating to specific individuals or businesses 
and are used by Statistics Canada only to pro- 
duce aggregations or summary calculations. 


Respondents may omit completing most of the 
“short form" questionnaire if they return a 
copy of their financial statements. 


The criteria for differentiating "large" 
and "small" establishments vary by province 
but, in general, are governed by the objective 
of minimizing the burden on respondents with- 
out the loss of a too significant amount of 
detail on the types of products shipped, mate- 
rials consumed, etc. In 1987 the "large" es- 
tablishments accounted for only 30.62% of the 
number of establishments but for 90.5% of the 
manufactured shipments. 


These percentages represent a continuing 
decrease from previous years reflecting our 
attempts to cut survey costs and reduce re- 
sponse burden. Since “short form" question- 
tionnaires and records from Revenue Canada do 
not break out administrative employees from 
production workers, this transfer of firms 
from long to short questionnaires has had the 
effect of deflating somewhat the figures shown 
for administrative personnel while inflating 
production workers by similar amounts. 


Concepts and Definitions 


An abbreviated version of the major con- 
cepts and definitions used in the Annual Sur- 
vey of Manufactures is printed as "Explanatory 
Notes" at the back of this publication. 


Further information may be obtained from 
the Information and Classification Services 
Section, Industry Division, Statistics Canada, 
Ottawa, Ontario, K1A OT6. Of interest to those 
studying employment data would be the techni- 
cal paper "The Census of Manufactures and the 
Labour Force Survey: some experimental ap- 
proaches to comparing establishment and house- 
hold survey data" by H.D. Potter, 1982, which 
is available from the above section. 


Changes Affecting Historical Comparability of 
Data 


Questionnaires are thoroughly reviewed each 
year in order to ensure they reflect changes 
in conditions in the manufacturing industries 
and in the economic significance of various 
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Le questionnaire du "siége social" est 
envoyé aux sièges sociaux et aux unités auxi- 
liaires qui produisent une déclaration dis- 
tincte. Les données des petits établissements 
sont obtenues à partir de “questionnaires 
abrégés" ou des dossiers administratifs de 
Revenu Canada, conformément aux dispositions 
de la loi. Les données de ces dossiers ayant 
trait aux particuliers et aux entreprises in- 
dividuelles sont strictement confidentielles 
et seul Statistique Canada peut les utiliser 
pour produire des agrégats ou des calculs som- 
maires. 


dises. 


Les répondants peuvent ne pas répondre à la 
plus grande partie du questionnaire abrégé 
s'ils envoient une copie de leurs états finan- 
ciers. 


Les critères qui servent à distinguer les 
"grands" établissements des "petits" varient 
selon la province mais, en général, ils ont 


pour objectif de réduire le plus possible le 
fardeau des répondants sans pour autant causer 
la perte d'un volume trop important de données 
sur les types de marchandises livrées, les ma- 
tériaux consommés, etc. En 1987, les "grands" 
établissements ont représenté 30.6 Z seulement 
du nombre des établissements, mais 90.57 des 
des livraisons de produits manufacturés. 


Ces pourcentages traduisent un décroissement 
continu par rapport aux années précédentes qui 
résulte de nos efforts visant à réduire les 
coûts et le fardeau de déclaration. Comme les 
questionnaires abrégés ne donnent pas de chif- 
fres distincts pour les employés administra- 
tifs et les travailleurs de la production, ce 
transfert des établissements, des questionnai- 
res longs aux questionnaires abrégés, a eu 
pour effet de diminuer quelque peu les statis- 
tiques pour les employés administratifs, tan- 
dis que les chiffres pour les travailleurs de 
la production ont été augmentés de façon sem- 
blable. 


Concepts et définitions 


Une version abrégée des principaux concepts 
et définitions utilisés dans le cadre de l'En- 


quête annuelle sur les manufactures figure 
dans les "Notes explicatives" à la fin de 
cette publication. 

On peut obtenir plus de renseignements au- 


prés de la Section des services d'information 
et de classification, Divison de l'industrie, 
Statistique Canada, Ottawa (Ontario) K1A OT6. 
Une étude technique intitulée "Le Recensement 
des manufactures et l'Enquête sur la popula- 
tion active: quelques approches expérimentales 
à la comparaison des données des enquêtes éta- 


blissements et des enquétes ménages" par H.D. 
Potter, 1982, pourrait intéresser ceux qui 
étudient les statistiques sur l'emploi. On 


peut commander ce document en s'adressant à la 
section mentionnée ci-dessus. 


Modifications influant sur la comparabilité 
chronologique des données 


entiérement les 
de toute 

dans le secteur de la fa- 
l'importance économique des 


Chaque année, on revoit 
questionnaires afin de tenir compte 
situation nouvelle 
brication et de 


reporting units and data items. Although al- 
terations are kept to a minimum in order to 
minimize breaks in historical continuity, some 
changes are inevitable. The following summary 


of the more important changes in question- 
naires, concepts and coverage in recent years 
may be useful to those readers particularly 


interested in this aspect: 


The 1970 Revision of the Short Form 


One of the more significant changes was the 
introduction in 1970 of a considerably simpli- 
fied short form which is briefly described 
under "Small Establishments" in the "Explana- 
tory Notes". Changes introduced at that time 
affect virtually all items of principal sta- 
tistics for small establishments and are most 
noticeable in industries or provinces where 
small establishments account for a significant 
proportion of the total. 


As the revised short form consists substan- 
tially of information usually found in a fi- 
nancial statement of a business, definitions 
and data editing procedures applicable to 
short form records also apply essentially to 
small establishment data derived from adminis- 
trative records of Revenue Canada as described 
above. 


Change in Fiscal Year Accepted 


Data for a few industries were signifi- 
cantly affected by changes in 1970 in the 
fiscal year acceptable for census reporting 
purposes. In ‘the 1969 Census of Manufactures 
and for many years preceding, data would be 
accepted for fiscal years ending as late as 
June 30 of the calendar year following the 
reference year. In the interests of timeliness 
of census results, this rule was changed ef- 


fective with the 1970 Census. Henceforth 
fiscal years have been accepted ending as 
early as April 1 of the reference year or as 


late as March 31 of 


year. 


the following calendar 


Returns on a calendar year basis are the 
most frequent case. In 1970, establishments 
making returns for years ending in December 
accounted for 73% of shipments of goods of own 
manufacture, whereas in 1987 they accounted 
for 69% (based on manufactured shipments as 
reported and subject to limitations noted pre- 
viously). 


Change in Fuel Reporting Procedures 


In 1982, for the first time, fuel and elec- 
tricity costs were compiled separately for 
small firms instead of being included in "cost 
of materials and supplies". Therefore starting 
with the year 1982 the fuel and electricity 
figures shown in this and other publications 
reflect all establishments and not just the 
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. nées financières 


diverses unités de déclaration et des éléments 
de données. Nous essayons de réduire au mini- 
mum les solutions de continuité; cependant, 
certaines modifications sont nécessaires. Voi- 
ci» à titre d'information, un résumé des plus 
importantes modifications qui ont été appor- 
tées au cours des dernières années aux ques- 
tionnaires, aux concepts et au champ d'enquê- 
te: 


Révision de 1970 du questionnaire abrégé 


L'une des modifications les plus importantes 
a été le lancement, en 1970, d'un questionnai- 
re grandement simplifié dont une brève des- 
cription paraît à la rubrique "Petits établis- 


sements" des "Notes explicatives". Les change- 
ments effectués à cette date influent sur 
presque toutes les statistiques principales 


relatives aux petits établissements, surtout 
dans les provinces et les industries où les 
petits établissements représentent une part 
importante du nombre total d'établissements. 


Étant donné que les formules abrégées ren- 
ferment essentiellement les mêmes renseigne- 
ments que l'état financier d'une entreprise; 
les définitions et les méthodes de vérifica- 
tion des données relatives aux formules abré- 
gées s'appliquent essentiellement aux données 
des petits établissements qui sont tirées des 
dossiers administratifs de Revenu Canada, com- 
me il est décrit ci-dessus. 


Modification des années financières acceptées 


Les données pour quelques industries ont été 
considérablement touchées par deux modifica- 
fications apportées en 1970 à l'année finan- 
cière choisie aux fins du recensement. Au re- 
censement des manufactures de 1969 et depuis 
bien des années, on acceptait les données des 
années financières pouvant se terminer jus- 
qu'au 30 juin de l'année civile suivant l'an- 
née de référence. Afin de hâter la publication 
des résultats du recensement, cette règle a 
été modifiée lors du recensement de 1970. 
Désormais; on n'accepterait plus que les an- 
commencées le ter avril de 
l'année de référence ou terminées au plus tard 
le 31 mars de l'année civile suivante. 


Les déclarations produites selon l'année 
civile sont les plus fréquentes. En 1970, les 
établissements qui ont présenté des déclara- 


tions pour des années se terminant en décembre 
ont représenté 73 Z des livraisons de produits 
de propre fabrication comparativement à 697 en 
1987 (fondé sur le nombre de livraisons des 
produits manufacturés déclarés et sous réserve 
des limites mentionnées auparavant). 


Changement dans la procédure de déclaration 
au sujet du combustible 


En 1982, pour la première fois, les coûts du 
combustible et de l'électricité ont été calcu- 
lés séparément pour les petites entreprises et 
ne sont plus compris dans les “coûts des ma- 
tières et fournitures". C'est donc dire qu'à 
compter de 1982, les chiffres sur le combusti- 
ble et l'électricité dans cette publication et 


large ones as was the case in prior years back 
to 1970. For the year 1987 these small firms 
accounted for only 6.2% of total fuel and 
electricity costs. 


Imputation of Person-hours and Employees for 
Small Establishments 


As indicated in the "Explanatory Notes", 
beginning with 1970 data, employees in small 
establishments have been imputed from reported 
salaries and wages; this also applies to per- 
son-hours paid. The following is a brief 
explanation of the method of imputation for 
person-hours and employees in small establish- 
ments. 


The number of person-hours paid is calcu- 
lated by dividing the wages and salaries re- 
ported by the estimated average hourly earn- 
ings for the relevant industry and province. 


The number of person-hours worked is cal- 
culated using the appropriate ratio of person- 
hours worked to person-hours paid. 


The number of employees is calculated using 
the appropriate average person-hours paid per 
year. (If the total person-hours paid for an 
establishment is the equivalent of less than 
0.5 employee per year, then no employees are 
imputed but the person-hours figures are re- 
tained for the industry.) 


Total employees are distributed into male 
and female using relevant ratios. All employ- 
ees of these small firms are considered to be 
production workers engaged in manufacturing 
activity except in the case of SIC's 2831 and 
2839 (publishing), where they are considered 
to be administrative, office and other non-ma- 
nufacturing employees. 


Although small establishments accounted for 
69.47 of the total number of establishments in 
1987, their wages and salaries were only 
13.47, and their manufactured shipments only 
9.54 of the totals for all manufacturing. The 
number of employees for these establishments, 
based on the imputation procedures described 
above, was 371,000 or 19.9% of all employees 
accounted for in the 1987 Annual Survey of 
Manufactures. 


Working Owners and Partners 


Effective with the Year 1985, the publication 
of this statistic has been discontinued. 
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dans d'autres représentent tous les établisse- 
ments et non pas seulement les grands établis- 
sements comme c'était le cas auparavant (de- 
puis 1970). Pour l'année 1987, ces petits éta- 
blissements n'ont consommé que 6.2% du total 
des dépenses au titre du combustible et de 
l'électricité. 


Imputation des heures-personnes et des 
effectifs des petits établissements 


Comme il est mentionné dans les "Notes ex- 
plicatives", à partir de 1970, les effectifs 
des petits établissements sont imputés à par- 
tir des traitements et salaires déclarés; cet- 
te règle s'applique également aux heures-per- 
sonnes rémunérées. Voici une brève explication 
de la méthode utilisée pour imputer les heu- 
res-personnes et les effectifs des petits éta- 
blissements. 

Le nombre d'heures-personnes est établi en 
divisant les traitements et les salaires dé- 
clarés par les gains horaires moyens estima- 
tifs dans l'industrie ou la province en ques- 
tion. 


Le nombre d'heures-personnes travaillées est 


calculé a l'aide du rapport entre les heures- 
personnes travaillées et les heures-personnes 
rémunérées. 


= 


Le nombre de salariés est établi à partir de 
la moyenne annuelle des heures-personnes rému- 
nérées. (Si le total des heures-personnes ré- 
munérées d'un établissement équivaut à moins 
de 0.5 salarié par année, aucune imputation 
n'est faite, mais on conservera le chiffre des 
heures-personnes rémunérées au niveau de l'in- 
dustrie.) 


Le nombre total de salariés est 
lon le sexe à l'aide des rapports appropriés. 
Tous les salariés de ces petites entreprises 
sont considérés comme étant des travailleurs 
de la production participant à l'activité ma- 
nufacturiére, à l'exception de ceux des clas- 
ses 2831 et 2839 de la CTI (édition), qui sont 
des employés administratifs, de bureau et au- 


= 


tres non préposés a la fabrication. 


réparti se- 


Bien que les petits établissements représen- 
taient 69.4 Z du nombre total d'établissements 
en 1987, leurs traitements et salaires n'ont 
atteint que 13.4 7, et leurs livraisons manu- 
facturières, 9.5 Z seulement de l'ensemble du 
secteur de la fabrication. L'effectif de ces 
établissements, calculé à partir des méthodes 
d'imputation présentées ci-dessus, s'est chif- 
fré à 371,000 ou 19.9 % de tous les salariés 
déclarés à l'enquête annuelle des manufactures 
de 1987. 


Données sur les propriétaires et associés 
actifs 


En 1985, la publication de cette statistique 
a été abandonnée. 


Changes in "Cost of Materials, Supplies and 
Gocds for Resale® 


Effective with the year 1976, the "Cost of 
materials, supplies and goods for resale" 
shown under Total Activity reflects a slight 
change in methods. Previously this statistic 
included purchases of goods for resale in the 
same condition as purchased; now cost of goods 
sold with respect to such activity is included 
instead, thus removing the effect of changes 
in inventories of such goods on the cost of 
materials reported. ("Value added, total acti- 
vity", was always calculated so as to exclude 
distortions from fluctuations in these inven- 
tories.) 


Data Quality 


All data, from whatever source, are subject to 
error. The Annual Survey of Manufactures is no 
exception. 


The four major components of error include: 


a) Coverage Error 


- the failure to cover the population of 
interest (including covering population 
outside the area of interest); 

b) Response Error 
- errors introduced by the respondent either 


as a result of misunderstanding or due to 
recording, measurement or observation. 


c) Processing Errors 
- errors introduced in the data 


edit, imputation, validation or 
nation process. 


capture, 
dissemi- 


d) Non-response Errors 

- the complete or partial failure of units 
of the population to complete the manufac- 
turing questionnaire. 


Coverage, response and processing errors do 
not easily lend themselves to quantifica- 
tion. Where they are detected, they are cor- 
rected. There is some information available 
on the extent of non-response error. Non- 
response can be of two types - total non- 
response (i.e. no information is supplied by 
the establishment) or partial non-response 
(incomplete data were received). Missing 
data were imputed using a variety of tech- 
niques such as the utilization of data from 
the Monthly Survey of Manufacturings the use 
of tax datas previous year's data and indus- 
try trends. 
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Modifications apportées au "coût des matié- 
res, des fournitures et des marchandises des- 
tinées à la revente” 

A compter de 1976, l'article du “coût des 
matières, des fournitures et des marchandises 
destinées à la revente" figurant sous la caté- 
gorie de l'activité totale traduit un léger 
changement de méthode. Auparavant, cette sta- 
tistique comprenait les achats de produits 
pour la revente dans l'état où ils ont été 
achetés. Maintenant, le coût des marchandises 
vendues en ce qui concerne l'activité totale 
vient désormais remplacer ces derniers, de 
façon à éliminer l'effet des changements dans 
les inventaires de telles marchandises sur le 
coût des matières ("la valeur ajoutée, activi- 
té totale", a toujours été calculée de façon 
à exclure les distorsions entraînées par les 
fluctuations dans les inventaires.) 


Qualité des données 


Toutes les données, quelle qu'en soit la sour- 
ce, peuvent contenir des erreurs. Les données 
de l'Enquête annuelle sur les manufactures ne 
font pas exception à cette règle. 

d'erreur sont 


Les quatre principales causes 


les suivantes: 
a)Erreur de couverture 
-l'incapacité de couvrir la population choi- 
sie (y compris la population à l'extérieur 
du secteur choisi); 
b)Erreur de réponse 
-erreur attribuable au répondant pour des 
raisons de compréhension, de transcription, 
d'évaluation ou d'observation. 
c)Erreur de traitement 


-erreur attribuable au processus de saisie, 
de contréle, d'imputation, de validation ou de 


diffusion des données. 


d)Erreur due à la non-réponse 

-Incapacité partielle ou totale des unités 
choisies de remplir le questionnaire de 
l'enquéte sur les manufactures. 


Les erreurs de couverture, de réponse et de 
traitement sont difficilement quantifiables. 
Lorsqu'elles sont relevées, elles sont cor- 
rigées. On peut cependant avoir une idée de 
l'étendue de la non-réponse. Il existe deux 
types de non-réponse - non-réponse totale 
(c'est-à-dire que l'établissement ne fournit 
aucun renseignement) ou non-réponse partiel- 
le (les données reçues sont incomplètes). 
Les valeurs des données manquantes sont 
imputées au moyen d'une variété de techni- 
ques telles que l'utilisation des données de 
l'Enquête mensuelle sur les manufactures; 
des données fiscales, des données de l'année 
précédente et des tendances de l'industrie. 


Confidentiality of Data for Individual 
Businesses 


Statistics Canada is prohibited by law from 
publishing any statistics which would divulge 
information relating to any identifiable busi- 
ness without the previous consent in writing 
of that business. In practice, this means 
that, for the Annual Survey of Manufactures, 
no data except for number, type and location 
of establishments are shown for industrial or 
geographic aggregations composed of fewer than 
three companies or of three or more if these 
are dominated by one or two companies. The 
names and employment size codes of large es- 
tablishments classified to individual manufac- 
turing industries were published in the rele- 
vant Census of Manufactures industry report up 
to 1984. Starting with the year 1985, these 
lists have been appearing in the 20 new publi- 
cations which show commodity and other data 
for the 22 major industry groups. (Note: These 
20 publications are not being issued for 1987 
but will be produced again for 1988). 


In order to provide a systematic publica- 
tion pattern which will prevent indirect (or 
residual) disclosure of information relating 
to individual establishments, choices’ must 
often be made between the publication or sup- 
pression of different levels of industrial or 
geographic data. Such decisions are made in 
accordance with an order of precedence de- 
signed to provide as detailed data as possible 
consistent with provisions of the Statistics 
Act and with requirements for industrial and 
regional analysis. Thus, for individual indus- 
tries, Canada is given precedence over prov- 
inces. Within provinces or regions, two-digit 
industry major groups are normally given pre- 
cedence over their component three- and four- 
digit industries. 


Where a choice must be made between publi- 
cation of one three-digit industry and one or 
more of its constituent four-digit industries, 
factors such as the economic significance of 
the industry in the province or region and 
maintenance of historical continuity are taken 
into consideration. For example a four-digit 
industry (e.g.» SIC 2512 - Sawmill and Planing 


Mill Products Industry) may be given prefer- 
ence over its three-digit "parent" (SIC 251 = 
Sawmill, Planing Mill and Shingle Mill Prod- 


ucts Industries) because the former is consid- 
ered more meaningful and there is relatively 
little difference between the total for SIC's 
2512 and 251. 


Additivity of Data 


The user is cautioned against adding data 
from Table 1 or the equivalent regional and 
provincial tables in a manner resulting in 
double counting. In order to maximize the 
amount of data publishable within the confi- 
dentiality provisions of the Statistics Act; 
statistics are shown not only for three-digit 
industries but for as many of their four-digit 


XX 


Confidentialité des données présentées par 
les entreprises particulières 

La loi interdit à Statistique Canada de 
diffuser des données qui pourraient servir à 
identifier une entreprise,» sans avoir obtenu 
au préalable l'autorisation écrite de cette 
dernière. En pratique, cela signifie qu'aux 
fins de l'enquête annuelle des manufactures; 
aucune donnée à l'exception du nombre, du gen- 
re et de l'emplacement des établissements; 
n'est publiée sur des groupements industriels 
ou géographiques de moins de trois entrepri- 


ses, ou de trois entreprises ou plus, que do- 
minent une ou deux sociétés. Le nom et le code 
de taille de l'effectif des grands établisse- 


ments faisant partie des industries manufactu- 
riéres particuliéres ont figuré dans la publi- 
cation appropriée du recensement des manufac- 
tures jusqu'en 1984. À partir de 1985, ces 
listes paraîtront dans les 20 nouvelles publi- 
cations qui présenteront les statistiques sur 
les marchandises et d'autres données pour les 
22 grands groupes d'industries. (Note: ces 20 
publications ne paraîtront pas pour 1987, mais 
seront produites pour 1988.) 


Afin de produire une méthode systématique de 
publication des données qui empêche la divul- 
gation indirecte (ou par recoupement) de ren- 
seignements relatifs aux établissements parti- 
culiers, on doit souvent choisir entre la dif- 
fusion ou la suppression de divers niveaux de 
données industrielles ou géographiques. A cet- 
te fin, on a conçu un ordre de priorité nous 
permettant de produire quand même des données 
très détaillées qui respectent les disposi- 
tions de la Loi sur la statistique et les be- 
soins en analyse au niveau de l'industrie ou 
de la région. Pour ce qui est des industries 
particuliéres, les données pour le Canada ont 
priorité sur celles des provinces. Dans le cas 
des provinces et des régions, les statistiques 
des grands groupes d'industries à deux chif- 
fres passent habituellement avant celles de 


= 


leurs composantes à trois et quatre chiffres. 


Si l'on doit choisir entre les données d'une 
industrie à trois chiffres et celles d'une ou 
de plusieurs de ses composantes à quatre chif- 
fres, on tient compte, entre autres choses, de 
l'impact économique de cette industrie dans la 
province ou la région et de la continuité 
chronologique des données. Ainsi; une indus- 
trie à quatre chiffres (par exemple CTI 2512 - 
Industrie des produits de scieries et d'ate- 
liers de rabotage) - peut avoir priorité sur 
l'industrie mére (CTI 251 - Scieries, ateliers 
de rabotage et usines de bardeaux), du fait 
qu'elle soit plus représentative et qu'on ne 
constate qu'une différence relativement faible 
entre les totaux de la classe 251 et ceux de 
la sous-classe 2512. 

Caractére additif des tableaux 

Le lecteur devra veiller à ne pas compter 
certaines données en double en additionnant 
les données du tableau 1 ou celles des ta- 
bleaux provinciaux et régionaux correspon- 
dants. Dans le but d'accroître le nombre de 
données publiables tout en respectant les exi- 
gences de confidentialité de la Loi sur la 
statistique, on a produit des statistiques non 


components as possible. Care must therefore be 
taken, when adding data to the two digit 
level, not to add figures for both three-digit 
industries and their four-digit components. 


More Recent Data 


A summary report of this nature is neces- 
sarily less up-to-date than bulletins on indi- 
vidual industries or groups of industries. 
Advance summary information on individual in- 
dustries is published in the Statistics Canada 
Daily. 


Current estimates of the values of 
ments of goods of own 
lished each month 
facturing" (Catalogue No.31-001). 
estimated values of inventories and orders 
where applicable, the shipments values are 
published in that report for the 22 industry 
groups within the manufacturing sector and for 
many three-digit and four-digit manufacturing 
industries. Among other series in the publica- 
tion are estimates of the total values of 
shipments of goods of own manufacture in all 
provinces and for many industry groups within 
the provinces. These preliminary estimates, 
based on a monthly survey of manufacturers, 
are available about seven weeks after the end 
of the month of reference. Each year when data 
from the Annual Survey of Manufactures become 
available, all monthly series are adjusted to 
these new annual survey totals. 


ship- 
manufacture are pub- 
in “Monthly Survey of Manu- 
Along with 


Data in CANSIM 


Selected data from this 
loaded into CANSIM, is not 
that source for the year 1987. 


report, normally 
available from 


Data for Canada only are available for the 
years 1961 to 1971 based on the 1960 SIC 
(CANSIM matrices 3300 to 3318). 


Canada, the provinces and the 
Atlantic, Prairie and Northern regions are 
available for the years 1970 to 1982 based on 
the 1970 SIC (CANSIM matrices 7481 to 7710). 


Data for 


Selected data for Canada by industry and 
for the provinces by major industry group are 
shown on the basis of the 1980 SIC from 1983 
to 1986 (CANSIM matrices starting at 5378). 
Data for 1982 and 1981, restated to the 1980 
SIC, have also been entered into these new 
matrices. 
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seulement pour les industries à trois chiffres 
mais également pour le plus grand nombre pos- 
sible de leurs composantes à quatre chiffres. 
On doit donc prendre garde, lorsque l'on addi- 
tionne des données relatives aux industries à 
deux chiffres, de ne pas inclure les chiffres 
se rapportant aux industries à trois chiffres 


> 


et à leurs composantes à quatre chiffres. 
Statistiques plus récentes 


Une publication récapitulative comme celle- 
ci ne peut évidemment pas donner des statisti- 
ques aussi récentes que les bulletins consa- 
crés aux industries particulières ou aux grou- 
pes d'industries. Des renseignements prélimi- 
naires sur les industries particulières sont 
publiés dans le Quotidien de Statistique 
Canada. 


Les estimations courantes de la valeur des 
livraisons de produits de propre fabrication 
paraissent chaque mois dans la publication 
Enquête mensuelle sur les industries manufac- 
turières (n° 31-001 au catalogue). Outre les 
estimations de la valeur des stocks et des 
commandes, la publication présente la valeur 
des livraisons des 22 groupes d'industries du 
secteur de la fabrication et de plusieurs in- 
dustries manufacturières à trois ou quatre 
chiffres. Les autres séries de la publication 
illustrent la valeur estimative totale des 
livraisons de produits de propre fabrication 
dans toutes les provinces et pour de nouveaux 
groupes d'industries dans les provinces. Ces 
estimations préliminaires, qui sont fondées 
sur une enquête mensuelle auprès des fabri- 
cants, paraissent environ sept semaines après 
la fin du mois de référence. Chaque année, 
lors de la parution des données de l'enquête 
annuelle des manufactures, toutes les séries 
sont corrigées selon les nouveaux totaux obte- 
nus. 


Données dans CANSIM 


Certaines statistiques, normalement intro- 
duites dans CANSIM, ne sont pas disponibles 
dans ce système pour l'année 1987. 


Les données se rapportant au Canada seule- 
ment peuvent être obtenues pour les années 
1961 à 1971 selon la CTI de 1960 (CANSIM: 
matrices 3300 à 3318). 


relatives au Canada, aux pro- 

régions de l'Atlantique, des 
Prairies et du Nord sont disponibles pour les 
années de 1970 à 1982 selon la CAE de 1970 
(CANSIM: matrices 7481 à 7710). 


Les données 
vinces et aux 


Certaines statistiques peuvent être obtenues 
pour les années 1983 à 1986 selon la CTI de 
1980 (matrices dans CANSIM à partir de 5378) 
pour le Canada, selon l'industrie, et pour les 
provinces, selon les grands groupes d'indus- 
tries. Certaines données pour 1982 et 1981, 
révisées conformément à la CTI de 1980, font 
aussi partie de ces nouvelles matrices. 


Census of Manufactures Computer Tapes 


Principal statistics from the annual Cen- 
sus/Survey of Manufactures are available for 
Canada and the provinces on computer tape from 
the Industry Division. The tape available 
contains data for Canada, the provinces, the 
Atlantic region, the Prairie region and the 
Northern region, with separate all-industry 
totals for the Yukon and Northwest Territo- 
ries, for the years 1961 to 1971, inclusive, 
on the 1960 SIC basis (including modifica- 
tions); for the years from 1970 to 1982 on the 
1970 SIC basiss and for the years from 1982 to 
the current data on the 1980 SIC basis. Data 
available on the tape are those normally pub- 
lished in the main tables of this report, 
(plus inventory and hours worked figures), by 
industry and industry group. 


For further information 
tapes and their cost, contact 
and Classification Services 
Division, Statistics Canada, 
(telephone: 951-9497). 


concerning these 

the Information 
Section, Industry 
Ottawa, K1A OT6 
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Bandes d'ordinateur produites à partir du 
recensement des manufactures 


l'industrie reproduira sur 
une bande les statistiques principales du 
recensement/enquête annuel des manufactures 
pour le Canada et les provinces. Les chiffres 
se rapportent au Canada; aux provinces; aux 
régions de l'Atlantique; des Prairies et du 
Nord; des totaux distincts sont fournis pour 
l'ensemble des industries pour le Yukon et les 
Territoires du Nord-Ouest, pour la période 
allant de 1961 à 1971 inclusivements; ils sont 
fondés sur la CTI de 1960 (y compris les modi- 
fications). Les statistiques de 1970 à 1982 
ont pour base la CAE de 1970. Les statistiques 
de 1982 à l'année des données actuelles ont 
pour base la CTI de 1980. Les données sur ban- 
de sont celles qui sont normalement publiées 
dans les principaux tableaux de cette publica- 
tion (avec l'ajout des données des stocks et 
des heures travaillées); selon l'industrie et 
le groupe d'industries. 


La Division de 


Pour plus de renseignements sur ces bandes 
et sur leur prix, veuillez vous adresser à la 
Section des services d'information et de 
classification; Division de l'industrie, 
Statistique Canada, Ottawa, K1A 0T6 
(téléphone: 951-9497). 


TEXT TABLE I. Comparative Summary by Major Industry Group, 1987 and 1986 
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SIC Shipments and other Increase or 
code revenue (decrease) 
Major industry group 
Code Livraisons et autres Accroissement 
de la Grand groupe d'industries recettes ou 
CTI (décroissement) 
1987 1986 
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fe 


Canada 
All manufacturing industries - Total - Toutes industries manufacturières 314,069,518 293,937,278 6.8 
10 Food industries - Industries des aliments 42,437,857 40,557,593 4.6 
11 Beverage industries - Industries des boissons 6,159,944 5,984,020 2.9 
12 Tobacco products industries - Industries du tabac 2,567,294 2,374,186 8.1 
15 Rubber products industries - Industries des produits en caoutchouc 3,362,309 3,479,495 (3.4) 
16 Plastic products industries - Industries des produits en matière plastique 5,814,326 4,929,813 17.9 
17 Leather and allied products industries - Industries du cuir et des produits 1,489,738 1,489,977 (0.0) 
connexes 
18 Primary textile industries - Industries textiles de premiare transformation 3,420,098 3,234,363 5.7 
19 Textile products industries - Industries des produits textiles 3,498,275 3,130,468 11:7 
24 Clothing industries - Industries de l'habillement 6,960,752 6,502,810 7.0 
25 Wood industries - Industries du bois 15,033,116 12,827,347 17.2 
26 Furniture and fixture industries - Industries du meuble et des articles 4,510,202 4,130,334 9.2 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 23,993,462 20,995,597 14.3 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 11,684,364 10,811,885 8.1 
industries connexes 
29 Primary metal industries - Industries de premiere transformation des 19,598,730 17,446,689 12.3 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 17,950,952 16,027,971 12.0 
produits métalliques 
sil Machinery industries - Industries de la machinerie 9,987,705 9,379,632 6.5 
32 Transportation equipment industries - Industries du matériel de transport 61,132,895 61,647,039 (0.8) 
33 Electrical and electronic products industries - Industries des produits 18,221,395 16,714,189 9.0 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux 8,375,397 7,415,012 13.30 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits 17,682,278 16,702,642 5.9 
raffinés du pétrole et du charbon 
37 Chemical and chemical products industries - Industries chimiques 23,583,731 21,887,684 7.7 
39 Other manufacturing industries - Autres industries manufacturières 6,584,699 6,268,531 5.0 
Newfoundland - Terre-Neuve 
All manufacturing industries - Total - Toutes industries manufacturières 2,056,117 1,831,266 12.3 
10 Food industries - Industries des aliments 1,181,821 1,012,012 16.8 
11 Beverage industries - Industries des boissons x 95,742 x 
12 Tobacco products industries - Industries du tabac x x x 
15 Rubber products industries - Industries des produits en caoutchouc = = = 
16 Plastic products industries - Industries des produits en matiere plastique x x x 
17 Leather and allied products industries - Industries du cuir et des produits x x x 
connexes 
18 Primary textile industries - Industries textiles de premiere transformation = = = 
19 Textile products industries - Industries des produits textiles x x x 
24 Clothing industries - Industries de l'habillement x x x 
25 Wood industries - Industries du bois 28,365 25,118 1229 
26 Furniture and fixture industries - Industries du meuble et des articles x x x 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits x x x 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 44,661 45,582 (2.0) 
industries connexes 
29 Primary metal industries - Industries de premiare transformation des = x . 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 24,042 20,512 17.2 
produits métalliques 
31 Machinery industries - Industries de la machinerie 2,584 3,489 (25.9) 
32 Transportation equipment industries - Industries du matériel de transport x x x 
33 Electrical and electronic products industries - Industries des produits x x x 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux x 51,684 x 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits x x x 
raffinés du pétrole et du charbon 
nY/ Chemical and chemical products industries - Industries chimiques 99,512 x x 
39 Other manufacturing industries - Autres industries manufacturieres 3,254 3,954 (17.7) 
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SIC Shipments and other Increase or 
code revenue (decrease) 
Major industry group 

Code Livraisons et autres Accroissement 

de la Grand groupe d'industries recettes ou 

CTI (décroissement) 
1987 1986 
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Prince Edward Island - île-du-Prince-Édouard 


All manufacturing industries - Total - Toutes industries manufacturières 616,915 387,656 7.5 

10 Food industries - Industries des aliments 296,175 270,002 9.7 

11 Beverage industries - Industries des boissons x x x 

12 Tobacco products industries - Industries du tabac = = = 

15 Rubber products industries - Industries des produits en caoutchouc = = = 

16 Plastic products industries - Industries des produits en matiére plastique x x x 

17 Leather and allied products industries - Industries du cuir et des produits = = = 
connexes 

18 Primary textile industries - Industries textiles de premiére transformation x x x 

19 Textile products industries - Industries des produits textiles x x x 

24 Clothing industries - Industries de l'habillement ; x x x 

25 Wood industries - Industries du bois 27,627 24,270 13.8 

26 Furniture and fixture industries - Industries du meuble et des articles x = sete 
d'ameublement 

27 Paper and allied products industries - Industries du papier et produits = = = 
connexes 

28 Printing, publishing and allied industries - Imprimerie, édition et 14,302 x x 
industries connexes 

29 Primary metal industries - Industries de premiere transformation des = = = 
metaux 

30 Fabricated metal products industries - Industries de la fabrication des 12,563 7,654 64.1 

produits métalliques 

31 Machinery industries - Industries de la machinerie 7,934 x x 

32 Transportation equipment industries - Industries du matériel de transport 8,228 x x 

33 Electrical and electronic products industries - Industries des produits x x x 
électriques et électroniques 

35 Non-metallic mineral products industries - Industries des produits minéraux 4,518 3,556 27.1 
non métalliques 

36 Refined petroleum and coal products industries - Industries des produits = = = 
raffinés du pétrole et du charbon : 

37 Chemical and chemical products industries - Industries chimiques 21,983 x x 

39 Other manufacturing industries - Autres industries manufacturiéres 7,132 6,631 7.6 


Nova Scotia - Nouvelle-Écosse 


All manufacturing industries - Total - Toutes industries manufacturières 5,629,661 5,353,916 5.1 

10 Food industries - Industries des aliments 1,826,940 1,646,427 11.0 

11 Beverage industries - Industries des boissons 146,514 131,721 aie e 

12 Tobacco products industries - Industries du tabac x x x 

15 Rubber products industries - Industries des produits en caoutchouc x x x 

16 Plastic products industries - Industries des produits en matiére plastique 61,941 43,067 43.8 

17 Leather and allied products industries - Industries du cuir et des produits 637 1,591 (60.0) 
connexes 

18 Primary textile industries - Industries textiles de première transformation x x x 

19 Textile products industries - Industries des produits textiles 93,894 x x 

24 Clothing industries - Industries de l'habillement x x x 

25 Wood industries - Industries du bois 179,245 158,163 13.3 

26 Furniture and fixture industries - Industries du meuble et des articles 20,219 19,428 4.1 
d'ameublement 

27 Paper and allied products industries - Industries du papier et produits 629,423 536,491 17.8 
connexes 

28 Printing, publishing and allied industries - Imprimerie, édition et 129,052 123,455 4.5 
industries connexes 

29 Primary metal industries - Industries de premiére transformation des x x x 
métaux 

30 Fabricated metal products industries - Industries de la fabrication des 139,685 134,805 3.6 
produits métalliques 

31 Machinery industries - Industries de la machinerie 54,583 40,691 34.1 

32 Transportation equipment industries - Industries du matériel de transport 308,830 305,017 1) 

33 Electrical and electronic products industries - Industries des produits 93,417 88,017 6.1 
électriques et électroniques 

35 Non-metallic mineral products industries - Industries des produits minéraux 97,429 92,541 5.3 
non métalliques ‘ 

36 Refined petroleum and coal products industries - Industries des produits x x x 
raffinés du pétrole et du charbon 

37 Chemical and chemical products industries - Industries chimiques | 63,965 47,514 34.6 

39 Other manufacturing industries - Autres industries manufacturières x x x 
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SIC Shipments and other Increase or 
code revenue (decrease) 
Major industry group 
Code Livraisons et autres Accroissement 
de la Grand groupe d'industries recettes ou 
CTI (décroissement) 
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New Brunswick - Nouveau-Brunswick 


All manufacturing industries - Total - Toutes industries manufacturières 6,018,550 5,276,934 16.1 
10 Food industries - Industries des aliments 1,350,548 1,248,226 8.2 
11 Beverage industries - Industries des hoissons 221,166 210,162 5.2 
12 Tobacco products industries - Industries du tabac x x x 
15 Rubber products industries - Industries des produits en caoutchouc x x x 
16 ‘Plastic products industries - Industries des produits en matiére plastique 54,742 41,013 33.5 
17 Leather and allied products industries - Industries du cuir et des produits x x x 
connexes 
18 Primary textile industries - Industries textiles de premiére transformation x x x 
19 Textile products industries - Industries des produits textiles x x x 
24 Clothing industries - Industries de l"habillement 14,433 x x 
25 Wood industries - Industries du bois 470,207 409,404 14.9 
26 Furniture and fixture industries - Industries du meuble et des articles 19,086 18,438 3.5 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 1,591,351 1,197,932 32.8 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 94,117 x x 
industries connexes 
29 Primary metal industries - Industries de premiére transformation des x x x 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 155,603 132,317 17.6 
produits métalliques 
31 Machinery industries - Industries de la machinerie 55,462 47,736 16.2 
32 Transportation equipment industries - Industries du matériel de transport x x x 
33 Electrical and electronic products industries - Industries des produits 31,750 x x 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux x x x 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits x x x 
raffinés du pétrole et du charbon 
37 Chemical and chemical products industries - Industries chimiques 115,152 97,874 17.7 
39 Other manufacturing industries - Autres industries manufacturières x x x 
Québec 
All manufacturing industries - Total - Toutes industries manufacturières 72,608,303 66,711,585 8.8 
10 Food industries - Industries des aliments 9,979,217 9,800,111 1.8 
11 Beverage industries - Industries des boissons 1,459,377 1,357,922 7.5 
12 Tobacco products industries - Industries du tabac x 1,526,417 x 
15 Rubber products industries - Industries des produits en caoutchouc x x x 
16 Plastic products industries - Industries des produits en matière plastique 1,493,724 1,184,292 26.1 
17 Leather and allied products industries - Industries du cuir et des produits 515,994 497,345 SZ 
connexes 
18 Primary textile industries - Industries textiles de première transformation 1,691,472 1,666,646 1.5 
19 Textile products industries - Industries des produits textiles 1,632,810 1,413,734 15.5 
24 Clothing industries - Industries de l'habillement 4,122,122 3,896,125 5.8 
25 Wood industries - Industries du bois 3,612,064 3,176,073 ESA 
» 26 Furniture and fixture industries - Industries du meuble et des articles 1,348,073 1,216,783 10.8 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 7,651,299 7,118,348 7.5 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 3,108,947 2,780,942 11.8 
industries connexes 
29 Primary metal industries - Industries de première transformation des 6,223,122 5,182,870 20.1 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 3,810,157 3,210,995 18.7 
produits métalliques 
31 Machinery industries - Industries de la machinerie 1,523,368 1,417,800 7.4 
32 Transportation equipment industries - Industries du matériel de transport 5,299,118 5,742,168 (7.7) 
33 Electrical and electronic products industries - Industries des produits 4,234,252 3,871,437 9.4 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux 1,865,522 x x 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits 3,547,825 3,205,817 10.7 
raffinés du pétrole et du charbon 
7 Chemical and chemical products industries - Industries chimiques 5,720,488 4,910,016 16.5 
39 Other manufacturing industries - Autres industries manufacturières x x x 
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SIC Shipments and other Increase or 
code revenue (decrease) 
Major industry group 
Code Livraisons et autres Accroissement 
de la Grand groupe d'industries recettes ou 
CTI (décroissement) 
1987 1986 
$'000 À 
Ontario 
All manufacturing industries - Total - Toutes industries manufacturières 176,700,261 167,263,965 4.5 
10 Food industries - Industries des aliments 17,013,933 16,499,512 3.1 
11 Beverage industries - Industries des boissons 2,935,129 2,955,489 (0.7) 
12 Tobacco products industries - Industries du tabac x 847,769 x 
15 Rubber products industries - Industries des produits en caoutchouc 2,238,246 2,361,126 (5.2) 
16 Plastic products industries - Industries des produits en matière plastique 3,449,036 2,974,182 16.0 
17 Leather and allied products industries - Industries du cuir et des produits 859,212 902,053 (4.7) 
connexes 
18 Primary textile industries - Industries textiles de première transformation 1,596,640 1,449,833 10.1 
19 Textile products industries - Industries des produits textiles 1,583,338 1,463,693 8.2 
24 Clothing industries - Industries de l'habillement 2,004,770 1,856,919 8.0 
25 Wood industries - Industries du bois 2,838,455 2,581,158 10.0 
26 Furniture and fixture industries - Industries du meuble et des articles 2,610,052 2,427,264 7.5 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 7,478,836 6,772,526 10.4 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 6,228,539 5,794,451 7.5 
industries connexes 
29 Primary metal industries - Industries de premiére transformation des 10,707,854 9,944,560 7.7 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 11,235,012 10,186,104 10.3 
produits métalliques 
31 Machinery industries - Industries de la machinerie 6,501,754 6,174,404 5.3 
32 Transportation equipment industries - Industries du matériel de transport 53,194,635 53,476,531 (0.5) 
33 Electrical and electronic products industries - Industries des produits 12,498,100 11,492,736 8.7 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux 4,605,150 4,065,084 13.3 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits 6,372,264 5,978,532 6.6 
raffinés du pétrole et du charbon 5 
37 Chemical and chemical products industries - Industries chimiques 13,430,102 12,821,616 4.7 
39 Other manufacturing industries - Autres industries manufacturières x 4,218,403 x 
Manitoba 
All manufacturing industries - Total - Toutes industries manufacturiéres 6,992,457 6,426,505 8.8 
10 Food industries - Industries des aliments 2,093,898 2,125,563 (1.5) 
11 Beverage industries - Industries des boissons 196,338 197,424 (1.6) 
12 Tobacco products industries - Industries du tabac S = = 
15 Rubber products industries - Industries des produits en caoutchouc x x x 
16 Plastic products industries - Industries des produits en matière plastique 166,362 x x 
17 Leather and allied products industries - Industries du cuir et des produits 50,644 39,226 2921 
connexes 
18 Primary textile industries - Industries textiles de première transformation 2,597 2,786 (6.8) 
19 Textile products industries - Industries des produits textiles 53,173 x x 
24 Clothing industries - Industries de l'habillement 409,466 379,014 8.0 
25 Wood industries - Industries du bois 214,126 188,915 13:35 
26 Furniture and fixture industries - Industries du meuble et des articles 146,718 137,562 6.7 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 300,660 279,611 7.5 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 435,885 390,028 11.8 
industries connexes 
29 Primary metal industries - Industries de première transformation des 435,029 367,857 18.3 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 413,516 363,945 13.6 
produits métalliques 
31 Machinery industries - Industries de la machinerie 347,550 x x 
32 Transportation equipment industries - Industries du matériel de transport 588,573 517,821 13.7 
33 Electrical and electronic products industries - Industries des produits 480,388 332,553 44.5 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux 249,228 213,685 16.6 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits x x x 
raffinés du pétrole et du charbon 
37 Chemical and chemical products industries - Industries chimiques 274,280 271,240 Nese | 
39 Other manufacturing industries - Autres industries manufacturières 82,261 81,904 0.4 
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TEXT TABLE I. 


Comparative Summary by Major Industry Group, 1987 and 1986 - Continued 


TABLEAU EXPLICATIF I. Sommaire comparatif par grand groupe d'industries, 1987 et 1986 - suite 


Code 


Major industry group 


de la Grand groupe d'industries 


cTI 


SasKatchewan 


All manufacturing industries - Total - Toutes industries manufacturiéres 


Food industries - Industries des aliments 

Beverage industries - Industries des boissons 

Tobacco products industries - Industries du tabac 

Rubber products industries - Industries des produits en caoutchouc 

Plastic products industries - Industries des produits en matiere plastique 

Leather and allied products industries - Industries du cuir et des produits 
connexes 

Primary textile industries - Industries textiles de première transformation 

Textile products industries - Industries des produits textiles 

Clothing industries - Industries de l'habillement 

Wood industries - Industries du bois 

Furniture and fixture industries - Industries du meuble et des articles 
d'ameublement 

Paper and allied products industries - Industries du papier et produits 
connexes 

Printing, publishing and allied industries - Imprimerie, édition et 
industries connexes 

Primary metal industries - Industries de première transformation des 
métaux 

Fabricated metal products industries - Industries de la fabrication des 
produits métalliques 

Machinery industries - Industries de la machinerie 

Transportation equipment industries - Industries du matériel de transport 

Electrical and electronic products industries - Industries des produits 
électriques et électroniques 

Non-metallic mineral products industries - Industries des produits minéraux 

non métalliques 

Refined petroleum and coal products industries - Industries des produits 
raffinés du pétrole et du charbon 

Chemical and chemical products industries - Industries chimiques 

Other manufacturing industries - Autres industries manufacturières 


Alberta 


All manufacturing industries - Total - Toutes industries manufacturières 


Food industries - Industries des aliments 

Beverage industries - Industries des boissons 

Tobacco products industries - Industries du tabac 

Rubber products industries - Industries des produits en caoutchouc 

Plastic products industries - Industries des produits en matière plastique 

Leather and allied products industries - Industries du cuir et des produits 
connexes 

Primary textile industries - Industries textiles de première transformation 

Textile products industries - Industries des produits textiles 

Clothing industries - Industries de l'habillement 

Wood industries - Industries du bois 

Furniture and fixture industries - Industries du meuble et des articles 
d'ameublement 

Paper and allied products industries - Industries du papier et produits 
connexes 

Printing, publishing and allied industries - Imprimerie, édition et 
industries connexes 

Primary metal industries - Industries de première transformation des 
métaux 

Fabricated metal products industries - Industries de la fabrication des 
produits métalliques 

Machinery industries - Industries de la machinerie 

Transportation equipment industries - Industries du matériel de transport 

Electrical and electronic products industries - Industries des produits 
électriques et électroniques 

Non-metallic mineral products industries - Industries des produits minéraux 
non métalliques 

Refined petroleum and coal products industries - Industries des produits 

raffinés du pétrole et du charbon 
Chemical and chemical products industries - Industries chimiques 
Other manufacturing industries - Autres industries manufacturières 
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Shipments and other 


revenue 


Livraisons et autres 


recettes 


1987 


$"000 


3,522,989 


1,062,726 
137,071 


x 
24,334 


190,118 

x 
135,186 
167 ,447 
60,189 
172,777 
161,987 


x 


216,358 
26,601 


17,242 ,833 
4,224,832 
409,884 

x 


x 
257,285 
x 


x 
54,058 
139,299 
762,108 
166,582 
539,833 
661,280 
779,695 
861,256 
695,541 
176,130 
293,090 
642,150 
3,441,955 


2,825,840 
202,707 


1986 


3,255,617 


967,463 


x 
112,183 
x 
65,894 
201,240 
147,054 


x 


211,138 
x 


15 ,984 ,235 
3,680,319 
391,139 

x 

249 ,442 

x 

x 

45,099 
123,398 
679,935 
136,240 
458,325 
644,952 
735,039 
877,960 

x 

172,499 
266,889 
615,012 
3,188,891 


2,676,978 
206,618 


Increase or 
(decrease) 


Accroissement 
ou 
(décroissement) 


NN 


TEXT TABLE I. Comparative Summary by Major Industry Group, 1987 and 1986 - Concluded 
TABLEAU EXPLICATIF I. Sommaire comparatif par grand groupe d'industries, 1987 et 1986 - fin 


SIC Shipments and other increase or 
code revenue (decrease) 
Major industry group 
Code Livraisons et autres Accroissement 
de la Grand groupe d'industries recettes ou 
cTI (décroissement) 
1987 1986 
$'000 VA 


British Columbia - Colombie-Britannique 


All manufacturing industries - Total - Toutes industries manufacturières 26 ,805 , 206 21,621,536 15.8 
10 Food industries - Industries des aliments 3,407,766 3,307,958 3.0 
11 Beverage industries - Industries des boissons 522,586 500,223 4.5 
12 Tobacco products industries - Industries du tabac = = = 
15 Rubber products industries - Industries des produits en caoutchouc x x x 
16 Plastic products industries - Industries des produits en matiére plastique 298,471 255,125 17.0 
17 Leather and allied products industries - Industries du cuir et des produits x x x 
connexes 
18 Primary textile industries - Industries textiles de première transformation 15,230 15,639 (2.6) 
19 Textile products industries - Industries des produits textiles 67,394 59,525 13.2 
24 Clothing industries - Industries de l'habillement 201,067 172,056 16.9 
25 Wood industries - Industries du bois 6,736,809 5,431,473 24.0 
26 Furniture and fixture industries - Industries du meuble et des articles 186,374 164,299 13.4 
d'ameublement 
27 Paper and allied products industries - Industries du papier et produits 5,165,680 4,103,849 25.9 
connexes 
28 Printing, publishing and allied industries - Imprimerie, édition et 777,463 743,774 4.5 
industries connexes 
29 Primary metal industries - Industries de première transformation des 950,198 876,259 8.4 
métaux 
30 Fabricated metal products industries - Industries de la fabrication des 1,163,933 981,496 18.6 
produits métalliques 
sil Machinery industries - Industries de la machinerie 631,483 480,459 31.4 
32 Transportation equipment industries - Industries du matériel de transport 956,441 857,701 11.5 
33 Electrical and electronic products industries - Industries des produits 408,563 378,249 8.0 
électriques et électroniques 
35 Non-metallic mineral products industries - Industries des produits minéraux 588,116 527,486 11.5 
non métalliques 
36 Refined petroleum and coal products industries - Industries des produits 1,640,981 x x 
raffinés du pétrole et du charbon ; 
37 Chemical and chemical products industries - Industries chimiques 816,051 x x 
39 Other manufacturing industries - Autres industries manufacturières 220,428 237,343 (7.1) 
Yukon 
All manufacturing industries - Total - Toutes industries manufacturiéres 9,069 5,968 52.5 


Northwest Territories - Territoires du Nord-Ouest 


All manufacturing industries - Total - Toutes industries manufacturières 67,181 60,135 17.6 
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CANADA 


TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 
hath ey: Cost of Value of 
sic ie ei Salaries niet Abe materials, shipments 
Code 2 ; eléctricit supplies and and other 
Major group and industry ; Y | goods for resale revenue 
= Salaries 
— Groupe et industrie and wages — ty — 
. Number Coit des 
Nombre — Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de ides marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 36,790 |1,864,018} 51,832,248 | 7,054,140 189 , 186 ,844 | 314,049,518 |118,289,573 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 3, 144 197,167| 4,926,656 556,250 29,175,817 | 42,437,857 | 12,810, 156 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 626 43,459 1,118,038 106,480 9,128,497 11,743,428 2,525,311 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 526 31,578 851,868 82,804 7,697,972 9,811,054 2,026,163 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 100 11,881 266,171 23,677 1,930,975 1,932,374 499,148 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 414% 31,171 530,071 43,810 2,967,972 4,111,774 1,107,893 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 414 31,171 530,071 43,810 2,967,972 4,111,774 1,107,893 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 214 17,702 412,428 50,306 1,727,971 3,180,712 1,419,210 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 178 12,678 316,763 32,142 1,287,387 2,299,979 995,546 
1032|FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 36 5,024 95,665 18,164 440,584 880,733 423,665 
104 |DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 375 25,562 725,409 95,387 6,076,377 8,258,369 2,108,662 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 156 13,300 388,145 43,737 2,770,899 3,789,021 980,172 
1049|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 219 12,262 . 337,264 51,650 3,305,478 4,969,348 1,128,490 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 570 14,927 436,934 70,242 3,340,380 9,540,165 1,141,004 
1051/CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 41 2,998 102,821 11,536 828,734 1,033,484 192,734 
1052|PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 13 3,139 105,220 7,542 325,145 711,936 387,803 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 510 8,730 228,894 51,164 2,186,501 2,794,745 560,466 
106 |VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 12 1,080 37,841 17,659 $07,225 1,050,163 122,750 
1061|VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 12 1,080 37,841 17,659 907,225 1,050,163 122,750 
107 |BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 470 27,475 676,855 54,436 1,392,351 2,607,883 1,362,110 
1071|BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS ° 33 6,424 166,463 9,123 419,196 794,771 366,638 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 437 21,051 510,393 45,315 973,155 2,013,113 995,472 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 105 10,813 288,973 29,607 800,370 1,600,641 784,215 
1081]CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 8 2,011 67,417 16,414 294,852 517,302 211,992 
1082|CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER 6 2,245 68,593 1,768 78,604 248,034 169,468 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 91 6,557 152,962 11,426 426,914 835,305 402,756 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 358 24,958 700,107 88,321 2,834,724 5,144,721 2,239,001 
1091]TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 31 3,430 112,437 6,547 531,934 931,885 392,222 
1032|DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 36 1,789 50,544 2,436 186,492 305,073 117,593 


1See “Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 1. 
TABLEAU 1 


PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
- STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


1093 


1098 


121 
1211 
122 


1221 


15 


152 
1521 
159 


1538 


16 


161 
1611 
162 
1621 


Major group and industry 


Groupe et industrie 


POTATO CHIP, PRETZEL & POPCORN IND. 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


BEVERAGE INDUSTRIES 
INDUSTRIES DES BOISSONS 


SOFT DRINK INDUSTRY 
INDUSTRIE DES BOISSONS GAZEUSES 
SOFT DRINK INDUSTRY 
INDUSTRIE DES BOISSONS GAZEUSES 
DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
WINE INDUSTRY 
INDUSTRIE DU VIN 
WINE INDUSTRY 
INDUSTRIE DU VIN 


TOBACCO PRODUCTS INDUSTRIES 
INDUSTRIES DU TABAC 


LEAF TOBACCO INDUSTRY 
INDUSTRIE DU TABAC EN FEUILLES 
LEAF TOBACCO INDUSTRY 
INDUSTRIE DU TABAC EN FEUILLES 
TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 
TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 


RUBBER PRODUCTS INDUSTRIES 
IND. DES PRODUITS EN CAOUTCHOUC 


RUBBER HOSE & BELTING INDUSTRY 
BOYAUX & COURROIES EN CAOUTCHOUC 
RUBBER HOSE & BELTING INDUSTRY 
BOYAUX & COURROIES EN CAOUTCHOUC 
OTHER RUBBER PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN CAOUTCHOUC 
OTHER RUBBER PROD IND CINCL TIRES) 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 


PLASTIC PRODUCTS INDUSTRIES 
PRODUITS EN MATIERE PLASTIQUE 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 

PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 


establish- 
ments 


Nombre 
d’établis- 
sements 


26 


265 


296 


177 


177 


164 


17 
17 
147 


147 


1,127 


106 
106 
77 


77 


See “Introduction” re treatment of northern territories. 


1Voir “Introduction” pour le traitement des territoires. 


Salariés 


Number 


Nombre 


5,456 


14,283 


31,361 


11,851 
11,851 
4,187 
4,187 
13,756 
13,756 
1,567 


1,567 


5,948 


561 
561 
5,387 


5,387 


24,238 


2,311 
2,311 
21,927 


21,927 


44,650 


3,919 
3,919 
3,585 
3,585 


Salaries 
and wages 


Traitements 
et salaires 


141,307 


395,818 


1,067,716 


349,994 
349,994 
168,472 
168,472 
502,801 
502,801 

46,449 


46,449 


242,665 


16,399 
16,399 
226,266 


226,266 


715,058 


61,078 
61,078 
653,980 


653,980 


1,002,024 


86,519 
86,512 
89,723 
89,723 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l'électricité 


14,141 


65,196 


96,410 


28,492 
28,492 
22,583 
22,583 
42,030 
42,030 

3,305 


3,305 


8,822 


1,928 
1,928 
6,894 


6,894 


68 , 182 


5,274 
5,274 
62,908 


62,908 


107,015 


12,468 
12,468 
11,260 


11,260 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


thousands of dollars 


milliers de dollars 


232,562 
1,883,736 


2,881,467 


1,552,129 
1,552,129 
281,281 
281,281 
688,899 
888,899 
159,164 


159,164 


15499 ,567 


248,781 
248,781 
1,250,785 


1,250,785 


1,862,337 


136,579 
136,579 
1,725,757 


1,725,757 


3,405 ,526 


278,921 
278,921 
546,937 


546,937 


Value of 


shipments 
and other 


revenue 


Valeur des 
livraisons 
et autres 


recettes 


613,831 


3,293,933 


6,159,944 


2,479,939 
2,979,939 
826,973 


826,973 


2,557,552 | 


2,557,552 
295,479 


295,479 


2567,294 


337,821 
337,821 
2,229,973 


2,229,973 


3 53625309 


250,561 
250,561 
3,111,748 


3,111,748 


5,814,326 


516,359 
516,359 
801,521 
801,521 


Valeur 
ajoutée 


367,792 


1,361,394 


3,167,452 


896,956 
696,956 
491,424 
491,424 
1,631,092 
1,631,092 
147,980 


147,980 


983,533 


17,058 
17,058 
966,475 


966,975 


1,421,586 


109,141 
109,141 
1,312,445 


1,312,445 


25349 ,376 


230,661 
230,661 
255,132 


255,132 


CANADA 
TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


ve Cost of 
Salariés 


materials, 


Value of 
shipments 


establish- 
ments 


Cost of 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


Number 


Nombre 


Salaries 
and wages 


Traitements 
et salaires 


fuel and 


electricity and other 


revenue 


supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Cott du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


163 [PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 58 5,190 152,913 17,045 722,841 1,101,982 363,274 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 58 5,190 152,913 17,045 722,841 1,101,982 363,274 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 886 31,956 672,870 66,243 1,856,826 3,394,463 1,500,309 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 112 5,093 126,468 12,840 419,485 706,893 282,438 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 774 26,863 546,402 53,403 1,437,341 2,687,571 1,217,871 
17 LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 384 21,782 375,031 13,690 821,084 1,489,738 660,054 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 384 21,782 375,031 13,690 821,084 1,489,738 660,054 
1711|LEATHER TANNERIES 

TANNERIES 43 1,712 36,807 3,677 175,033 252,010 73,200 
1712|FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 174 15,750 275,513 7,550 523,552 1,002,248 477,116 
1713] LUGGAGE, PURSE & HANDBAG INDUSTRY 

VALISES, BOURSES & SACS A MAIN 90 2,864 43,480 1,225 82,254 156,149 71,720 
1719|OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 77 1,456 19,231 1,238 40,246 79,330 36,018 
18 PRIMARY TEXTILE INDUSTRIES 

TEXTILES DE PREMIERE TRANSFORMATION 219 25,935 663,653 92,002 1,884,246 3,420,098 1,450,794 
181 |MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 31 6,327 211,868 43,519 608,002 1,139,327 543,190 
1811|]MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 31 6,327 211,868 43,519 608,002 1,199,327 543,190 
182 |SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 122 16,405 382,870 42,472 941,054 1,730,629 757,688 
1821|WO0L YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 40 4,081 102,742 7,377 126,710 359,131 227,312 
1829|/OTHER SPUN YARN & WOVEN CLOTH INDS. 

AUTRES FILES & TISSUS TISSES 82 12,324 280,127 35,095 814,344 1,371,498 530,377 
183 |BROAD KNITTED FABRIC INDUSTRY 

IND. DES TISSUS LARGES, A MAILLES 66 3,203 68,915 6,010 335,190 490,142 149,916 
1831|BROAD KNITTED FABRIC INDUSTRY 

IND. DES TISSUS LARGES, A MAILLES 66 3,203 68,915 6,010 335,190 490,142 149,916 
19 TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 858 34,769 702,020 72,113 2,023,670 3,498,275 154175577 
191 |NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 22 1,157 26,501 3,113 70,242 129,251 55,295 
1911]NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 22 1,157 26,501 3,113 70,292 129,251 55,295 
192 |CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 42 5,947 146,592 21,751 756,685 1,083,378 324,662 
1921|CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 42 5,947 146,592 21,751 756,685 1,083,378 324,862 
193 |CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 163 2,334 37,364 1,798 74,030 138,282 62,288 
1931|CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 163 2,334 37,364 1,798 74,030 138,282 62,288 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 631 25,331 491,564 45,452 1,122,713 2,147,362 975,132 
1991|NARROW FABRIC INDUSTRY 

INDUSTRIE DES TISSUS ETROITS 49 1,969 36,217 2,286 65,464 130,552 63,655 


1See “Introduction” re treatment of northern territories. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


F — Cost of Value of 
sic ee Salariés eae materials, shipments 
Code À : Slaciicis supplies and and other 
Major group and industry \ Y | goods for resale revenue 
=< Salaries 
— Groupe et industrie nopeee — CES 
# Number Coût des 
Nombre = Coût du matiéres, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 


et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


1992| CONTRACT TEXTILE DYEING & FINISHING 


TEINTURE & FINISSAGE, PROD TEXTILES 114 4,319 80,827 20,034 83,835 258,969 155,100 
1993|HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 225 8,049 140,617 8,352 374,143 654,565 267,259 
1994|HYGIENE PRODS. OF TEXTILE MATERIAL 

ARTICLES D'HYGIENE EN TEXTILE 20 3,303 92,312 4,183 176,242 394,481 212,552 
1998|OTHER TEXTILE PROD CINCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 223 7,691 141,591 10,597 423,029 708,795 276,565 


24 |CLOTHING INDUSTRIES 


INDUSTRIES DE L'HABILLEMENT 2,390 112,002 1,846,275 46,130 3 5592 ,422 6,960,752 | 3,380,610 
243 |MEN’S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 551 37,990 627,246 15,055 1,126,708 2,243,845 1,139,460 
2431|MEN'"S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 88 4,599 75,753 1,256 174,404 321,196 150,183 
2432|MEN'S & BOYS’ SUIT & JACKET IND. 

COMPLETS-VESTONS, HOMMES—GARCONNETS 121 7,280 127,302 2,593 228,050 443,983 220,861 
2433|MEN'S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 72 8,091 146,580 3,553 304,938 601,734 305,810 
2434|MEN’S & BOYS’ SHIRT & UNDERWEAR IND 

CHEMISES, SOUS-VETEMENTS POUR HOMMES 107 9,687 161,577 5,476 379,206 681,969 309,931 
2435|MEN'S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 163 8,333 116,033 2,177 40,111 194,963 152,675 
244 |WOMEN'S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 303 35,118 556,380 11,376 1,141,871 2,151,125 1,010,441 
2441 |WOMEN'S COAT & JACKET INDUSTRY 

MANTEAUX & VESTES POUR DAMES 69 3,909 65,825 1,120 172,284 294,640 125,495 
2442|WOMEN'S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 202 11,561 197,858 4,560 590,428 977,150 389,207 
2443|WOMEN'S DRESS INDUSTRY 

INDUSTRIE DES ROBES POUR DAMES 126 4,488 85,539 1,603 238,314 420,764 181,680 
2444] WOMEN’S BLOUSE & SHIRT INDUSTRY 

BLOUSES & CHEMISES POUR DAMES 52 2,344 38,634 552 97,724 176,144 78,295 
2445 |WOMEN'S CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, DAMES 460 12,816 168,524 3,542 43,121 282,427 235,764 
245 |CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 161 7,152 117,261 3,039 252,949 458,231 208,139 
2451|CHILDREN'S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 161 7,152 117,261 3,039 252,949 458,231 208,139 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L’HABILLEMENT 769 31,742 545,387 16,660 1,070,893 2,107,552 1,022,570 
2491|SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 75 5,031 90,891 2,520 126,692 297,260 168,787 
2492|OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 90 4,052 64,649 1,415 129,422 241,844 111,144 
2493]GLOVE INDUSTRY 

INDUSTRIE DES GANTS 30 1,018 16,862 446 35,560 70,574 33,699 
2494 |HOSIERY INDUSTRY 

INDUSTRIE DES BAS & CHAUSSETTES 62 5,504 91,203 6,243 163,291 342,254 169,638 
2495|FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 238 2,998 62,644 1,053 277,640 399,900 127,793 
2496| FOUNDATION GARMENT INDUSTRY 

INDUSTRIE DES VETEMENTS DE BASE 23 3,109 57,181 778 52,971 173,260 116,968 
2499)OTHER CLOTHING & APPAREL INDS. NEC 

AUTRES IND. DE L'HABILLEMENT, NCA 251 10,030 , 161,958 4,204 285,317 582,460 294,541 


1See ”Introduction” re treatment of northern territories. 
TVoir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 
establish- Pare Cost of Value of 
Salariés SEE materials, shipments 


ments fuel and supplies and and other 
Major group and industry electricity goods for resale revenue 


= Salaries 
Groupe et industrie and wages 


Coût des 


Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


25 |WOOD INDUSTRIES 


INDUSTRIES DU BOIS 3,424 121:655| 3,304,256 373,925 8,299,705 15,033,116| 6,547,852 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 1,207 64,023 1,973,020 256,656 5,019,190 9,088,890 3,973,307 
2511|SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 114 2,043 53,169 4,581 139,883 226,780 85,520 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 1,093 61,980 1,919,851 252,075 4,879,308 8,862,110 3,887,787 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 78 9,397 265,128 33,175 622,129 1,197,402 496,317 
2521|HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 51 3,905 88,035 11,348 268,812 441,258 161,809 
2522|SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 27 5,442 177,093 21,828 353,317 706,145 334,508 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 1,538 35,474 773,960 38,590 1,835,174 3,324,632 1,466,828 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 93 3,392 76,315 3,526 250,160 428,076 174,335 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 699 10,125 219,490 3,800 353,682 762,866 401,011 
2543]; WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 377 12,706 283,522 14,219 764,340 1,319,721 551,926 
2549]OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 369 9,251 194,633 11,045 466,991 813,969 339,555 
256 |WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 207 3,508 61,974 4,692 143,288 256,862 109,053 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 207 3,508 61,974 4,692 143,288 256,862 109,053 
258 |COFFIN & CASKET INDUSTRY À 

INDUSTRIE DES CERCUEILS & BIERES 25 708 14,559 952 19,385 44,262 23,953 
2581|COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 25 708 14,559 252 19,385 44,262 23,953 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 369 8,595 215,616 39,859 660,540 1,171,068 478,395 
2591|WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 61 1,559 40,312 5,894 199,719 284,237 84,170 
2592|PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 25 2,018 61,668 14,664 175,585 347,183 159,171 
2593|WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 11 1,506 50,119 13,558 133,459 264,256 116,327 
2599|OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 272 3,512 63,518 5,742 151,777 275,392 118,727 


26 |FURNITURE & FIXTURE INDUSTRIES ; 
MEUBLES & ARTICLES D*AMEUBLEMENT 1,822 61,584 152275471 55,032 2,254,351 4,510,202 | 2,219,035 


261 |HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 1,065 29,767 548,875 24,881 1,003,671 1,949,315 930,887 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 788 18,005 311,297 16,319 518,545 1,047,186 523,986 
2612| UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 171 6,685 176,938 5,798 361,478 662,246 297,438 
2619|OTHER HOUSEHOLD FURNITURE INDUSTRY 

AUTRES IND. DES MEUBLES DE MAISON 106 3,077 60,641 2,763 123,648 234,883 109,463 
264 |OFFICE FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE BUREAU 182 12,915 284,524 12,751 516,145 1,123,636 596,379 
2641|METAL OFFICE FURNITURE INDUSTRY : 

IND. DES MEUBLES DE BUREAU EN METAL 77 6,704 149,983 6,494 293,708 619,124 321,719 
2649|OTHER OFFICE FURNITURE INDUSTRIES 

AUTRES IND. DES MEUBLES DE BUREAU 105 6,211 134,541 6,257 222,437 504,512 274,660 
269 |OTHER FURNITURE & FIXTURE INDS. | 

AUTRES ARTICLES D’ AMEUBLEMENT 575 18,902 394,072 17,400 734,535 1,442,250 691,768 


1See “Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


Salariés 


Number 
of 


establish- Cost of 


Cost’or Value of 


2691 
2692 
2699 


283 


2831 


Major group and industry 


Groupe et industrie 


BED SPRING & MATTRESS INDUSTRY 
INDUSTRIE DES SOMMIERS & MATELAS 
HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D’ HOTELS & RESTAURANTS 
OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 
PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 
NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 
PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 

BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 
OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 
FOLDING CARTON & SET-UP BOX IND. 
IND. DES BOITES PLIANTES & RIGIDES 


CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 
PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 

OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 
COATED 2 TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 
STATIONERY PAPER PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DE PAPETERIE 
PAPER CONSUMER PRODUCTS INDUSTRY 
PRODUITS DE CONSOMMATION EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS NEC 
AUTRES PRODS, PAPIER TRANSFORME NCA 


PRINTING, PUBLISHING & ALLIED INDS. 
IMPRIMERIE, EDITION & IND. CONNEXES 


COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 
BUSINESS FORMS PRINTING INDUSTRY 
IMPRESSION, FORMULAIRES COMMERCIAUX 
OTHER COMMERCIAL PRINTING INDS. 
AUTRES IND D’ IMPRESSION COMMERCIALE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PUBLISHING INDUSTRIES 

INDUSTRIES DE L’ EDITION 

BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 


ments 


Nombre 
d’établis- 
sements 


92 
300 


183 


694 


144 
39 
43 
28 

6 
28 
12 
19 

250 

103 


118 
29 
281 
55 
75 
15 


136 


5,276 


2,951 
180 
2,771 
963 
963 
867 
159 


1See “Introduction” re treatment of northern territories. 
TVoir “Introduction” pour le traitement des territoires. 


Number 


Nombre 


3,051 
11,147 


4,704 


119,346 


80,334 
18,202 
40,169 
7,742 
993 
13,228 
2,008 
2,008 
19,789 
7,035 


10,781 
1,973 
17,215 
4,091 
4,300 
2,374 


6,450 


127,543 


59,913 

3,491 
50,422 
16,871 
16,871 
16,576 


5,084 


Salaries 
and wages 


Traitements 
et salaires 


67,369 
244,594 


62,108 


4,185,229 


3,113,977 
757-449 
1,572,126 
291,798 
27,213 
465,390 
62,440 
62,440 
562,950 


192,129 


318,961 
51,860 
445,862 
26,886 
108,315 
76,071 


164,591 


3,539,542 


1,608,748 
280,979 
1,327,769 
414,079 
414,079 
425,965 


153,523 


materials, 
supplies and 
goods for resale 


fuel and 
electricity 


Coût des 


Coût du 
combus- 
tible et de 
l’électricité 


matières, des 
fournitures et 
des marchandises 
destinées à la 
revente 


thousands of dollars 


milliers de dollars 


3,362 209,280 
9,987 390,278 
4,050 134,977 
1,703,886 11,295,674 
1,621,605 7,867,138 
355,197 2,480,445 
927,031 3,431,836 
186,049 648,695 
12,842 41,870 
140,486 1,264,293 
15,395 294,802 
15,395 294,802 
35,385 1,710,477 
8,590 450,194 
23,687 1,094,142 
3,108 166,141 
31,500 1,423,257 | 
8,103 324,957 
4,168 289,789 
3,352 307,701 
15,875 500,810 
89,658 4,498,500 
54,846 2,591,763 
5,963 420,074 
48,883 2,171,689 
12,604 354,929 
12,604 354,929 
ca 740,599 
= 264,320 


shipments 
and other 
revenue 


Valeur des 
livraisons 
et autres 

recettes 


351,656 
799,020 


291,574 


23,993,462 


18,384,814 
5,817,281 
8,537,913 
1,689,650 

110,244 
2,230,226 
517,982 
517,982 
2,725,178 
790,722 


1,662,486 
271,970 
2,365,488 
553,163 
503,566 
459,399 


849,361 


11,684,364 


5,466,572 

980,526 
4,986,046 
1,040,458 
1,040,458 
2,031,002 

834,016 


Valeur 
ajoutée 


139,771 
399,545 
152,453 


10,959, 182 


8,851,547 
2,954,895 
4,165,083 
858,185 
56,717 
816,667 
205,491 
205,491 
984,605 


335,027 


547,374 
102,204 
917,539 
226,389 
206,606 
147,710 


336,834 


75091,433 


2,814,000 
561,593 
2,252,407 
673,972 
673,972 
1,291,988 
571,127 
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Total Activity - Activité totale 


Number 
of Employees 
establish- sae Cost of Value of 
SIC ments Salariés pe materials, shipments 
Code 3 if élactrici supplies and and other 
pajenegecup asdvinduetcy ¥ goods for resale revenue 


— Salaries 
Groupe et industrie and wages = 


Coût des 


Nombre Coût du matières, des Valeur des 
Code d’etablis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises] et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


2839|OTHER PUBLISHING INDUSTRIES 


AUTRES INDUSTRIES D’ EDITION 708 11,492 272,442 - 476,279 1,196,985 720,861 
284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L'EDITION COMBINEE 495 34,183 1,090,750 22,208 811,209 3,146,333 2,311,973 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 456 32,228 1,045,980 20,919 756,445 2,983,175 2,204,977 
2849| OTHER COMBINED PUBLISHING, PRINTING 

AUTRES IMPRESSION-EDITION COMBINEES 39 1,955 44,770 1,290 54,765 163,158 106,996 


29 PRIMARY METAL INDUSTRIES 


PREMIERE TRANSFORMATION DES METAUX 427 104,088; 3,838,613 1,075,121 10,013,289 19,598,730 | 8,398,472 
291 |PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 60 46,493 1,793,886 485,392 4,456,810 8,415,637 3,424,603 
2911]FERRO-ALLOYS INDUSTRY 

INDUSTRIE DES FERRO-ALLIAGES 5 760 29,185 20,752 123,180 211,172 68,981 
2912|STEEL FOUNDRIES 

FONDERIES D’ACIER 26 2,915 81,922 13,110 70,439 204,497 122,775 
2919|0THER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 29 42,818 1,682,778 451,530 4,263,192 7,999,969 3,232,846 
292 |STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D’ACIER 36 4,964 170,371 22,260 806,033 1,233,548 385,442 
2921|STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 36 4,964 170,371 22,260 806,033 1,233,548 385,442 
294 |IRON FOUNDRIES 

FONDERIES DE FER 91 7,860 242,477 449,175 347,018 871,450 479,674 
2941|IRON FOUNDRIES 

FONDERIES DE FER 91 7,860 242,477 49,175 347,018 871,450 479,674 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 34 29,397 1,149,582 446,242 2,220,129 5,763,398 3,050,899 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) : 

FONTE & AFF.NON-FERREUX CALUM. COMP) 34 29,397 1,199,582 446,242 2,220,129 5,763,398 3,050,899 
296 |ALUMINUM ROLLING, CASTING, EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 71 6,143 215,473 33,449 1,169,431 1,701,916 503,334 
2961|ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 71 6,143 215,473 33,449 1,169,431 1,701,916 503,334 
297 |COPPER ROLLING. CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 39 2,828 83,237 15,298 466,060 607,483 129,629 
2971|COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 39 2,828 83,237 15,298 466,060 607,483 129,629 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 36 6,403 183,586 28,304 547,807 1,005,297 424,892 
2999|OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 96 6,403 183,586 28,304 547,807 1,005,297 424,892 


30 |FABRICATED METAL PRODUCT INDUSTRIES 


FABRICATION DE PRODUITS EN METAL 5,498 156,951 3,954,291 252, 156 9,594,112 17,950,952 | 8,132,919 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 43 4,816 148,645 4,715 240,407 652,833 407,658 
3011]POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 43 4,816 148,645 4,715 240,407 652,833 407,658 
302 |FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 396 18,615 501,785 28,878 1,263,621 2,477,554 1,177,609 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL (EPAIS) 80 3,375 63,337 4,951 175,593 343,261 159,814 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 45 1,704 45,856 3,709 139,195 236,493 95,925 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 4 

BATIMENTS PREFABRIQUES EN METAL 45 3,569 96,697 6,235 282,669 510,108 216,076 
3029|OTHER FABRICATED STRUCTURAL METAL = 

AUTRES ELEMENTS DE CHARPENTE, METAL 226 9,967 275,895 13,983 666,164 1,387,692 705,793 


1See “Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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CANADA 


TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


: == Cost of Value of 
SIC con Salariés FE materials, shipments 
Code ‘ r elactricit supplies and and other 
Major group and industry : Ÿ | goods for resale revenue 
— Salaries 
—_— Groupe et industrie oie ages =— ry: 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises] et autres ajoutée 


et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


303 |ORNAMENTAL & ARCHITECT. METAL PRODS 


PRODUITS D'ARCHITECTURE EN METAL 766 19,770 446,010 22,700 1,008,568 1,836,939 613,081 
3031]METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 315 10,601 243,925 11,741 576,638 1,007,248 423,777 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 32 628 12,379 914 38,395 67,618 30,657 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 419 8,341 189,706 10,045 393,535 762,072 358,646 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 971 35,329 887,398 75,267 3,470,056 5,610,094 2,069,734 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 288 9,697 217,904 30,871 387,270 850,865 431,868 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 93 8,358 243,316 20,353 810,734 1,437,866 591,194 
3049|OTHER STAMPED & PRESSED METAL PRODS ; 

AUTRE EMBOUTISSAGE DES METAUX 590 17,274 426,178 24,043 2,272,052 3,321,313 1,046,673 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 302 15,284 406,338 39,415 1,150,215 2,001,940 821,019 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 39 3,344 104,374 14,367 414,073 633,152 204,881 
3053|INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 105 5,518 141,330 11,527 282,568 576,179 282,712 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 158 6,422 160,634 13,521 453,574 792,610 333,426 
306 |HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 855 22,129 573,057 24,737 747,123 1,794,817 1,025,466 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 62 4,781 109,740 5,582 226,800 463,230 235,769 
3062|METAL DIES, MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL 539 10,886 303,034 10,782 260,895 753,664 478,935 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS 67 1,990 51,259 2,307 98,904 213,691 112,531 
3069|OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 187 4,972 109,024 6,067 160,524 364,232 198,231 
307 |HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 163 6,252 136,408 5,636 317,251 595,940 269,497 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 163 6,252 136,408 5,636 317,251 595,940 269,497 
308 |MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 1,464 18,398 436,311 19,254 483,560 1,194,506 692,422 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 1,464 18,398 436,311 19,254 483,560 1,134,506 692,422 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 538 16,358 418,340 31,554 913,311 1,786,378 856,434 
3091|METAL PLUMBING FIXTURES & FITTINGS 

GARNITURES DE PLOMBERIE EN METAL 31 2,254 56,636 3,456 111,979 254,820 140,464 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 449 2,644 71,125 2,827 133,722 274,428 142,864 
3099]OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 463 11,460 290,579 25,271 667,610 1,257,129 573,106 


31 |MACHINERY INDUSTRIES 


INDUSTRIES DE LA MACHINERIE 1,908 82,422 2,183,235 100,501 5,549,218 9,987,705 | 4,224,339 
311 | AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 246 9,322 246,173 17,248 502,245 899,985 364,535 
3111/AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 246 9,322 246,173 17,248 502,245 899,985 364,535 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 61 3,584 85,155 3,449 259,068 448,920 187,243 
3121|COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 61 3,584 65,155 3,449 259,068 448,920 187,243 


1See ”’Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 
Number 
of Employees 
establish- a Cost of Value of 
ments Salariés fe materials, shipments 
supplies and and other 
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— alaries 
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sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


319 |OTHER MACHINERY & EQUIPMENT INDS. 


: AUTRE MACHINERIE & EQUIPEMENT 1,601 69,516 1,851,907 79,803 4,787,905 8,638,800 3,672,561 
3191|COMPRESSORS PUMPS & INDUSTRIAL FANS 
COMPRESSEURS, POMPES & VENTILATEURS 116 4,353 116,095 5,096 276,436 542,540 249,426 
3192|CONSTRUCTION & MINING MACHINERY 
MACHINERIE DE CONSTRUCTION & MINES 533 24,779 666,155 27,493 2,013,853 3,387,939 1,329,043 
3193) SAWMILL & WOODWORKING MACHINERY 
MACHINERIE POUR SCIERIES 64 2,591 79,251 3,105 137,901 279,526 133,306 
3194|TURBINE & POWER TRANSMISSION EQUIP. 
TURBINES & MATERIEL DE TRANSMISSION 116 6,644 187,756 7,899 308,096 703,963 344,972 
3199]O0THER MACHINERY & EQUIPMENT, NEC 
AUTRE MACHINERIE & EQUIPEMENT NCA 772 31,149 802,650 36,210 2,051,619 3,729,832 1,615,814 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 


INDUSTRIES DU MATERIEL DE TRANSPORT 1,514 218,368 7,065,819 368,024 45,995,068 | 61,132,895 | 14,855,210 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D’AERONEFS & PIECES D’AERONEFS 185 40,157 1,321,165 36,989 1,684,947 3,944,903 2,278,909 
3211|AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D’AERONEFS 185 40,157 1,321,165 36,989 1,684,947 3,949,903 2,278,409 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 27 52,034 2,116,371 100,422 34,309,056 39,093,195 4,751,310 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 27 52,034 2,116,371 100,422 34,309,056 39,093,195 4,751,310 
324 | TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 315 13,419 328,122 13,256 1,046,342 1,640,609 594,035 
3241|TRUCK & BUS BODY INDUSTRY 

-| CARROSSERIES DE CAMIONS & D'AUTOBUS 126 4,824 116,756 5,514 290,046 530,163 241,166 

3242| COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE COMMERCIAL 82 4,901 130,162 5,181 430,865 626,398 194,799 
3243|NON-COMMERCIAL TRAILER INDUSTRY : 

REMORQUES D'USAGE NON COMMERCIAL 30 2,800 63,351 1,884 266,428 392,934 126,138 
3244 |MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES (ce 894 17,853 676 59,002 91,115 31,932 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 
…— | PIECES & ACCESSOIRES POUR VEHICULES 552 88,550 2,593,111 180,058 7,259,109 13,306,745 5,858,377 
3251|MOTOR VEHICLE ENGINE & PARTS IND. 

MOTEURS & PIECES DE VEHICULES 50 15,992 598,789 52,052 2,055,815 3,930,999 1,309,802 
3252|MOTOR VEHICLE WIRING ASSEMBLIES 

ASSEMBLAGES DE CABLES POUR VEHICULE 28 5,120 105,111 3,112 196,597 398,253 201,447 
3253|MOTOR VEHICLE STAMPINGS INDUSTRY 

PIECES EMBOUTIES POUR VEHICULES 86 12,652 371,772 27,056 1,146,184 2,111,884 946,108 
3254|MOTOR VEHICLE STEERING & SUSPENSION 

DIRECTION, SUSPENSION POUR VEHICULE 35 5,376 168,973 16,734 341,374 720,527 362,540 
3255 |MOTOR VEHICLE WHEEL & BRAKE IND. ? 

ROUES & FREINS POUR VEHICULES 47 7,339 209,535 16,096 534,273 1,086,931 526,568 
3256|MOTOR VEHICLE PLASTIC PARTS IND. 

PIECES EN PLASTIQUE POUR VEHICULE 26 12,309 270,317 22,009 691,300 1,252,030 544,056 
3257 |MOTOR VEHICLE FABRIC ACCESSORIES 

ACCESSOIRES, TEXTILE, POUR VEHICULE 20 6,389 196,083 3,858 525,951 877,011 345,927 
3259|OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 190 23,373 672,531 39,141 1,767,016 3,929,609 1,621,930 
326 |RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 29 8,042 261,804 16,377 706,959 1,447,292 747,253 
3261|RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 29 8,042 261,804 16,377 706,959 1,447,292 747,253 
327 |SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 55 3,017 293,653 13,222 574,091 993,142 328,759 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 55 9,017 293,653 13,222 574,091 993,142 328,759 
328 |BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 327 5,089 93,575 5,379 270,244 442,695 170,340 


1See ”Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19872 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 
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3281|BOATBUILDING & REPAIR INDUSTRY 


CONSTRUCTION D'EMBARCATIONS 327 5,089 93,575 5,379 270,244 492,695 170,340 
329 |OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 24 2,060 58,019 2,321 144,321 264,315 126,728 
3299|OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 24 2,060 58,019 2,321 144,321 264,315 126,728 


33 |ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 15439 143,837) 4,067,818 145, 139 9,495,972 18,221,395 | 8,701,383 
331 | SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 67 6,553 153,795 6,181 482,594 827,788 347,195 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 67 6,553 153,795 6,181 482,594 827,788 347,195 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 27 10,427 246,107 11,949 813,702 1,370,197 522,210 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 27 10,427 246,107 11,949 813,702 1,370,197 522,210 
333 | ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE 178 9,424 224,254 8,592 679,155 1,245,710 547,779 
3331|LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 108 4,994 103,732 4,996 301,432 565,276 264,255 
3332|ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT—-JOUR 56 1,276 19,368 705 37,202 74,853 37,477 
3333|ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES CAMPOULES,TUBES) 14 3,204 101,154 3,442 340,520 605,580 246,047 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 25 3,298 83,246 1,462 504,262 822,441 305,972 
3341/|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 25 3,298 83,246 1,462 504,262 822,441 305,972 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 488 56,204 1,735,059 35,575 2,719,958 6,029,976 3,409,440 
3351| TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 50 18,576 668,439 7,300 981,861 2,387,940 1,383,098 
3352|ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 239 13,185 325,742 13,952 516,975 1,083,421 564,072 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 199 24,443 740,878 14,323 1,216,121 2,553,615 1,462,270 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 187 17,316 504,098 10,438 1,425,834 2,631,401 1,216,004 
3361|]ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 147 12,721 367,932 8,351 1,077,691 2,006,146 939,796 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 40 4,595 136,166 2,087 348,143 625,255 276,207 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 281 22,553 624,012 23,561 1,247,664 2,390,574 1,101,065 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 54 6,391 170,898 7,117 366,432 670,682 297,974 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 91 7,770 201,286 6,456 378,310 801,195 403,839 
3379|OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 136 8,392 251,828 3,988 502,922 918,698 399,252 
338 | COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 58 8,350 262,602 22,135 1,019,516 1,700,755 673,516 
3381|COMMUNICATICNS, ENERGY WIRE & CABLE : 

FILS & CABLES, ELECT. /COMMUNICATION 58 8,350 262,602 22,135 1,019,516 1,700,755 673,516 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 128 9,712 234,647 25,247 608,289 1,207,553 578,202 
3391|BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 27 2,339 66,258 6,416 195,988 420,183 220,630 
3392|NON-CURRENT CARRYING WIRING DEVICES 

DISPOSITIFS DE CABLAGE SANS COURANT 29 1,923 45,576 2,481 103,730 235,002 125,883 


1See “Introduction” re treatment of northern territories. 
TVoir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 
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3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 72 5,450 122,813 16,349 308,571 552,368 231,689 
35 NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 15547 56,822 1,668 ,869 520,748 3,688 ,957 8,375,397 4,163,025 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 90 3,930 107,384 33,851 101,935 413,276 278,666 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 34 1,738 54,457 26,293 49,305 223,455 148,230 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 56 2,192 52,927 7,558 52,630 189,821 130,436 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 24 3,646 143,154 162,830 246,252 980,231 558,446 
3521|CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 24 3,646 143,154 162,830 246,252 980,231 558,446 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 362 10,309 273,972 27,044 474,039 1,084,787 590,800 
3541|CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 50 1,900 56,655 5,970 105,054 242,111 133,996 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 64 3,006 87,788 5,155 133,247 305,321 164,719 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 248 5,403 129,528 15,918 235,739 537,354 292,084 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 587 11,910 343,436 59,474 1,035,871 1,843,392 748,359 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 587 11,910 343,436 59,474 1,035,871 1,843,392 748,359 
356 [GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 176 13,605 405,958 75,353 620,215 1,563,908 869,397 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 23 7,584 244,603 60,477 280,503 875,827 532,673 
3562|GLASS PRODUCTS (EXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 153 6,021 161,356 14,876 339,711 688,081 336,724 
357 | ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 29 1,693 48,326 34,589 132,456 276,700 105,199 
3571| ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 29 1,693 48,326 34,589 132,456 276,700 105,199 
358 |LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 14 784 28,587 38,470 31,410 156,129 87,421 
3581|LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 14 784 28,587 38,470 31,410 156,129 87,421 
359 [OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 265 10,945 318,052 89,138 1,046,780 2,056,975 924,737 
3591|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES "29 1 772 47,056 7,019 131,546 256,599 116,742 
3592|ASBESTOS PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN AMIANTE 10 647 14,929 2,037 32,927 59,355 23,326 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 30 2,375 74,702 33,881 287,614 642,618 322,746 
3594|NON-METAL. MINERAL INSULATING MAT'L 

ISOLANT DE MINERAUX NON METALLIQUES 43 3,444 117,067 35,562 465,546 816,488 316,997 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 153 2,707 64,298 10,638 129,148 281,914 144,926 
36 REFINED PETROLEUM & COAL PRODUCTS 

PRODS RAFFINES DE PETROLE & CHARBON 126 15,148 708,309 307,481 15 ,B23, 753 17,682,278 2,066,515 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE 64 14,254 680,256 295,192 15,263,654 | 17,306,079| 1,959,037 


1See “Introduction” re treatment of northern territories. 
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19872 
19871 


TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activité totale 


Employees 


Ee Cost of 


Salariés Cost of Value of 


establish- 


Major group and industry 


Groupe et industrie 


ments 


Nombfe 
d’établis- 
sements 


Salaries 
and wages 


Traitements 
et salaires 


fuel and 


materials, 
supplies and 


shipments 
and other 


electricity 


goods for resale revenue 


Coût des 
matieres, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


thousands of dollars 


milliers de dollars 


Valeur 
ajoutée 


3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS (SAUF LUBRIFIANTS) 30 13,252 647,779 290,139 15,018,518 16,958,489 1,860,061 
3612|LUBRICATING OIL & GREASE INDUSTRY 

HUILES & GRAISSES LUBRIFIANTES 34 1,002 32,476 5,052 245,136 347,590 38,976 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 62 894 28,053 12,290 260,099 376,200 107,478 
3699|/OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 62 894 28,053 12,290 260,099 376,200 107,478 
37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 

INDUSTRIES CHIMIQUES 1,306 89,030| 3,003,188 931,772 12,458,462 23,583,731] 10,153,268 
371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 180 19,340 850,447 625,898 4,132,598 7,780,340 3,027,911 
3711} INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 121 9,487 390,218 340,442 950,102 2,662,081 1,370,800 
3712|INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 59 9,853 460,229 285,456 3,182,496 5,118,259 1,657,111 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 142 5,676 203,309 122,777 1,271,336 1,966,981 512,144 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 15 3,154 126,446 118,529 514,869 940,875 253,251 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 110 1,166 27,837 3,272 294,288 370,311 73,258 
3729|OTHER AGRICULTURAL CHEMICAL INDS. 

AUTRES PROD. CHIMIQUES AGRICOLES 17 1,356 49,026 976 462,180 655,796 185,634 
373 [PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 94 6,610 246,263 75,409 1,923,417 2,961,255 960,252 
3731|PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 94 6,610 246,263 75,409 1,923,417 2,961,255 960,252 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 139 18,578 592,618 22,654 1,913,218 3,639,974 2,228,985 
3741|PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 139 18,578 592,618 22,654 1,413,218 3,639,474 2,228,985 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 131 6,763 193,668 11,290 780,228 1,488,733 702,959 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 131 6,763 193,668 11,290 780,228 1,988,733 702,959 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 131 8,625 264,419 17,256 849,420 1,652,940 785,360 
3761|SO0AP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 131 8,625 264,419 17,256 849,420 1,652,940 785,360 
377 | TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 83 8,979 220,255 7,051 499,689 1,227,117 722,846 
3771]TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 83 8,979 220,255 7,051 499,689 1,227,117 722,846 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 406 14,459 432,209 49,437 1,588,557 2,866,890 1,212,811 
3791|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 70 1,787 55,829 3,458 194,357 302,630 103,140 
3792) ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 35 1,255 33,090 2,236 139,976 225,957 86,111 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 301 11,417 343,290 43,743 1,254,223 2,338,302 1,023,559 
39 |OTHER MANUFACTURING INDUSTRIES 

AUTRES INDUSTRIES MANUFACTURIERES 3,202 69,372 1,564,511 70,084 3,373,647 6,584,699 | 3,135,802 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 603 21,512 591,162 18,875 1,261,915 2,951,196 1,173,210 


1See “Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 1 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 1 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Number 
of Employees 


establish- File: Cost of Cost of Value of 
ments Salaries fudl and materials, shipments 
supplies and and other 


Major group and industry mecenely goods for resale revenue 


— Salaries 


Ps .: and wages ae 
Groupe et industrie amber 


Coût des 


Nombre = Coût du matiéres, des Valeur des 
d’etablis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3911|INDICATING & RECORDING INSTRUMENTS 


| INSTRUMENTS D’' INDICATION, ETC. 228 11,590 313,692 8,098 562,153 1,175,094 601,550 

3912|OTHER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 131 6,457 206,022 8,501 561,264 1,018,867 455,645 
3913|CLOCK & WATCH INDUSTRY 

INDUSTRIE DES HORLOGES & MONTRES 21 355 6,361 394 22,377 34,686 11,973 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 223 3,110 65,086 1,882 116,122 222,551 104,042 
392 |JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 390 5,503 113,864 4,339 433,911 652,856 212,173 
3921] JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 380 4,927 97,030 3,107 222,196 397,690 171,047 
3922|PRECIOUS METAL SECONDARY REFINING 

AFFINAGE SECONDAIRE METAUX PRECIEUX 10 576 16,834 1,232 211,715 255,166 41,126 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 293 10,629 186,942 12,362 601,326 1,058,252 435,092 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 203 8,098 144,115 8,896 458,652 788,427 312,557 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 84 2,531 42,826 3,965 142,674 269,825 122,536 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 566 8,817 187,661 9,796 227,774 580,934 345,606 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 566 8,817 187,661 9,796 227,774 580,934 345,606 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 1,350 22,911 464,882 24,712 848,721 1,841,460 969,720 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 42 1,600 28,227 1,581 60,200 119,430 57,205 
3992| BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 20 1,112 23,780 2,069 30,241 89,311 56,965 
3993|FLOOR TILE, LINOLEUM, COATED FABRIC 

DALLES, LINOLEUM & TISSUS ENDUITS 16 1,776| 52,374 5,170 166,424 271,348 103,296 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 59 1,984 48,590 2,968 107,988 287,254 176,126 
3999|OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 1,213 16,939 311,911 12,924 483,868 1,074,117 576,129 


1 See “Introduction” re treatment of northern territories. 
1Voir “Introduction” pour le traitement des territoires. 
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TABLE 2 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19871 
TABLEAU 2 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19871 
Employment size group - Tranche de taille d’effectif 
INDUSTRY INDUSTRIE 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS CEXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


VEGETABLE OIL MILLS CEXC CORN OIL) 
BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 
CHEWING GUM INDUSTRY 


SUGAR & CHOCOLATE CONFECTIONS IND. 

TEA & COFFEE INDUSTRY 

DRY PASTA PRODUCTS INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO INDUSTRY 
TOBACCO PRODUCTS INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 


RUBBER HOSE & BELTING INDUSTRY 
OTHER RUBBER PROD IND CINCL TIRES) 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 
BROAD KNITTED FABRIC INDUSTRY 


TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 

NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 


HOUSEHOLD PRODS OF TEXTILE MATERIAL 
HYGIENE PRODS. OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & BOYS’ 
MEN'S & BOYS’ 


COAT INDUSTRY 
SUIT & JACKET IND. 
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1See “Introduction” re treatment of northern territories. 
‘Voir “Introduction” pour le traitement des territoires. 
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3,168 


526 
100 


2,391 


88 
121 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE ,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


HUILES VEGETALES (SAUF DE MAIS) 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
INDUSTRIE DE LA GOMME A MACHER 


CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 
INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


INDUSTRIES DU TABAC 


INDUSTRIE DU TABAC EN FEUILLES 
INDUSTRIE DES PRODUITS DU TABAC 


IND. DES PRODUITS EN CAOUTCHOUC 


BOYAUX & COURROIES EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 


PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 

IND. DES TISSUS LARGES, A MAILLES 


INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 


ARTICLES DE MAISON EN TEXTILE 
ARTICLES D'HYGIENE EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 


Code 
CTI 
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TABLE 2 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19872 
TABLEAU 2 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19872 
Employment size group - Tranche de taille d’effectif 
INDUSTRY 100 | 200 | 500 |1000 INDUSTRIE 
SIC Code 
Code z 3 - + |TOTAL pi 
199 | 499 | 999 

2433 | MEN'S & BOYS" PANTS INDUSTRY 7 3 7 16 12 15 11 1 > 72|PANTALONS POUR HOMMES & GARCONNETS 2433 
2434 | MEN'S & BOYS" SHIRT & UNDERWEAR IND 8 13 15 30 13 15 8 5 a 107| CHEMISES ,SOUS-VETEMENTS POUR HOMMES 2434 
2435 | MEN'S & BOYS" CLOTHING CONTRACTORS 15 16 26 51 27 22 6 = = 163|CONFECTION A FORFAIT, HOMMES 2435 
2441 | WOMEN’S COAT & JACKET INDUSTRY 8 9 10 18 15 5 a = = 69)MANTEAUX & VESTES POUR DAMES 2441 
2442 | WOMEN’S SPORTSWEAR INDUSTRY 32 29 43 41 27 13 15 2 = 202|VETEMENTS DE SPORT POUR DAMES 2442 
2443 | WOMEN'S DRESS INDUSTRY 21 15 22 38 19 11 > = = 126) INDUSTRIE DES ROBES POUR DAMES 2443 
2444 | WOMEN'S BLOUSE & SHIRT INDUSTRY 9 8 7 12 8 6 r2 Fe == 52|BLOUSES & CHEMISES POUR DAMES 2444 
2445 | WOMEN'S CLOTHING CONTRACTORS 65 62 109 158 48 17 1 = = 460|CONFECTION A FGRFAIT, DAMES 2445 
2451 | CHILDREN'S CLOTHING INDUSTRY 35 21 20 42 22 16 5 = = 161|IND. DES VETEMENTS POUR ENFANTS 2451 
2491 | SWEATER INDUSTRY 4 8 8 14 25 12 & = = 75| INDUSTRIE DES CHANDAILS 2491 
2492 | OCCUPATIONAL CLOTHING INDUSTRY 6 11 22 25 16 9 1 = = 90!IND. DES VETEMENTS PROFESSIONNELS 2492 
2493 | GLOVE INDUSTRY 2 5 4 13 6 = = = > 30} INDUSTRIE DES GANTS 2493 
2494 | HOSIERY INDUSTRY 3 5 7 15 11 14 7 = 2 62|INDUSTRIE DES BAS & CHAUSSETTES 2494 
2495 | FUR GOODS INDUSTRY 91 58 54 25 9 1 1 oS = 239} INDUSTRIE DES ARTICLES EN FOURRURE 2495 
2496 | FOUNDATION GARMENT INDUSTRY 1 1 2 2 5 7 5 = = 23| INDUSTRIE DES VETEMENTS DE BASE 2496 
2499 | OTHER CLOTHING & APPAREL INDS. NEC 41 38 45 55 46 24 2 = = 251|AUTRES IND. DE L'HABILLEMENT, NCA 2499 
25 WOOD INDUSTRIES 1,019 650 536 593 295 210 119 6 - 3,628] INDUSTRIES DU BOIS 25 

2511 | SHINGLE & SHAKE INDUSTRY 42 14 30 17 11 = = = 114|IND. DU BARDEAU & DU BARDEAU FENDU 2511 
2512 | SAWMILL & PLANING MILL PRODUCTS 291 155 157 178 107 121 83 4 — 1,096|SCIERIES & ATELIERS DE RABOTAGE 2512 
2521 | HARDWOOD VENEER & PLYWOOD IND. 2 Zz 6 15 9 14 3 = = 51|PLACAGES & CONTREPLAQUES FEUILLUS 2521 
2522 | SOFTWOOD VENEER & PLYWOOD IND. = = 1 1 & 10 11 = = 27|PLACAGES & CONTREPLAQUES RESINEUX 2522 
2541 | PREFABRICATED WOODEN BUILDINGS IND. 17 19 17 22 10 & 4 = = 93|BATIMENTS PREFAB. CHARPENTE DE BOIS 2541 
2542 | KITCHEN CABINETS, BATHROOM VANITIES 310 172 99 71 35 9 3 1 = 700|ARMOIRES DE CUISINE & SALLE DE BAIN 2542 
2543 | WOODEN DOOR & WINDOW INDUSTRY 88 76 58 91 37 17 9 1 = 377|IND. DES PORTES & FENETRES EN BOIS 2543 
2549 | OTHER MILLWORK INDUSTRIES 89 73 65 82 43 16 1 = = 369|AUTRES INDUSTRIES DU BOIS TRAVAILLE 2549 
2561 | WOODEN BOX & PALLET INDUSTRY 40 57 47 49 13 1 ad = > 207|IND. DES BOITES & PALETTES DE BOIS 2561 
258] | COFFIN & CASKET INDUSTRY 1 7 5 8 (2 2 = = = 25| INDUSTRIE DES CERCUEILS & BIERES 2581 
2591 | WOOD PRESERVATION INDUSTRY 14 6 12 21 6 e == = cS 61]IND. DE LA PRESERVATION DU BOIS 2591 
2592 | PARTICLE BOARD INDUSTRY 3 = 3 8 q G 3 = = 25) IND. DES PANNEAUX DE PARTICULES 2592 
2593 | WAFER BOARD INDUSTRY = = = = 2 9 S = = 11] INDUSTRIE DES PANNEAUX DE COPEAUX 2593 
2599 | OTHER WOOD INDUSTRIES NEC 122 69 36 30 12 1 2 = = 272|AUTRES INDUSTRIES DU BOIS NCA 2599 
26 FURNITURE & FIXTURE INDUSTRIES 569 307 256 365 208 89 42 6 = 1,822|)MEUBLES & ARTICLES D'AMEUBLEMENT 26 

2611 | WOODEN HOUSEHOLD FURNITURE INDUSTRY 337 150 95 108 57 30 10 1 = 788| IND. DES MEUBLES DE MAISON EN BOIS 2611 
2612 | UPHOLSTERED HOUSEHOLD FURNITURE 35 16 27 49 26 8 8 2 > 171]MEUBLES DE MAISON REMBOURRES 2612 
2619 | OTHER HOUSEHOLD FURNITURE INDUSTRY 34 23 13 17 10 7 2 = = 106]AUTRES IND. DES MEUBLES DE MAISON 2619 
2641 | METAL OFFICE FURNITURE INDUSTRY 7 6 12 20 13 9 9 1 = 77|IND. DES MEUBLES DE BUREAU EN METAL 2641 
2649 | OTHER OFFICE FURNITURE INDUSTRIES 22 19 14 21 15 6 7 1 ~ 105|AUTRES IND. DES MEUBLES DE BUREAU 2649 
2691 | BED SPRING & MATTRESS INDUSTRY 24 11 12 22 16 6 1 = 92) INDUSTRIE DES SOMMIERS & MATELAS 2691 
2692 | HOTEL & RESTAURANT FURNITURE IND. 49 50 51 79 54 13 3 1 300 |AMEUBLEMENT D'HOTELS & RESTAURANTS 2692 
2699 | OTHER FURNITURE & FIXTURE INDS. NEC 61 32 32 29 17 10 2 = 2 183|AUTRES ARTICLES D'AMEUBLEMENT NCA 2699 
27 PAPER & ALLIED PRODUCTS INDUSTRIES 67 G3 68 153 111 102 87 4 19 69G|IND. DU PAPIER & PRODUITS CONNEXES 27 

2711 | PULP INDUSTRY = = = 1 2 3 19 13 1 39] INDUSTRIE DES PATES A PAPIER 2711 
2712 | NEWSPRINT INDUSTRY = = = = = L 10 17 15 43] INDUSTRIE DU PAPIER JOURNAL 2712 
2713 | PAPERBOARD INDUSTRY S = 1 2 3 9 9 3 1 28| INDUSTRIE DU CARTON 2713 
2714 | BUILDING BOARD INDUSTRY 1 = = = 1 2 2 = = 6|IND. DES PANNEAUX DE CONSTRUCTION 2714 
2719 | OTHER PAPER INDUSTRIES = = 1 2 2 5 9 7 2 28 | AUTRES INDUSTRIES DU PAPIER 2719 
2721 | ASPHALT ROOFING INDUSTRY = = 1 5 6 6 1 > = 19|) IND. DU PAPIER-TOITURE ASPHALTE 2721 
2731 | FOLDING CARTON & SET-UP BOX IND. 16 6 6 51! 23 12 9 = = 103} IND. DES BOITES PLIANTES & RIGIDES 2731 
2732 | CORRUGATED BOX INDUSTRY 5 5 11 31 23 29 14 = = 118] IND. DES BOITES EN CARTON ONDULE 2732 
2733 | PAPER BAG INDUSTRY 2 = 3 11 5 7 i = = 29| INDUSTRIE DES SACS EN PAPIER 2733 
2791 | COATED & TREATED PAPER INDUSTRY 11 & 10 9 9 7 3 2 = 55/IND. DES PAPIERS COUCHES & TRAITES 2791 
2792 | STATIONERY PAPER PRODUCTS INDUSTRY 6 12 9 21 17 6 % = = 75) INDUSTRIE DES PRODUITS DE PAPETERIE 2792 
2793 | PAPER CONSUMER PRODUCTS INDUSTRY oS 2 2 3 3 2 2 1 = 15|PRODUITS DE CONSOMMATION EN PAPIER 2793 
2799 | OTHER CONVERTED PAPER PRODUCTS NEC 26 14 24 37 17 13 q 1 = 136|AUTRES PRODS, PAPIER TRANSFORME NCA 2799 
28 PRINTING, PUBLISHING & ALLIED INDS.|2,156 203 760 668 269 151 56 17 7 5,287|IMPRIMERIE, EDITION & IND. CONNEXES | 28 

2811 | BUSINESS FORMS PRINTING INDUSTRY 40 31 30 33 21 17 8 = a 180 | IMPRESSION, FORMULAIRES COMMERCIAUX 2811 
2819 | OTHER COMMERCIAL PRINTING INDS. 1,215 674 395 299 103 63 23 3 2 2,777|AUTRES IND D'IMPRESSION COMMERCIALE 2819 
2821 | PLATEMAKING, TYPESETTING & BINDERY 379 216 146 136 60 22 & = = 963|CLICHAGE, COMPOSITION & RELIURE 2821 
2831 | BOOK PUBLISHING INDUSTRY 76 31 14 17 11 5 2 3 = 159] INDUSTRIE DE L'EDITION DU LIVRE 2831 
2839 | OTHER PUBLISHING INDUSTRIES 303 156 106 100 26 15 1 1 = 708]|AUTRES INDUSTRIES D'EDITION 2839 
2841 | NEWSPAPERS, MAGAZINES & PERIODICALS 131 93 61 76 Go 26 15 10 5 461} JOURNAUX, REVUES & PERIODIQUES 2841 
2849 | OTHER COMBINED PUBLISHING, PRINTING 12 2 8 7 q 3 3 = = 39|} AUTRES IMPRESSION-EDITION COMBINEES 2849 


1See “Introduction” re treatment of northern territories. 


‘Voir “Introduction” pour le traitement des territoires. 


SIC 
Code 


3311 


1See “Introduction” re treatment of northern territories. 


INDUSTRY 


TABLE 2 . 
TABLEAU 2 . 


PRIMARY METAL INDUSTRIES 53 
FERRO-ALLOYS INDUSTRY = 
STEEL FOUNDRIES 1 
OTHER PRIMARY STEEL INDUSTRIES = 
STEEL PIPE & TUBE INDUSTRY 2 
IRON FOUNDRIES 9 
NON-FERROUS SMELTING,REFCINC. ALUM) 2 
ALUMINUM ROLLING, CASTING ,EXTRUDING 17 
COPPER ROLLING, CASTING & EXTRUDING 8 
OTHER METAL ROLLING, CASTING ETC. 14 
FABRICATED METAL PRODUCT INDUSTRIES] 1,501 
POWER BOILER & HEAT EXCHANGER IND. 9 
METAL TANKS CHEAVY GAUGE) INDUSTRY 11 
PLATE WORK INDUSTRY 4 
PRE-ENG. METAL BLDGS (EXC PORTABLE) 2 
OTHER FABRICATED STRUCTURAL METAL 24 
METAL DOOR & WINDOW INDUSTRY 56 
PREFAB. PORTABLE METAL BUILDING IND 13 
OTHER ARCHITECTURAL METAL PRODUCTS 143 
CUSTOM COATING OF METAL PRODUCTS 52 
METAL CLOSURE & CONTAINER INDUSTRY 8 
OTHER STAMPED & PRESSED METAL PRODS 165 
WIRE & WIRE ROPE INDUSTRY 6 
INDUSTRIAL FASTENER INDUSTRY 12 
OTHER WIRE PRODCINC.UPHOLST SPRING) 25 
BASIC HARDWARE INDUSTRY 11 
METAL DIES, MOULDS & PATTERNS IND. 162 
HAND TOOL & IMPLEMENT INDUSTRY 20 
OTHER HARDWARE & CUTLERY INDUSTRIES 56 
HEATING EQUIPMENT INDUSTRY 45 
MACHINE SHOP INDUSTRY 558 
METAL PLUMBING FIXTURES & FITTINGS 6 
METAL VALVE INDUSTRY 5 
OTHER METAL FABRICATING INDS, NEC 108 
MACHINERY INDUSTRIES 372 
AGRICULTURAL IMPLEMENT INDUSTRY 59 
COMMERCIAL REFRIGERATION EQUIPMENT 3 
COMPRESSORS PUMPS & INDUSTRIAL FANS 21 
CONSTRUCTION & MINING MACHINERY 76 
SAWMILL & WOODWORKING MACHINERY 16 
TURBINE & POWER TRANSMISSION EQUIP. 17 
OTHER MACHINERY & EQUIPMENT, NEC 180 
TRANSPORTATION EQUIPMENT INDUSTRIES] 342 
AIRCRAFT & AIRCRAFT PARTS INDUSTRY 49 
MOTOR VEHICLE INDUSTRY 1 
TRUCK & BUS BODY INDUSTRY 21 
COMMERCIAL TRAILER INDUSTRY 19 
NON-COMMERCIAL TRAILER INDUSTRY 28 
MOBILE HOME INDUSTRY 3 
MOTOR VEHICLE ENGINE & PARTS IND. 5 
MOTOR VEHICLE WIRING ASSEMBLIES 1 
MOTOR VEHICLE STAMPINGS INDUSTRY 5 
MOTOR VEHICLE STEERING & SUSPENSION 3 
MOTOR VEHICLE WHEEL & BRAKE IND. 4 
MOTOR VEHICLE PLASTIC PARTS IND. 12 
MOTOR VEHICLE FABRIC ACCESSORIES 3 
OTHER MOTOR VEHICLE ACCESS. & PARTS 25 
RAILROAD ROLLING STOCK INDUSTRY % 
SHIPBUILDING & REPAIR INDUSTRY 4 
BOATBUILDING & REPAIR INDUSTRY 142 


OTHER TRANSPORTATION EQUIPMENT INDS 13 
ELECTRICAL & ELECTRONIC PRODUCTS 299 
SMALL ELECTRICAL APPLIANCE INDUSTRY 8 


1Voir “Introduction” pour le traitement des territoires. 
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Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 {1000 
eee leet TOTAL 
199 | 499 | 999 


NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19871 
NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19871 


INDUSTRIE 


PREMIERE TRANSFORMATION DES METAUX 


INDUSTRIE DES FERRO-ALLIAGES 
FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D’ACIER 
FONDERIES DE FER 


FONTE & AFF.NON-FERREUX CALUM.COMP) 
LAMINAGE & MOULAGE DE L'ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


| IND. DES PORTES & FENETRES EN METAL 


BATIMENTS PREFAB EN METAL (TRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 


AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 


IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 


GARNITURES DE PLOMBERIE EN METAL 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 


ROUES & FREINS POUR VEHICULES 
PIECES EN PLASTIQUE POUR VEHICULE 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 


CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 

AUTRES IND. DU MATERIEL TRANSPORT 
PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 


Code 
CTI 


29 


2911 
2912 
2919 
2921 
2941 


2958 
2961 
2971 
2999 


30 


3011 
3021 
3022 
3023 
3029 


3031 
3032 
3039 
3041 
3042 


3049 
3052 
3053 
3058 
3061 


3062 


| 3063 


3069 
3071 
3081 


3091 
3092 
3099 


31 


3111 
3121 
3191 
3192 
3193 


3194 
3199 


32 


3211 
3231 
3241 
3242 
3243 


3244 
3251 
3252 
3253 
3254 


3255 
3256 
3257 
3259 
3261 


3271 
3281 
3299 
33 


3311 


SIC 
Code 


3321 
3331 
3332 
3333 
3341 


3351 
3352 
3359 
3361 
3368 


3371 
3372 
3379 
3381 
3391 


3392 
3399 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3592 
3593 
3594 


3599 
36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
~ 3761 
= 3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 


CANADA 


19 


TABLE 2 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19872 
TABLEAU 2 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19872 


INDUSTRY 


MAJOR APPLIANCES (ELEC. & NON-ELEC) 
LIGHTING FIXTURE INDUSTRY 

ELECTRIC LAMP & SHADE INDUSTRY 
ELECTRIC LAMP (BULB & TUBE) IND. 
RECORD PLAYERS,RADIO & TV RECEIVERS 


TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 


ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
BATTERY INDUSTRY 


NON-CURRENT CARRYING WIRING DEVICES 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS (EXCEPT CONTAINERS) 

ABRASIVES INDUSTRY 


LIME INDUSTRY 

REFRACTORIES INDUSTRY 

ASBESTOS PRODUCTS INDUSTRY 

GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT'L 


OTHER NON-METAL. MINERAL PRODS. NEC 
REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD (EXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
MIXED FERTILIZER INDUSTRY 

OTHER AGRICULTURAL CHEMICAL INDS. 


PLASTIC & SYNTHETIC RESIN INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 

SOAP & CLEANING COMPOUNDS INDUSTRY 
TOILET PREPARATIONS INDUSTRY 


PRINTING INK INDUSTRY 
ADHESIVES INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
CLOCK & WATCH INDUSTRY 

OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 


PRECIOUS METAL SECONDARY REFINING 
SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 

BROOM, BRUSH & MOP INDUSTRY 


BUTTON, BUCKLES & CLOTHES FASTENERS 


1See “Introduction” re treatment of northern territories. 
‘Voir “Introduction” pour le traitement des territoires. 
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27 
108 
56 
14 
25 


50 
239 
199 
147 

40 


54 
91 
136 
58 
27 


29 
72 


1,549 


INDUSTRIE 


GROS APPAREILS (ELECTRIQUES OU NON) 
APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
LAMPES ELECTRIQUES (AMPOULES, TUBES) 
PHONOGRAPHES, RECEPTEURS RADIO & TV 


EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 


IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
INDUSTRIE DES ACCUMULATEURS 


DISPOSITIFS DE CABLAGE SANS COURANT 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE (SAUF CONTENANTS) 
INDUSTRIE DES ABRASIFS 


INDUSTRIE DE LA CHAUX 

INDUSTRIE DES PRODUITS REFRACTAIRES 
INDUSTRIE DES PRODUITS EN AMIANTE 
INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 


AUTRES PROD. MINERAUX NON METAL NCA 
PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS CSAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 
AUTRES PROD. CHIMIQUES AGRICOLES 


MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES PRODUITS DE TOILETTE 


INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


AFFINAGE SECONDAIRE METAUX PRECIEUX 
INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 


IND. DES ATTACHES POUR VETEMENTS 


Code 
CTI 


3321 
3331 
3332 
3333 
3341 


3351 
3352 
3359 
3361 
3368 


3371 
3372 
3379 
3381 
3391 


3392 
3399 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3592 
3593 
3594 


3599 
36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 


20 
CANADA 


TABLE 2 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19871 
TABLEAU 2 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19871 


| Employment size group - Tranche de taille d’etfectit | size group - Tranche de | Employment size group - Tranche de taille d’etfectit | d’effectif 
INDUSTRY INDUSTRIE 
sic 100 | 200 | 500 et ans Code 
Code 199 | 499 | 999 eT 


3993 | FLOOR TILE, LINOLEUM, COATED FABRIC 1 = 4 4 2 1 4 = = 16|DALLES, LINOLEUM & TISSUS ENDUITS 3993 
3994 | MUSICAL INSTRUMENT, SOUND RECORDING 19 12 9 10 4 3 2 = fa 59|ENREGISTREMENT & INSTR. DE MUSIQUE 3994 
3999 | OTHER MANUFACTURED PRODUCTS NEC 578 263 160 105 40 £30 3 = — 1,179]AUTRES PRODUITS MANUFACTURES NCA 3999 


1See “Introduction” re treatment of northern territories. 
‘Voir “Introduction” pour le traitement des territoires. 
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ATLANTIC PROVINCES - PROVINCES DE L'ATLANTIQUE 


TABLE 3 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 3 


1987 
- STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Ns Cost of 
Salariés 


materials, 


Value of 


establish- : 
shipments 


ments 


Cost of 
fuel and 


101 
1011 
1012 
102 
1021 
103 
1031 
1032 
104 


1041 


1049 
105 
1051 
1052 
1053 
107 
1071 
1072 
108 


1081 


1082 
1083 
109 

1091 
1093 


1098 


Major group and industry 


Groupe et industrie 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 


FOOD INDUSTRIES 
INDUSTRIES DES ALIMENTS 


MEAT & POULTRY PRODUCTS INDUSTRIES 
VIANDE & VOLAILLE, TRANSFORMATION 

MEAT & MEAT PRODUCTS CEXC POULTRY) 
VIANDE SAUF VOLAILLE 

POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 

FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 

FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 

FRUIT & VEGETABLE INDUSTRIES 
INDUSTRIES DES FRUITS & LEGUMES 

CANNED & PRESERVED FRUIT & VEG. IND 
CONSERVERIES DE FRUITS & LEGUMES 
FROZEN FRUIT & VEGETABLE INDUSTRY 
IND. DES FRUITS & LEGUMES CONGELES 
DAIRY PRODUCTS INDUSTRIES 
INDUSTRIES LAITIERES 

FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 


OTHER DAIRY PRODUCTS INDUSTRIES 
AUTRES PRODUITS LAITIERS 
FLOUR, CEREAL FOOD & FEED INDS. 
FARINE, CEREALES, ALIMENTS A BETAIL 
CEREAL GRAIN FLOUR INDUSTRY 
MEUNERIES 
PREPARED FLOUR MIXES & CEREAL FOODS 
MELANGE DE FARINE,CEREALES DE TABLE 
FEED INDUSTRY 
INDUSTRIES DES ALIMENTS A BETAIL 
BAKERY PRODUCTS INDUSTRIES 
PRODUITS DE BOULANGERIE-PATISSERIE 
BISCUIT INDUSTRY 
INDUSTRIE DES BISCUITS 
BREAD & OTHER BAKERY PRODUCTS IND. 
PAIN & AUTRES PROD. DE BOULANGERIE 
SUGAR & SUGAR CONFECTIONERY INDS. 
SUCRE & CONFISERIES 
CANE & BEET SUGAR INDUSTRY 
SUCRE DE CANNE & DE BETTERAVE 


CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER 
SUGAR & CHOCOLATE CONFECTIONS IND. 
CONFISERIES & CHOCOLAT 
OTHER FOOD PRODUCTS INDUSTRIES 
AUTRES PRODUITS ALIMENTAIRES 
TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 
POTATO CHIP, PRETZEL & POPCORN IND. 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


Nombre 
d’établis- 
sements 


1,905 


467 


Number 


Nombre 


92,296 


35,091 


Salaries 
and wages 


Traitements 
et salaires 


2,201,450 


372,502 


372,502 


supplies and 


electricity goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


thousands of dollars 


milliers de dollars 


B13,399 8,701,838 
71,418 3, 155,288 
x x 
3,438 178,328 
x Xx 
32,082 1,938,115 
32,082 1,938,115 
x x 

x x 

x x 

x Xx 

x x 

x 

x x 

x x 

eee x 
2,443 113,736 
x x 

x x 
3,344 63,124 
x x 

x x 

x x 

x x 

x X 

x Xx 

x x 

315 12,463 


and other 
revenue 


Valeur des 


livraisons 
et autres 
recettes 


14,121,223 


4,655,484 


2,715,589 


2,715,589 


Valeur 
ajoutée 


4,994,614 


1,479,708 


77,417 


783,590 


783,590 


7,264 
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ATLANTIC PROVINCES - PROVINCES DE L'ATLANTIQUE 


TABLE 3 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 3 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 
- Er Cost of Value of 
tablish- % 4 < 
SIC at Salariés Lt materials, shipments 
Code Ê A cacher supplies and and other 
Major group and industry À Y | goods for resale revenue 
— Salaries 
: A d wages ia es 
— Groupe et industrie oh — 
Number Coût des 
Nombre = Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité | destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


11 BEVERAGE INDUSTRIES 


INDUSTRIES DES BOISSONS 33 2 5644 82,807 7,718 257,573 501,560 236,293 
111 |SOFT DRINK INDUSTRY 3 

INDUSTRIE DES BOISSONS GAZEUSES 21 x x x x x x 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 21 x x Xx x x xX 
112 |DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 1 x Xx x x x x 
1121|DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 1 x Xx X x X x 
113 | BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 8 x x x X x x 
1131] BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 6 x x X Xx x x 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 3 x x x x x x 
1141|}WINE INDUSTRY 

INDUSTRIE DU VIN 3 x x Xx x x x 
12 |TOBACCO PRODUCTS INDUSTRIES 

INDUSTRIES DU TABAC cee x x eee x x x 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x x eee x x x 
1221] TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC coe x x eee x x x 
15 |RUBBER PRODUCTS INDUSTRIES 

IND. DES PRODUITS EN CAOUTCHOUC 6 x x x x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 6 x x x Xx x x 
1598|OTHER RUBBER PROD IND (INCL TIRES) 

AUTRES PROD EN CAOUTCH (PNEUS COMP) 6 Xx x Xx x xX x 
16 PLASTIC PRODUCTS INDUSTRIES 

PRODUITS EN MATIERE PLASTIQUE 28 955 21,570 2574 75,527 125,113 48,000 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 3 x x Xx x x x 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 3 x Xx x x x x 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 5 x x ‘Xx x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 5 X Xx xX Xx x x 
163 |PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 3 x x Xx x x x 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 3 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 17 x x x x X | x 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 4 168 3,344 494 17,956 24,120 6,077 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 13 x x x x x x 


17 


171 

1711 
1712 
1719 


18 


182 
1821 
1829 


19 


132 
1321 
193 
1931 
199 
1991 
1992 
1393 
1398 


24 


243 
2431 
2433 
2434 
2435 
244 

2442 
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LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 8 X X X X X x 


LEATHER & ALLIED PRODUCTS INDS. 


IND. DU CUIR & PRODUITS CONNEXES 8 x x Xx x x x 
LEATHER TANNERIES 

TANNERIES 2 x x Xx Xx x Xx 
FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 3 X x Xx X xX x 
OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 3 X Xx x X Xx x 
PRIMARY TEXTILE INDUSTRIES 

TEXTILES DE PREMIERE TRANSFORMATION 8 x x X X X X 
SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 8 x x x X x x 
WOOL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 6 x x x x x x 
OTHER SPUN YARN & WOVEN CLOTH INDS. 

AUTRES FILES & TISSUS TISSES 2 x Xx x x x x 
TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 22 1,121 20,275 2,579 B5, 109 98,481 42,457 
CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 1 xX Xx x x X x 
CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 1 x x x x Xx X 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 x 7 x x x x x 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 x x x x x x 
OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 16 x x x Xx x x 
NARROW FABRIC INDUSTRY | 

INDUSTRIE DES TISSUS ETROITS 2 x x x x x Xx 
CONTRACT TEXTILE DYEING & FINISHING 

TEINTURE & FINISSAGE, PROD TEXTILES 2 x x x x x x 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 2 x x x X Xx x 
OTHER TEXTILE PROD CINCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 10 x x x x x X 
CLOTHING INDUSTRIES 1 

INDUSTRIES DE L'HABILLEMENT 31 1,639 23,937 1,207 27,526 69,800 41,297 
MEN'S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 10 x x x Xx x x 
MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 1 x x xX x x x 
MEN'S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 1 x x x x x x 
MEN'S & BOYS’ SHIRT & UNDERWEAR IND 

CHEMISES, SOUS-VETEMENTS POUR HOMMES 4 x x x x Xx x 
MEN'S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 4 x x Xx x x x 
WOMEN’S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 9 Xx x x Xx x x 
WOMEN’S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 3 x x x x x x 
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2445 |WOMEN'S CLOTHING CONTRACTORS 


CONFECTION A FORFAIT, DAMES 6 x x x x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L’ HABILLEMENT 12 x x x x x x 
2491) SWEATER INDUSTRY : 

INDUSTRIE DES CHANDAILS 4 x x x x x x 
2492] OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 4 x x x x x Xx 
2493|GLOVE INDUSTRY 

INDUSTRIE DES GANTS 1 x x X x x x 
2495|FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 3 x x X x x Xx 
25 |WOOD INDUSTRIES 

INDUSTRIES DU BOTS 328 72293 149,972 21,988 399,045 705,444 287,831 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 177 x X x x x x 
2511|SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 10 x x x X x x 
2512) SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 167 3,996 83,397 13,272 206,952 376,455 159,930 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 3 x x x x Xx x 
2521|HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 2 x x x x x x 
2522| SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 1 x x x x x x 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 100 x x Xx x x Xx 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 5 x x x x x X 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 32 x x x X x Xx 
2543} WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 30 X x x x Xx x 
2549|OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 33 386 6,578 560 15,329 28,259 12,467 
256 |WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 16 138 2,005 179 4,705 7,855 2,865 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 16 138 2,005 179 4,705 7,855 2,865 
258 |COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 1 x x x x Xx x 
2581|COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 1 x x x x x x 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 31 x x x x x xX 
2591|WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 5 x x x x x x 
2592|PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 1 x x x x x x 
2533) WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 1 x x x x x x 
2599|O0OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 24 x x x x x x 


26 |FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D'AMEUBLEMENT 45 682 12,010 850 22,118 41,767 18,835 


261 |HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 32 x x Xx x x x 
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2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 


IND. DES MEUBLES DE MAISON EN BOIS 27 292 4,633 219 6,000 12,682 6,583 
2612| UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 3 x x x x x x 
2619|OTHER HOUSEHOLD FURNITURE INDUSTRY 

AUTRES IND. DES MEUBLES DE MAISON 2 X Xx x x x x 
264 |OFFICE FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE BUREAU 1 x x x x x x 
2641|METAL OFFICE FURNITURE INDUSTRY 

IND. DES MEUBLES DE BUREAU EN METAL 1 x x x x x Xx 
269 |OTHER FURNITURE & FIXTURE INDS. 

AUTRES ARTICLES D'AMEUBLEMENT 12 Xx x x x x x 
2691|BED SPRING & MATTRESS INDUSTRY 

INDUSTRIE DES SOMMIERS & MATELAS 3 170 3,855 300 9,792 16,448 6,209 
2692 |HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D'HOTELS & RESTAURANTS 4 x x x x x x 
2699/OTHER FURNITURE & FIXTURE INDS. NEC 

AUTRES ARTICLES D’AMEUBLEMENT NCA 5 93 1,011 63 1,829 2,960 1,069 


27 |PAPER & ALLIED PRODUCTS INDUSTRIES 


IND. DU PAPIER & PRODUITS CONNEXES 41 x x x x x x 
271 |PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 20 x x x x x x 
2711|PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 7 x X x x x x 
2712|NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 8 x x x x x x 
2713|PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 3 x x x x x Xx 
2714] BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 1 x x x Xx x x 
2719]O0OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 1 x x x x Xx x 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 11 x x x x Xx x 
2731|FOLDING CARTON & SET-UP BOX IND. 

IND. DES BOITES PLIANTES & RIGIDES 4 x x x x x x 
2732] CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 5 x x x x x x 
2733|PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 2 x x x x x x 
279 |OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 10 x x x x x x 
2791|COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 1 x x x x x x 
2792| STATIONERY PAPER PRODUCTS INDUSTRY ; 

INDUSTRIE DES PRODUITS DE PAPETERIE 1 x x x x x x 
2799|OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 8 x x x x x Xx 
28 |PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 228 4,102 96,688 2,846 91,293 282,132 188,111 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 127 x x x x x x 
2811|BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX & x x x x x x 
2819|0THER COMMERCIAL PRINTING INDS. 

AUTRES IND D’' IMPRESSION COMMERCIALE 123 1,002 23,017 1,013 37,174 73,558 35,485 


282 |PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 26 243 4,329 239 6,544 14,762 7,988 
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2821|PLATEMAKING, TYPESETTING & BINDERY 


CLICHAGE, COMPOSITION & RELIURE 26 243 4,329 239 6,544 14,762 7,988 
283 |PUBLISHING INDUSTRIES - 

INDUSTRIES DE L'EDITION 29 Xx X x x x x 
2831} BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L’EDITION DU LIVRE 5 Xx x x x Xx x 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 24 x x x x x x 
284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L’' EDITION COMBINEE 46 2,467 61,087 1,536 41,420 174,876 131,959 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 46 2,467 61,087 1,536 41,920 174,876 131,959 


29 |PRIMARY METAL INDUSTRIES 


PREMIERE TRANSFORMATION DES METAUX 6 X X X X X x 
291 |PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 1 x Xx xX x x x 
2919|O0THER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 1 x x x x x x 
294 |IRON FOUNDRIES 

FONDERIES DE FER 3 x x x x x x 
2941]IRON FOUNDRIES 

FONDERIES DE FER 3 x x x x Xx xX 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 1 Xx x x x x x 
2958 |NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 1 x x Xx xX x x 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 1 x Xx x x x x 
2999|0OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 1 x x x x x x 
30 FABRICATED METAL PRODUCT INDUSTRIES 

FABRICATION DE PRODUITS EN METAL 167 3,183 72,794 4,551 189,750 331,894 137,410 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 3 x Xx Xx xX x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 3 x x x x x x 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 21 x x x x x x 
3021]METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 3 Xx x x x x x 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 1 Xx x x x x x 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 1 x x x x X x 
3029|OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 16 770 21,033 1,224 49,261 95,129 44,692 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 22 x x x x x x 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 3 108 2,054 151 4,676 8,624 3,778 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 1 x x Xx x x x 
3039|/OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 12 x x x x x x 
304 | STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 28 x x x x x x 


3041|CUSTOM COATING OF METAL PRODUCTS 
REVETEMENT DU METAL, SUR COMMANDE 3 x x x x x x 
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3042]METAL CLOSURE & CONTAINER INDUSTRY 


RECIPIENTS & FERMETURES EN METAL 4 x x x x x x 
3049/OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 21 349 6,444 594 29,667 48,903 19,913 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 10 213 4,071 408 15,529 21,293 6,377 
3052]WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 1 x x x x x x 
3053) INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 3 40 627 29 760 1,440 651 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 6 x x x x x x 
306 | HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 4 x x x x x x 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 1 x x x x x x 
3062|METAL DIES, MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL 1 x x Xx x x x 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS coe x x eve x x x 
3069|OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 2 x x x x x x 
307 | HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 8 94 1,415 116 4,283 6,656 1,959 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 8 94 1,915 116 4,283 6,656 1,959 
308 | MACHINE SHOP INDUSTRY 

ATELIERS D’USINAGE 57 652 14,643 778 20,341 39,891 18,859 
3081]MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 57 652 14,643 778 20,341 39,891 18,859 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 14 x x x Xx x Xx 
3092|METAL VALVE INDUSTRY x 

INDUSTRIE DES SOUPAPES EN METAL 1 x X x x x x 
3099|OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 13 181 2,986 156 7,174 12,806 5,476 
31 MACHINERY INDUSTRIES 

INDUSTRIES DE LA MACHINERIE B3 1,526 30,907 1,324 61,858 120,563 57,090 
311 |AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 6 48 863 59 1,896 3,117 1,211 
3111/AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 6 48 863 59 1,896 3,117 1,211 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 6 x xX x x x x 
3121}| COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 6 x x x xX x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 41 Xx x x x x x 
3192|CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 15 559 11,230 499 29,850 56,382 25,473 
3193] SAWMILL & WOODWORKING MACHINERY 

MACHINERIE POUR SCIERIES 2 Xx x x X x X 
3194]TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 5 x x x x x X 


3199]OTHER MACHINERY & EQUIPMENT, NEC 
AUTRE MACHINERIE & EQUIPEMENT NCA 19 x x x x X x 
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ments Salariés PR ah materials, shipments 
: : electrics supplies and and other 
Major group and industry ean Ÿ | goods for resale revenue 
— alaries 
and wages 


Coût des 


Groupe et industrie 


Nombre Coût du matières, des Valeur des 
d’etablis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 
INDUSTRIES DU MATERIEL DE TRANSPORT 120 6,670 188,692 8,376 B79,349 857,809 278,805 


321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 


IND. D’AERONEFS & PIECES D'AERONEFS 6 x x x x x x 
3211/AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D’AERONEFS & PIECES D'AERONEFS 6 x x x x x x 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 2 x Xx Xx X x x 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 2 Xx xX Xx Xx x x 
324 | TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 16 x x x x x x 
3241|]TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D’AUTOBUS 8 x x x x x x 
3242) COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE COMMERCIAL 3 x x x X x x 
3243 |NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE NON COMMERCIAL 1 Xx x x x x x 
3249|MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES 4 x x x x x x 
325 | MOTOR VEHICLE PARTS & ACCESSORIES ) 

PIECES & ACCESSOIRES POUR VEHICULES 11 x x x x x x 
3251|MOTOR VEHICLE ENGINE & PARTS IND. 

MOTEURS & PIECES DE VEHICULES 1 x x x x x x 
3255|MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 2 x x x x x x 
3259|OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 8 xX x x x x x 
326 |RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 x Xx x x x x 
3261|RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 x x x x x x 
327 | SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 17 x x x x x x 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 17 x x x x x x 
328 | BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 67 617 10,712 1,232 24,595 40,573 14,883 
3281|BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 67 617 10,712 1,232 24,595 40,573 14,883 
33 ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 31 2,288 48,851 1,550 63,508 136,225 71,059 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x coe x x x 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x cee x x x 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 1 x x x x x x 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 1 x x x x x x 
333 | ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE eee x x eee x x x 
3333|ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES CAMPOULES,TUBES) eee x x eee x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV coe x Xx eee x Xx x 
3341|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x x eoe x x x 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 18 x x x x x x 
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Total Activity - Activité totale 
Number 


of Employees 
establish- Ge pe Cost of Value of 
t Salaries oo materials, shipments 
ments fuel and : 
supplies and and other 


Major group and industry CSSA goods for resale revenue 


— Salaries 


Groupe et industrie and wages = = 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de {des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3351] TELECOMMUNICATION EQUIPMENT IND. 


EQUIPEMENT DE TELECOMMUNICATION 3 x x x x x x 
3352) ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 6 x x x x x x 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 3 x x x x x X 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 4 x x Xx x Xx xX 
3361|ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 3 X x x x x Xx 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 1 x x x xX x x 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 6 235 4,300 220 11,042 20,224 10,348 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 1 Xx x x x x x 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 2 x x x x x x 
3379|)OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 3 x x x x x x 
338 | COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 1 x x Xx x x x 
3381] COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 1 x x x x x x 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 1 Xx x x x x x 
3391) BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 1 x x x Xx X x 
35 |NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 115 2,562| . 63,196 21,745 111,047 263,244 127,023 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 11 Xx x Xx x x x 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 4 x x x x x x 
3512|/CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 7 x x X x x x 
352 | CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 3 x x x x X Xx 
3521|CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 3 x Xx Xx x x x 
354 | CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 28 x x x x x x 
3541]CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 3 x x x x x Xx 
3542| STRUCTURAL CONCRETE PRODUCTS IND. ; 

PRODUITS DE CONSTRUCTION EN BETON 4 x x x x x x 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 21 255 4,386 570 6,686 14,674 7,512 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 50 851 20,588 3,715 51,168 99,444 44,582 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 50 851 20,588 3,715 51,168 99,444 44,582 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 7 X x x X x x 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 1 x x x x x x 
3562|GLASS PRODUCTS (EXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 6 x x x x x x 
358 |LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 1 x x x x Xx x 
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Total Activity - Activité totale 


Employees 
tablish- = Cost of Value of 
re Salariés Sostior materials, shipments 


fuel and = 
a : a supplies and and other 
Major group and industry electricity | goods for resale revenue 


pes Salaries 
Groupe et industrie and wages 


Number Coût des 


Nombre == Coût du matiéres, des Valeur des 
d’établis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3581|LIME INDUSTRY 


INDUSTRIE DE LA CHAUX 1 x x x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 15 x x X Xx x x 
3591/|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES eee xX x eee x Xx x 
3593|GYPSUM PRODUCTS INDUSTRY | 

INDUSTRIE DES PRODUITS EN GYPSE 4 x x x x x Xx 
3594|NON-METAL. MINERAL INSULATING MAT’L 

ISOLANT DE MINERAUX NON METALLIQUES 2 x x x x x x 
3539|)OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 3 198 3,761 162 3,017 8,980 5,896 
36 |REFINED PETROLEUM & COAL PRODUCTS 

PRODS RAFFINES DE PETROLE & CHARBON 8 x x x x x x 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE 4 x x Xx x x x 
3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS (SAUF LUBRIFIANTS) 3 X x x x Xx x 
3612|LUBRICATING OIL & GREASE INDUSTRY 

HUILES & GRAISSES LUBRIFIANTES 1 x x x x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON à x Xx Xx x x x 
3699|OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 4 x Xx x x x x 
37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 

INDUSTRIES CHIMIQUES 50 1,313 42,425 23,641 160,283 300,613 113,170 
371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 13 x x x x x x 
3711) INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 11 x X x x x x 
3712) INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 2 X Xx x x Xx x 
372 | AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 14 x x Xx Xx x x 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 1 x x Xx x x x 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 13 x x x x x Xx 
374 | PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 3 81 1,907 107 4,586 7,941 3,136 
3741 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 3 81 1,907 107 4,586 7,941 3,136 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 5 x x x x x x 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 5 x x x x x x 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 6 76 1,975 130 4,342 13,077 8,599 
3761|SO0AP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 6 76 1,975 130 4,342 13,077 8,599 
377 |TOILET PREPARATIONS INDUSTRY | 

INDUSTRIE DES PRODUITS DE TOILETTE eee X x eee x X | < x 
3771) TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE eee xX x .e x x x 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 2 x Xx X x x x 
3791|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 2 x x Xx x x x 
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Total Activity - Activité totale 
Number 
of Employees 
establish- Se Ra Cost of Value of 
t Salariés Cost of materials, shipments 
ments fuel and A 
supplies and and other 


Major group and industry electricity goods for resale revenue 


= Salaries 


Groupe et industrie and wages — 22 
Number Coût des 


Nombre == Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3792|ADHESIVES INDUSTRY 


INDUSTRIE DES ADHESIFS 1 x Xx x x x x 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS CHIMIQUES NCA 6 32 852 145 6,117 9,762 3,471 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES 110 X X X X X X 
391 [SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 30 x X x x x x 
3911|INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D’ INDICATION, ETC. 1 X x x x x x 
3912|0OTHER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 1 Xx x x x x x 
3913|CLOCK & WATCH INDUSTRY 

INDUSTRIE DES HORLOGES & MONTRES 1 Xx x x x Xx x 
3314] OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 27 x x x x x x 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 4 x x x x x x 
3921| JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 4 x X x x x x 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 7 xX x Xx x x x 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 2 x x x Xx x x 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 5 x x x x x x 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 20 325 5,984 366 8,634 19,453 -10,802 
3971|SIGN & DISPLAY INDUSTRY . 

INDUSTRIE DES ENSEIGNES & ETALAGES 20 325 5,984 366 8,634 19,453 10,802 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 49 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 1 x Xx x Xx x x 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 3 x x Xx x x x 
3999|OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 45 x x x x X x 


SIC 
Code 
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TABLE 4 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 


TABLEAU 4 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS CEXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
FEED INDUSTRY 

BISCUIT INDUSTRY 


BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 
CHEWING GUM INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 
TEA & COFFEE INDUSTRY 


POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 
OTHER RUBBER PROD IND CINCL TIRES) 
PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 
FOOTWEAR INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 


TEXTILE PRODUCTS INDUSTRIES 


CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 


OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & 
MEN'S & 
MEN'S & 
MEN'S & 
WOMEN'S 


BOYS’ 
BOYS" 


COAT INDUSTRY 

PANTS INDUSTRY 

BOYS" SHIRT & UNDERWEAR IND 
BOYS" CLOTHING CONTRACTORS 
SPORTSWEAR INDUSTRY 


WOMEN'S CLOTHING CONTRACTORS 
SWEATER INDUSTRY 

OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 

FUR GOODS INDUSTRY 


WOOD INDUSTRIES 


SHINGLE & SHAKE INDUSTRY 
SAWMILL & PLANING MILL PRODUCTS 


Employment size group - Tranche de taille d’effectif 
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1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 
MEUNERIES 

INDUSTRIES DES ALIMENTS A BETAIL 
INDUSTRIE DES BISCUITS 


PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
INDUSTRIE DE LA GOMME A MACHER 
CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 


CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 
PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 
INDUSTRIE DE LA CHAUSSURE 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 


INDUSTRIES DES PRODUITS TEXTILES 


TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 
ARTICLES DE MAISON EN TEXTILE 


AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES , SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, HOMMES 
VETEMENTS DE SPORT POUR DAMES 


CONFECTION A FORFAIT, DAMES 
INDUSTRIE DES CHANDAILS 

IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 

INDUSTRIE DES ARTICLES EN FOURRURE 


INDUSTRIES DU BOIS 


IND. DU BARDEAU & DU BARDEAU FENDU 
SCIERIES & ATELIERS DE RABOTAGE 


Code 
CTI 
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TABLE 4 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 


TABLEAU 4 . NOMBRE 


INDUSTRY 


HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 
PREFABRICATED WOODEN BUILDINGS IND. 
KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 


OTHER MILLWORK INDUSTRIES 
WOODEN BOX & PALLET INDUSTRY 
COFFIN & CASKET INDUSTRY 
WOOD PRESERVATION INDUSTRY 
PARTICLE BOARD INDUSTRY 


WAFER BOARD INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 

BED SPRING & MATTRESS INDUSTRY 


HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 
PAPERBOARD INDUSTRY 
BUILDING BOARD INDUSTRY 
OTHER PAPER INDUSTRIES 


FOLDING CARTON & SET-UP BOX IND. 
CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

COATED & TREATED PAPER INDUSTRY 
STATIONERY PAPER PRODUCTS INDUSTRY 


OTHER CONVERTED PAPER PRODUCTS NEC 
PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
PRIMARY METAL INDUSTRIES 


OTHER PRIMARY STEEL INDUSTRIES 
IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 
PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 


OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 
INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 


METAL DIES, MOULDS & PATTERNS IND. 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 


Employment size group - Tranche de taille d’effectif 
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D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRIE 


PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 


AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 
IND. DE LA PRESERVATION DU BOIS 
IND. DES PANNEAUX DE PARTICULES 


INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
INDUSTRIE DES SOMMIERS & MATELAS 


AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

IND. DES PANNEAUX DE CONSTRUCTION 
AUTRES INDUSTRIES DU PAPIER 


IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 
INDUSTRIE DES PRODUITS DE PAPETERIE 


AUTRES PRODS, PAPIER TRANSFORME NCA 
IMPRIMERIE, EDITION & IND. CONNEXES 
IMPRESSION, FORMULAIRES COMMERCIAUX 


AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 


5S!INDUSTRIE DE L'EDITION DU LIVRE 


es 
DO MOWME HN AD OH hs CN CN 


mn 


AUTRES INDUSTRIES D'EDITION 
JOURNAUX, REVUES & PERIODIQUES 
PREMIERE TRANSFORMATION DES METAUX 


AUTRES INDUSTRIES SIDERURGIQUES 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 
BATIMENTS PREFAB EN METAL CTRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 


AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 


IND. DES MATRICES & MOULES EN METAL 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
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ATLANTIC PROVINCES 


TABLE 4 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 


PROVINCES DE L'ATLANTIQUE 


1987 


TABLEAU 4 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


MACHINE SHOP INDUSTRY 
METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 
TURBINE & POWER TRANSMISSION EQUIP. 


OTHER MACHINERY & EQUIPMENT, NEC 
TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS IND. 
MOTOR VEHICLE WHEEL & BRAKE IND. 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
RAILROAD ROLLING STOCK INDUSTRY 


SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 


ELECTRICAL & ELECTRONIC PRODUCTS 


MAJOR APPLIANCES (ELEC. & NON-ELEC) 
TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 


OTHER OFFICE,BUS MACHCINC ELECTRON) 
ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 


BATTERY INDUSTRY 
NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS (EXCEPT CONTAINERS) 

LIME INDUSTRY 


GYPSUM PRODUCTS INDUSTRY 
NON-METAL. MINERAL INSULATING MAT'L 
OTHER NON-METAL. MINERAL PRODS. NEC 


REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD CEXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
MIXED FERTILIZER INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 


PAINT & VARNISH INDUSTRY 
SGAP & CLEANING COMPOUNDS INDUSTRY 
PRINTING INK INDUSTRY 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


ATELIERS D'USINAGE 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 

TURBINES & MATERIEL DE TRANSMISSION 


AUTRE MACHINERIE & EQUIPEMENT NCA 
INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 

ROUES & FREINS POUR VEHICULES 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 


CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 


PROD. ELECTRIQUES & ELECTRONIQUES 


GROS APPAREILS (ELECTRIQUES OU NON) 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 


AUTRE MACHINE DE BURCELECTRON COMP) 
IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 

FILS & CABLES, ELECT./COMMUNICATION 


INDUSTRIE DES ACCUMULATEURS 
PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE (SAUF CONTENANTS) 
INDUSTRIE DE LA CHAUX 


INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 
AUTRES PROD. MINERAUX NON METAL NCA 


PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS CSAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 


PROD. PHARMACEUTIQUES & MEDICAMENTS . 


INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES ENCRES D'IMPRIMERIE 


SIC 
Code 


3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3931 
3932 
3971 
3991 
3994 


3999 


ATLANTIC PROVINCES 


TABLE 4 . 
TABLEAU 4 . 


INDUSTRY 


ADHESIVES INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
CLOCK & WATCH INDUSTRY 

OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 


SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 

BROOM, BRUSH & MOP INDUSTRY 

MUSICAL INSTRUMENT, SOUND RECORDING 


OTHER MANUFACTURED PRODUCTS NEC 


PROVINCES DE L'ATLANTIQUE 


NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


[Employment size group - Tranche de taille d’etfectit | size group - [Employment size group - Tranche de taille d’etfectit | de taille d’effectif 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D* INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 
ENREGISTREMENT & INSTR. DE MUSIQUE 


AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3931 


1 3932 


3971 
3991 
3994 


3999 
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NEWFOUNDLAND - TERRE -NEUVE 


TABLE 5 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 
re hu eee. Cost of Value of 
sic aaa Salaries de materials, shipments 
Code x . alactricié supplies and and other 
Major group and industry , y goods for resale revenue 
— Salaries 
— Groupe et industrie re he — cae 
Coût des 
Nombre Coût du matiéres, des Valeur des 
Code d’établis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


TOTAL; ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 318 18,627 397,623 97,528 1,181,306 2,056,117 786,407 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 126 12,243 207,378 17,981 790,138 1,181,821 383,279 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 6 x x x x x x 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 3 39 1,026 148 3,410 4,895 1,335 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 3 x Xx x x x x 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 103 11,206 183,019 15,068 694,445 1,024,120 323,920 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 103 11,206 183,019 15,068 694,445 1,024,120 323,920 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 1 x x x x x x 
1032) FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 1 x x x x x x 


104 |DAIRY PRODUCTS INDUSTRIES 
INDUSTRIES LAITIERES 6 317 7,078 689 46,534 79,395 32,343 
1041|FLUID MILK INDUSTRY 
INDUSTRIE DU LAIT DE CONSOMMATION à x x x x x x 
1049|/OTHER DAIRY PRODUCTS INDUSTRIES 
2 


AUTRES PRODUITS LAITIERS 


105 |FLOUR, CEREAL FOOD & FEED INDS. 


FARINE, CEREALES, ALIMENTS A BETAIL 2 x Xx x x x x 
1051|]CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES eee x x eee x x Xx 
1052| PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE eee Xx x eee x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 2 x x x x x x 
107 | BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 7 x x x x x x 
1071|BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 1 x x x x x x 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 6 x Xx x x x x 
108 | SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES eee x x eee x x x 
1082|CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER eee Xx x eee x x Xx 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 1 x x Xx x Xx Xx 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE eee x coe x X 
1093|POTATO CHIP, PRETZEL & POPCORN IND. 

CROUSTILLES, BRETZELS, MAIS SOUFFLE eee Xx x eee x 
1098|OTHER FOOD PROD IND NECCINCL MALT) 

AUTRES PRODS ALIMEN NCA (MALT COMP) 1 x x x x x x 
11 |BEVERAGE INDUSTRIES 

INDUSTRIES DES BOISSONS 6 x x x x x x 


111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 3 Xx x x x x : x 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 3 x x x x Xx x 
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TABLE 5 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


eh: =. : Cost of Value of 
establis Salariés Cost of materials, shipments 


ment 
À 1 oes ele supplies and and other 
Major group and industry goods for resale revenue 


= Salaries 
and wages 


Groupe et industrie 
Coût des 


Number 


Nombre = Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


113 |BREWERY PRODUCTS INDUSTRY 


INDUSTRIE DE LA BIERE 3 Xx x x x x x 
1131|BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 3 x x x x x x 


12 |TOBACCO PRODUCTS INDUSTRIES 


INDUSTRIES DU TABAC eee x x cee x x x 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x x eee = x x x 
1221|TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC coe x x coe Xx x x 


16 |PLASTIC PRODUCTS INDUSTRIES 


PRODUITS EN MATIERE PLASTIQUE 3 x x x x x x 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 1 x x x x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 1 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 2 xX x x x x x 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 1 x x x x x x 
1699|}QTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 1 x x x x x x 
17 LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 1 x x x x x x 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 1 x x x x x x 
1712| FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 1 x x x x x x 
19 |TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 2 x x x x x x 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 2 x x x x x x 
1992|CONTRACT TEXTILE DYEING & FINISHING 

TEINTURE & FINISSAGE, PROD TEXTILES 1 x x x x x x 
1998|OTHER TEXTILE PROD CINCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 1 x x x x x x 
24 |CLOTHING INDUSTRIES 

INDUSTRIES DE L'HABILLEMENT 4 x x x x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L’HABILLEMENT 4 x x x x x x 
2491] SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 1 x x x x x X 
2492 |OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 2 x x x x x x 
2493|GLOVE INDUSTRY 

INDUSTRIE DES GANTS 1 x x x x x x 


261 
2611 
269 
2692 
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TABLE 5 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


WOOD INDUSTRIES 
INDUSTRIES DU BOIS 


SAWMILLS, PLANING & SHINGLE MILLS 
SCIERIES, RABOTAGE & BARDEAUX 
SAWMILL & PLANING MILL PRODUCTS 
SCIERIES & ATELIERS DE RABOTAGE 
VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 
HARDWOOD VENEER & PLYWOOD IND. 
PLACAGES & CONTREPLAQUES FEUILLUS 
SASH, DOOR & OTHER MILLWORK INDS. 
PORTES, CHASSIS, AUTRES BOIS OUVRES 
KITCHEN CABINETS. BATHROOM VANITIES 
ARMOIRES DE CUISINE & SALLE DE BAIN 
WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 
WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 


OTHER WOOD INDUSTRIES NEC 
AUTRES INDUSTRIES DU BOIS NCA 


FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D*AMEUBLEMENT 


HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 
IND. DES MEUBLES DE MAISON EN BOIS 

OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D’ AMEUBLEMENT 
HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D'HOTELS & RESTAURANTS 


PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 
NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 
PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 
CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 
OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 
OTHER CONVERTED PAPER PRODUCTS NEC 
AUTRES PRODS, PAPIER TRANSFORME NCA 


PRINTING, PUBLISHING & ALLIED INDS. 
IMPRIMERIE, EDITION & IND. CONNEXES 


COMMERCIAL PRINTING INDUSTRIES 
IND. DE L’ IMPRESSION COMMERCIALE 
BUSINESS FORMS PRINTING INDUSTRY 
IMPRESSION, FORMULAIRES COMMERCIAUX 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


yn NY ON NH WwW Ww 


D OS FS ® a 


Number 


Nombre 


472 


266 
266 


ME Oe OO Ee. 2 


29 
29 


Salariés 


Salaries 
and wages 


Traitements 


et salaires 


75847 


4,229 


4,229 


al a PE à Ce meal alt à ie isan a 


À LAN EX MS Ok 


Total Activity - Activité totale 


Employees 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


27 
27 


MS eK MAX EX 


Cost of Value of 
materials, shipments 
supplies and and other 

goods for resale revenue 


Coût des 


matiéres, des Valeur des 

fournitures et livraisons Valeur 
des marchandises et autres ajoutée 

destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


17,880 28,365 8,899 
5,480 10,957 4,857 
5-480 10,957 4,857 

x X x 
Xx x x 
x X Xx 
x x x 
x x x 
x x x 
X x x 
x x Xx 
x x x 
x x x 
1,405 2,299 817 
1,405 2,249 817 
Xx x x 
x Xx x 
x X X 
x x x 
x Xx 188,091 
x xX x 
x x x 
x x x 
x x Xx 
125335 44,661 32,027 
x x Xx 
x x X 
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TABLE 5 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
: ae Cost of Value of 
establish- Ay 
apie Salanes ards materials, shipments 


fuel and A 
4 3 Fe supplies and and other 
Major group and industry Gtectricity goods for resale revenue 


— Salaries 
Groupe et industrie and wages 


Coût des 


Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


2819|0THER COMMERCIAL PRINTING INDS. 


AUTRES IND D'IMPRESSION COMMERCIALE 18 118 2,827 85 4,885 9,776 4,805 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 4 x x x Xx x x 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 4 x x x x x x 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L’ EDITION 6 x x Xx x x x 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L’ EDITION DU LIVRE 2 x x x Xx X x 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 4 14 203 - 331 705 374 
284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L'EDITION COMBINEE 7 x x x x x x 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 7 x x x x Xx X 
30 |FABRICATED METAL PRODUCT INDUSTRIES 

FABRICATION DE PRODUITS EN METAL 24 285 6,318 410 11,487 24,042 12,139 
302 |FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 3 x x x x x x 
3029|OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 3 x x x x x x 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 3 17 252 12 277 593 304 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 1 x x x x x x 
3039|/OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 2 x x x x x x 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 4 x x x x x x 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 1 x x x x Xx xX 
3049|OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 3 x x x x x x 
308 | MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 11 102 2,275 117 2,514 6,121 3,483 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 11 102 2,275 117 2,514 6,121 3,483 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 3 x x Xx x x x 
3099|/OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 3 x x x x x X 
31 MACHINERY INDUSTRIES 

INDUSTRIES DE LA MACHINERIE 3 61 1,107 61 1,367 2 B84 1,155 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 1 x x x x x x 
3121| COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 1 x Xx x x x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 2 x x x x x x 
3192|CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES eee x Xx cee x x x 
3199/OTHER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 2 x x x x x x 
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TABLE 5 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
establish- SE à Cost of Value of 
Salariés Cosrer materials, shipments 


den reas supplies and and other 
Major group and industry ee Es goods for resale revenue 


— Salaries 
Groupe et industrie and wages 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de jdes marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 


INDUSTRIES DU MATERIEL DE TRANSPORT 12 x x x x x x 
324 | TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 1 Xx x x x x x 
3243 |NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D’ USAGE NON COMMERCIAL 1 x x x x x x 
327 |SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 5 x x x x x x 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 5 x x Xx x x x 
328 |BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 6 x x x x x x 
3281|BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 6 Xx x x x x Xx 
33 ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 2 x x x x x x 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee xX x eee x x x 
3311]SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x eee x x x 
335 | ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 1 x x x x x x 
3351] TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 1 x x x x x x 
3359]OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE eee x x eee x x x 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS eee x x eee xX X x 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) cee x x eee x x X 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 1 x x x x x x 
3379|O0OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 1 Xx Xx x x Xx x 
35 |NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 19 X X X X x x 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 2 X x x x x x 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 1 x x x x x x 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 1 x x x x x x 
352 |CEMENT INDUSTRY ; 

INDUSTRIE DU CIMENT 1 x x x x x x 
3521]CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x x x x x 
354 | CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 1 x x x x x x 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 1 x x x x Xx x 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 12 xX x x x xX x 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 12 x x x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 3 x x x x x x 
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TABLEAU 5 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
à = Cost of Value of 
establish- Salariés Cost of materials, shipments 


ments 
: 4 ane supplies and and other 
Major group and industry Y goods for resale revenue 


DE Salaries 
Groupe et industrie and wages 


Coût des 


Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3593|GYPSUM PRODUCTS INDUSTRY 


INDUSTRIE DES PRODUITS EN GYPSE 1 x x x x x x 
3593|OTHER NON-METAL. MINERAL PRODS. NEC 
AUTRES PROD. MINERAUX NON METAL NCA 2 x x x x x x 


36 |REFINED PETROLEUM & COAL PRODUCTS 


PRODS RAFFINES DE PETROLE & CHARBON eee x x eee x x x 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE eee Xx Xx eee x x x 
3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS (SAUF LUBRIFIANTS) eee x x eee x x x 


37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIES CHIMIQUES 6 398 16,025 12,880 52,658 99,512 32,850 
371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 2 x x x x x x 
3711} INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 2 Xx x x x x x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 1 x x x x x x 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 1 x xX x x x x 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 1 x X Xx x xX x 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 1 x x x x x x 
39 |OTHER MANUFACTURING INDUSTRIES 

AUTRES INDUSTRIES MANUFACTURIERES 16 68 1,383 39 1,558 3,254 1,657 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 8 x x x x X xX 
3911) INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D’ INDICATION, ETC. 1 x x x Xx X x 
3914)OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 7 x x x x x x 
397 | SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 1 x x x x x x 
3971|)SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 1 x x x x x x 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 7 16 269 19 233 731 479 
3939]OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 7 16 269 19 233 731 479 


SIC 
Code 
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TABLEAU 6 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

FROZEN FRUIT & VEGETABLE INDUSTRY 
FLUID MILK INDUSTRY 


OTHER DAIRY PRODUCTS INDUSTRIES 
FEED INDUSTRY 

BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
BREWERY PRODUCTS INDUSTRY 


PLASTIC PRODUCTS INDUSTRIES 


PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC BAG INDUSTRY 
OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 
FOOTWEAR INDUSTRY 
TEXTILE PRODUCTS INDUSTRIES 


CONTRACT TEXTILE DYEING & FINISHING 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


SWEATER INDUSTRY 
OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 


WOOD INDUSTRIES 


SAWMILL & PLANING MILL PRODUCTS 
HARDWOOD VENEER & PLYWOOD IND. 
KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 


WOOD PRESERVATION INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 


PAPER & ALLIED PRODUCTS INDUSTRIES 


NEWSPRINT INDUSTRY 
CORRUGATED BOX INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 
NEWSPAPERS, MAGAZINES & PERIODICALS 


FABRICATED METAL PRODUCT INDUSTRIES 


OTHER FABRICATED STRUCTURAL METAL 
METAL DOOR & WINDOW INDUSTRY 

OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
OTHER STAMPED & PRESSED METAL PRODS 


MACHINE SHOP INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


| Employment size group - Tranche de taille d'effectif | size | Employment size group - Tranche de taille d'effectif | Tranche de taille d’effectif 


100 | 200 | 500 |1000 
+ [TOTAL 
199 499 999 
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INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 

IND. DES FRUITS & LEGUMES CONGELES 
INDUSTRIE DU LAIT DE CONSOMMATION 


AUTRES PRODUITS LAITIERS 
INDUSTRIES DES ALIMENTS A BETAIL 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
INDUSTRIE DE LA BIERE 


PRODUITS EN MATIERE PLASTIQUE 


TUYAUX EN PLASTIQUE 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 
INDUSTRIE DE LA CHAUSSURE 
INDUSTRIES DES PRODUITS TEXTILES 


TEINTURE & FINISSAGE, PROD TEXTILES 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


INDUSTRIE DES CHANDAILS 
IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 


INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 


IND. DE LA PRESERVATION DU BOIS 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DU PAPIER JOURNAL 
IND. DES BOITES EN CARTON ONDULE 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


AUTRES IND D" IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 
JOURNAUX, REVUES & PERIODIQUES 


FABRICATION DE PRODUITS EN METAL 


AUTRES ELEMENTS DE CHARPENTE, METAL 
IND. DES PORTES & FENETRES EN METAL 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
AUTRE EMBOUTISSAGE DES METAUX 


ATELIERS D'USINAGE 
AUTRES IND. DE PRODUITS METAL., NCA 


Code 


SIC 
Code 


TABLE 6 . 
TABLEAU 6 . 


INDUSTRY 


MACHINERY INDUSTRIES 


COMMERCIAL REFRIGERATION EQUIPMENT 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


NON-COMMERCIAL TRAILER INDUSTRY 
SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 


ELECTRICAL & ELECTRONIC PRODUCTS 


TELECOMMUNICATION EQUIPMENT IND. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

OTHER CONCRETE PRODUCTS INDUSTRIES 
READY-MIX CONCRETE INDUSTRY 


GYPSUM PRODUCTS INDUSTRY 
OTHER NON-METAL. MINERAL PRODS. NEC 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
PAINT & VARNISH INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OPHTHALMIC GOODS INDUSTRY 

SIGN & DISPLAY INDUSTRY 

OTHER MANUFACTURED PRODUCTS NEC 


} Employment size group - Tranche de taille d’etfectit size } Employment size group - Tranche de taille d’etfectit Tranche de taille d’effectif 


100 | 200 | 500 {1000 
+ |TOTAL 
199 499 999 
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NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIES DE LA MACHINERIE 


EQUIPE. COMMERCIAL DE REFRIGERATION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


‘INDUSTRIES DU MATERIEL DE TRANSPORT 


REMORQUES D'USAGE NON COMMERCIAL 
CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 


PROD. ELECTRIQUES & ELECTRONIQUES 


EQUIPEMENT DE TELECOMMUNICAYION 
AUTRE MATERIEL ELECT. INDUSTRIEL 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

AUTRES PRODUITS EN BETON 
INDUSTRIE DU BETON PREPARE 


INDUSTRIE DES PRODUITS EN GYPSE 
AUTRES PROD. MINERAUX NON METAL NCA 


INDUSTRIES CHIMIQUES 
PRODUITS CHIMIQUES INORGANIQUES NCA 


INDUSTRIE DES PEINTURES & VERNIS 
AUTRES PRODUITS CHIMIQUES NCA 


16| AUTRES INDUSTRIES MANUFACTURIERES 


Nene 


INSTRUMENTS D° INDICATION, ETC. 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
INDUSTRIE DES ENSEIGNES & ETALAGES 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 
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PRINCE EDWARD ISLAND - ILE-DU-PRINCE -EDOUARD 


TABLE 7 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 7 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 


of Employees 
rape ee Cost of Value of 
SIC 78 Salariés er, materials, shipments 
Code È E electricity supplies and and other 
Major group and industry ’ goods for resale revenue 
— Salaries 
— Groupe et industrie ST — = = 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
Code d’établis- Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de les marchandises| et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


TOTAL; ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 135 3,530 60,698 7579 276,838 416,915 137,727 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 48 2,194 35,564 6,250 214,230 296,175 80,024 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 3 x x x x x x 
1011|]MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 3 x x x x x x 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 22 3985 12,868 1,333 75,516 99,111 26,149 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 22 985 12,868 1,333 75,516 99,111 26,149 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 3 x X x x x x 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 1 x Xx x x x x 
1032|FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 2 x x x Xx Xx Xx 
104 |DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 12 x x x x Xx x 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 6 115 2,632 538 10,505 15,463 4,428 
1043|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 6 x x x x x x 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 6 x xX x x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 6 x x x x Xx xX 
107 | BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 1 x x x x Xx x 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 1 x x x x x x 
103 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 1 x x x x x x 
1093|POTATO CHIP, PRETZEL & POPCORN IND. 

CROUSTILLES, BRETZELS, MAIS SOUFFLE 1 x x x x x x 
11 BEVERAGE INDUSTRIES 

INDUSTRIES DES BOISSONS 1 x x x x x x 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 1 x x x x Xx x 
1111]SOFT DRINK INDUSTRY : 

INDUSTRIE DES BOISSONS GAZEUSES 1 x x x x x x 
16 |PLASTIC PRODUCTS INDUSTRIES 

PRODUITS EN MATIERE PLASTIQUE 1 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 1 x x x x x x 


1699|/OTHER PLASTIC PRODUCTS INDS. NEC 
AUTRES PROD., MATIERE PLASTIQUE NCA 1 x x x x x x 
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TABLE 7 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 7 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
i rr Cost of Value of 
establish- # 
Las — rond materials, shipments 
i electricit supplies and and other 
Major group and industry ne ' Ra à nd othe 
“A alaries 


Groupe et industrie and wages mes eect 
: Number Coût des 


Nombre = Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


18 PRIMARY TEXTILE INDUSTRIES 


TEXTILES DE PREMIERE TRANSFORMATION 2 x x x x x x 
182 |SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 2 x x x x x x 
1821|WO0L YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 2 x x x x x x 


19 |TEXTILE PRODUCTS INDUSTRIES 


INDUSTRIES DES PRODUITS TEXTILES 1 x x x x x x 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 1 x x x x x Xx 
1998|OTHER TEXTILE PROD (INCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 1 x x x x x x 


24 |CLOTHING INDUSTRIES 


INDUSTRIES DE L*HABILLEMENT 1 x x x x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 1 x x x x x x 
2491| SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 1 x x X x x x 


25 |WOOD INDUSTRIES 
INDUSTRIES DU BOIS 20 235 4,341 218 19,578 27,627 7,902 


251 | SAWMILLS, PLANING & SHINGLE MILLS 


SCIERIES, RABOTAGE & BARDEAUX 8 34 672 90 1,435 2,313 792 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 8 34 672 90 1,435 2,313 792 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 7 x x x x x x 
2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 2 x x x x x x 
2549|/OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 5 x x x x x Xx 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 5 x x x x x x 
2599|OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 5 x x x x x x 
26 FURNITURE & FIXTURE INDUSTRIES 

MEUBLES & ARTICLES D*AMEUBLEMENT 1 x x x x x x 
261 |HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 1 x x x x x x 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 1 x x x x x x 
28 PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 15 224 4,035 108 3,695 14,302 10,472 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND. DE L'IMPRESSION COMMERCIALE 8 x x x x x : x 
2811|BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX eee x x eee x x x 


2819|/OTHER COMMERCIAL PRINTING INDS. 
AUTRES IND D’ IMPRESSION COMMERCIALE 8 64 1,188 33 1,523 3,513 1,970 
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TABLE 7 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 7 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- are Cost of Value of 
ments Salariés Savons materials, shipments 
electricity supplies and and other 
goods for resale revenue 


Major group and industry 


Groupe et industrie 


Salaries 
and wages 


Cott des 


Nombre Coût du matières, des Valeur des 


d’établis- 


combus- fournitures et livraisons Valeur 
Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


sements 


thousands of dollars 


milliers de dollars 


282 |PLATEMAKING, TYPESETTING & BINDERY 


CLICHAGE, COMPOSITION & RELIURE 2 x x x x x x 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 2 x x x x x x 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L’ EDITION 3 X x x x Xx x 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 1 Xx x x Xx x x 
2839|/OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D' EDITION 2 x x x x x x 
284 |COMBINED PUBLISHING & PRINTING IND. 

L' IMPRESSION & L’EDITION COMBINEE 2 x x x x x Xx 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 2 x x x x x x 
30 |FABRICATED METAL PRODUCT INDUSTRIES 

FABRICATION DE PRODUITS EN METAL 8 182 3,338 | 127 6,293 12,563 6,066 
302 |FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 1 x x x x x x 
3029|/OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 1 x x x x x x 
304 | STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 2 x x x x x Xx 
3049|OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 2 x x x Xx x x 
306 | HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 1 x x x x x x 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 1 x x x x x x 
307 |HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 1 x Xx x x x x 
3071) HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 1 x x x x x x 
308 | MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 3 21 468 28 897 1,447 522 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 3 e1 468 28 897 1,447 522 


31 |MACHINERY INDUSTRIES 
INDUSTRIES DE LA MACHINERIE 4 87 1,991 74 4,502 79934 3,403 


311 |AGRICULTURAL IMPLEMENT INDUSTRY 


INDUSTRIE DES INSTRUMENTS ARATOIRES 2 x x x Xx x x 
3111)AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 2 x x x Xx x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 2 x x x x x x 
3199]O0THER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 2 x x x x x x 
32 TRANSPORTATION EQUIPMENT INDUSTRIES 

INDUSTRIES DU MATERIEL DE TRANSPORT 6 93 1,940 110 2904 8,228 5,669 
324 |TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 1 x x x Xx x x 
3241|/TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D’AUTOBUS 1 x x x x x xX 
327 | SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 2 x x x x Xx x 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 2 x x x x x x 
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TABLE 7 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 7 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- ee Cost of Value of 
ments Salariés SU materials, shipments 


fuel and - 
ê : Aen supplies and and other 
Major group and industry Blectricity goods for resale revenue 


EF Salaries 
Groupe et industrie and wages 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


328 |BOATBUILDING & REPAIR INDUSTRY 


CONSTRUCTION D'EMBARCATIONS 3 x x x x x x 
3281]|BOATBUILDING & REPAIR INDUSTRY 
CONSTRUCTION D’ EMBARCATIONS 3 x x x x Xx x 


33 |ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 3 x x x x x x 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 1 x x x x x x 
3352|ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 1 x x x x x x 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 2 x x x x x x 
3361) ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 2 x x x x x x 


35 |NON-METALLIC MINERAL PRODUCTS INDS. 


PRODUITS MINERAUX NON METALLIQUES 5 B4 1,115 193 2,226 4,518 2,110 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 3 x x x x x x 
3542] STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 1 x x x x x x 
3549]OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 2 x x x x x x 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 2 x x x x x x 
3551}/READY—-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 2 x x x x x x 
37 CHEMICAL & CHEMICAL PRODUCTS INDS. 

INDUSTRIES CHIMIQUES 8 110 25374 192 16,859 21,983 4,892 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 5 x x x x x X 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 5 x Xx x x x x 
374 | PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 1 x x x Xx x x 
3741 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 1 x x x Xx x x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 1 x x x Xx xX x 
3751)PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 1 x x x x x x 
376 | SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 1 x x x x x x 
3761|SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 1 x x x x x x 
39 OTHER MANUFACTURING INDUSTRIES 

AUTRES INDUSTRIES MANUFACTURIERES 11 163 2,917 62 2,233 7,132 4,B18 
391 [SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 5 x x xX x x x 
3912|O0THER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 1 x x x x x x 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 4 x x x x x x 
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TABLE 7 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 7 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- TR Cost of Cost of Value of 
ments Salariés fuel and materials, shipments 


supplies and and other 


Major group and industry CC goods for resale revenue 


cb Salaries 


Groupe et industrie and wages — FE — 
Number Coût des 


Nombre — = Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


397 |SIGN & DISPLAY INDUSTRY 


INDUSTRIE DES ENSEIGNES & ETALAGES 3 x x x x x x 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 3 x Xx Xx x Xx Xx 
339 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 3 7 99 6 126 310 188 
3994 |MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 1 xX x x x x Xx 
3999|OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 2 x x x x x x 


SIC 
Code 
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TABLE 8 
TABLEAU 8 . 


INDUSTRY 


FOOD INDUSTRIES 

MEAT & MEAT PRODUCTS CEXC POULTRY) 
FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 
FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
FEED INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
POTATO CHIP, PRETZEL & POPCORN IND. 
BEVERAGE INDUSTRIES 

SOFT DRINK INDUSTRY 

PLASTIC PRODUCTS INDUSTRIES 

OTHER PLASTIC PRODUCTS INDS. NEC 
PRIMARY TEXTILE INDUSTRIES 

WOOL YARN & WOVEN CLOTH INDUSTRY 
TEXTILE PRODUCTS INDUSTRIES 

OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 

SWEATER INDUSTRY 

WOOD INDUSTRIES 

SAWMILL & PLANING MILL PRODUCTS 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 

OTHER WOOD INDUSTRIES NEC 

FURNITURE & FIXTURE INDUSTRIES 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 
PRINTING, PUBLISHING & ALLIED INDS. 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 
NEWSPAPERS, MAGAZINES & PERIODICALS 
FABRICATED METAL PRODUCT INDUSTRIES 
OTHER FABRICATED STRUCTURAL METAL 
OTHER STAMPED & PRESSED METAL PRODS 
BASIC HARDWARE INDUSTRY 

HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 

MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 
TRUCK & BUS BODY INDUSTRY 
SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 
ELECTRICAL & ELECTRONIC PRODUCTS 


ELECTRONIC PARTS & COMPONENTS IND. 
ELECTRONIC COMPUTERS & PERIPHERALS 


NON-METALLIC MINERAL PRODUCTS INDS. 
STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 
READY-MIX CONCRETE INDUSTRY 
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- NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 

VIANDE SAUF VOLAILLE 

TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 
INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

INDUSTRIES DES ALIMENTS A BETAIL 
PAIN & AUTRES PROD. DE BOULANGERIE 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
INDUSTRIES DES BOISSONS 

INDUSTRIE DES BOISSONS GAZEUSES 
PRODUITS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 
TEXTILES DE PREMIERE TRANSFORMATION 
FILATURE & TISSAGE DE LA LAINE 
INDUSTRIES DES PRODUITS TEXTILES 
AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 
INDUSTRIE DES CHANDAILS 

INDUSTRIES DU BOIS 

SCIERIES & ATELIERS DE RABOTAGE 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 
AUTRES INDUSTRIES DU BOIS NCA 
MEUBLES & ARTICLES D'AMEUBLEMENT 
IND. DES MEUBLES DE MAISON EN BOIS 
IMPRIMERIE, EDITION & IND. CONNEXES 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 
JOURNAUX, REVUES & PERIODIQUES 
FABRICATION DE PRODUITS EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 
AUTRE EMBOUTISSAGE DES METAUX 

IND. DE LA QUINCAILLERIE DE BASE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 

INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 

PROD. ELECTRIQUES & ELECTRONIQUES 


PIECES & COMPOSANTES ELECTRONIQUES 
ORDINATEURS & EQUIP. PERIPHERIQUE 


PRODUITS MINERAUX NON METALLIQUES 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 
INDUSTRIE DU BETON PREPARE 


Code 
CTI 


SIC 
Code 


37 


3722 
3741 
3751 
3761 


39 


3912 
3914 
3971 
3994 
3999 


PRINCE EDWARD ISLAND 


ILE -DU -PR INCE -EDOUARD 
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TABLE 8 . NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 8 . NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


MIXED FERTILIZER INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 
SOAP & CLEANING COMPOUNDS INDUSTRY 


OTHER MANUFACTURING INDUSTRIES 


OTHER INSTRUMENTS, RELATED PRODUCTS 
OPHTHALMIC GOODS INDUSTRY 

SIGN & DISPLAY INDUSTRY 

MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 
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Employment size group - Tranche de taille d’effectif 
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Sle i le TORAE 
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5 
1 
1 
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INDUSTRIE 


INDUSTRIES CHIMIQUES 


INDUSTRIE DES ENGRAIS COMPOSES 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 


11/AUTRES INDUSTRIES MANUFACTURIERES 


NeYWhe 


AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
INDUSTRIE DES ENSEIGNES & ETALAGES 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


37 


3722 
3741 
3751 
3761 


39 


3912 
3914 
3971 
3994 
3999 
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TABLE 9 


TABLEAU 9 


Major group and industry 


Groupe et industrie 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL; TOUTES IND. MANUFACTURIERES 


FOOD INDUSTRIES 
INDUSTRIES DES ALIMENTS 


MEAT & POULTRY PRODUCTS INDUSTRIES 
VIANDE & VOLAILLE, TRANSFORMATION 
MEAT & MEAT PRODUCTS (EXC POULTRY) 
VIANDE SAUF VOLAILLE 
POULTRY PRODUCTS INDUSTRY 
INDUSTRIE DE LA VOLAILLE 
FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 
FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 
FRUIT & VEGETABLE INDUSTRIES 
INDUSTRIES DES FRUITS & LEGUMES 
CANNED & PRESERVED FRUIT & VEG. IND 
CONSERVERIES DE FRUITS & LEGUMES 
FROZEN FRUIT & VEGETABLE INDUSTRY 
IND. DES FRUITS & LEGUMES CONGELES 
DAIRY PRODUCTS INDUSTRIES 
INDUSTRIES LAITIERES 
FLUID MILK INDUSTRY 
INDUSTRIE DU LAIT DE CONSOMMATION 


OTHER DAIRY PRODUCTS INDUSTRIES 
AUTRES PRODUITS LAITIERS 

FLOUR, CEREAL FOOD & FEED INDS. 
FARINE, CEREALES, ALIMENTS A BETAIL 
CEREAL GRAIN FLOUR INDUSTRY 
MEUNERIES 
PREPARED FLOUR MIXES & CEREAL FOODS 
MELANGE DE FARINE,CEREALES DE TABLE 
FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 
BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 
BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 

BREAD & OTHER BAKERY PRODUCTS IND. 
PAIN & AUTRES PROD. DE BOULANGERIE 
SUGAR & SUGAR CONFECTIONERY INDS. 
SUCRE & CONFISERIES 
CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER 


SUGAR & CHOCOLATE CONFECTIONS IND. 
CONFISERIES & CHOCOLAT 
OTHER FOOD PRODUCTS INDUSTRIES 
AUTRES PRODUITS ALIMENTAIRES 
TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 
POTATO CHIP, PRETZEL & POPCORN IND. 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


- STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activité totale 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


761 


106 


NOVA SCOTIA - 


Number 


Nombre 


37,715 


11,410 


817 
380 


437 


Se ee 


Employees 
larié Cost of 
Salariés Ste er 

electricity supplies and 


Coût du matières, des 

! combus- fournitures et 
Traitements tible et de es marchandises 

et salaires l’électricité | destinées à la 


NOUVELLE -ECOSSE 


- PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 


goods for resale 


Salaries 
and wages 


Coût des 


revente 


milliers de dollars 


904,984 155,234 3,B28,073 
214,244 23,836 1,289 ,359 
16,582 1,976 100,838 
7 » 380 1,004 41,239 
9,203 972 59,599 
122,098 10,297 827,582 
122,098 10,297 827,582 
x x x 
10,885 1,688 34,219 
x x x 

x x x 
21,699 3,814 160,402 
x x x 

x x x 

x X x 

x eee x 

5,309 1,206 58,207 

x x x 

x eee x 
12,463 1,166 22,356 
x x x 

x Xx x 

x x x 

x x x 

x x Xx 

x x x 

x Xx x 


thousands of dollars 


1987 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


5 629 5641 


1,826,940 


127,857 
52-967 
75,390 

1,139,447 


1,139,447 


69,389 


225,253 


DE Re DC RDC ER DE OC 


1987 


61 


Valeur 
ajoutée 


1,977,995 


542,093 


26,369 
10,387 
15,983 
320,861 


320,861 


37,814 


DCR DC ERIC RDC EE DC 


62 
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TABLE 9 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- aie ee Cost of Value of 
ments Salaries aaah materials, shipments 
: : electricity supplies and and other 
Major group and industry sn goods for resale revenue 
=] alaries 
and wages 


Groupe et industrie 
Coût des 


Number 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


11 |BEVERAGE INDUSTRIES 
INDUSTRIES DES BOISSONS 12 894 27,568 2541 81,333 146,514 62,441 


111 |SOFT DRINK INDUSTRY 


INDUSTRIE DES BOISSONS GAZEUSES 8 430 11,691 1,150 54,060 80,655 25,466 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 6 430 11,691 1,150 54,060 80,655 25,466 
113 |BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 2 x x x x x x 
1131] BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 2 x x x x X x 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 2 x x x x x x 
1141|WINE INDUSTRY 

INDUSTRIE DU VIN 2 x x x x x x 
12 |TOBACCO PRODUCTS INDUSTRIES 

INDUSTRIES DU TABAC eee x x eee x x x 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x xX eee x x x 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x x eee x x x 
18 |RUBBER PRODUCTS INDUSTRIES 

IND. DES PRODUITS EN CAOUTCHOUC & x x x x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 4 x x x x x x 
1598|OTHER RUBBER PROD IND (INCL TIRES) 

AUTRES PROD EN CAOUTCH CPNEUS COMP) 4 x x x x x x 
16 PLASTIC PRODUCTS INDUSTRIES 

PRODUITS EN MATIERE PLASTIQUE 11 B33 12,309 1,384 38,963 61,941 21,985 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 1 x x x x x x 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 1 x x x x x x 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 1 Xx x x x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 1 x x x x x x 
163 |PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 1 x x x x x x 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 1 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 6 309 6,395 883 25,186 38,690 12,827 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 2 x x x x x x 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 6 x x x x x x 
17 LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 4 9 86 9 154 637 475 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 4 3 86 3 154 637 475 


1711|}LEATHER TANNERIES 
TANNERIES 1 x x x x Xx x 


1719 


18 


182 
1821 


1829 


19 


192 
1921 
193 
1931 
199 
1991 
1992 
1993 
1998 


24 


243 
2431 
2433 
2434 
244 

2445 
249 

2491 
2492 


TABLE 9 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activité totale 


Major group and industry 


Groupe et industrie 


OTHER LEATHER & ALLIED PRODUCT INDS 
AUTRES INDUSTRIES DU CUIR 


‘PRIMARY TEXTILE INDUSTRIES 


TEXTILES DE PREMIERE TRANSFORMATION 


SPUN YARN & WOVEN CLOTH INDUSTRIES 
IND. DES FILES & TISSUS TISSES 
WOOL YARN & WOVEN CLOTH INDUSTRY 
FILATURE & TISSAGE DE LA LAINE 
OTHER SPUN YARN & WOVEN CLOTH INDS. 
AUTRES FILES & TISSUS TISSES 


TEXTILE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS TEXTILES 


MAT & RUG INDUSTRY 
CARPETTES & MOQUETTES 
MAT & RUG INDUSTRY 
TAPIS, CARPETTES & MOQUETTES 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
OTHER TEXTILE PRODUCTS INDUSTRIES 
AUTRE IND. DES PRODUITS TEXTILES 
NARROW FABRIC INDUSTRY 
INDUSTRIE DES TISSUS ETROITS 
CONTRACT TEXTILE DYEING & FINISHING 
TEINTURE & FINISSAGE, PROD TEXTILES 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
ARTICLES DE MAISON EN TEXTILE 
OTHER TEXTILE PROD CINCL TIRE CORD) 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


CARPET, 
TAPIS, 
CARPET, 


CLOTHING INDUSTRIES 
INDUSTRIES DE L'HABILLEMENT 


MEN'S & BOYS’ CLOTHING INDUSTRIES 
VETEMENTS POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ PANTS INDUSTRY 
PANTALONS POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ SHIRT & UNDERWEAR IND 
CHEMISES, SOUS-VETEMENTS POUR HOMMES 
WOMEN'S CLOTHING INDUSTRIES 
INDUSTRIES DES VETEMENTS POUR DAMES 
WOMEN’S CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, DAMES 
OTHER CLOTHING & APPAREL INDUSTRIES 
AUTRES INDUSTRIES DE L'HABILLEMENT 
SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 
OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


11 


D NH HS 


NOVA SCOTIA - 


Employees 


Number 


Nombre 


MM ede À 


x 


à Ps LS à FE à M CMC rt a PE OG, 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


DCE ICE Xe 2 4 


x 


Pa SE So Ri? IC OC ECC SCENE 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


50 
50 


CLR XX 


x 


CCC LC CR LC REC LC 


NOUVELLE -ECOSSE 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


52,093 


x 


NME XX. CM CES DC CN DCE 


milliers de dollars 


1987 


Value of 
shipments 
and other 


revenue 


Valeur des 


livraisons 
et autres 
recettes 


93,894 


x 


CNE CL CES OX SE DCE CES DC IOC 


1987 


Valeur 
ajoutée 


41,046 


x 


NN IR A ec DC RDC ML. OK DE ln OCD, DC 


64 
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TABLE 9 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 
: == Cost of Value of 
establish- + 4 : : 
sic sp Salariés ect materials, shipments 
Code is i electricité supplies and and other 
Major group and industry : Y | goods for resale revenue 
— Salaries 
— Groupe et industrie and wages — — 
Number Coût des 
Nombre — Coût du matiéres, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


25 |WOOD INDUSTRIES 


INDUSTRIES DU BOIS 111 2,145 38,776 4,954 95,557 179,245 79,323 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 63 1,155 20,351 3,514 43,494 92,665 46,038 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 63 1,155 20,351 3,514 43,494 92,665 46,038 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 28 7195 15,158 912 32,348 59,864 25,974 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 4 293 5,419 401 12,234 21,951 8,187 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 9 142 2,517 112 2,986 7,658 4,560 


2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
2549|OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
256 |WOODEN BOX & PALLET INDUSTRY 


3 210 4,984 174 10,935 17,745 7064 
6 

IND. DES BOITES & PALETTES DE BOIS 8 81 1,099 97 2,950 4,964 1,811 
8 
2 


150 2,738 225 6,194 12,511 6,162 
2561|WOODEN BOX & PALLET INDUSTRY 


IND. DES BOITES & PALETTES DE BOIS 
259 |OTHER WOOD INDUSTRIES 


81 1,099 97 2,950 4,964 1,811 


AUTRES INDUSTRIES DU BOIS 1 114 2,167 432 16,765 21,752 5,499 
2591|WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 2 x Xx x x x x 
2599|OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 10 x x Xx x x X 


26 |FURNITURE & FIXTURE INDUSTRIES 


MEUBLES & ARTICLES D'AMEUBLEMENT 18 339 5,518 490 11,142 20,219 8,500 
261 | HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 11 x x x x x Xx 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 9 111 1,513 87 1,816 3,789 1,886 
2612| UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 1 x x x x x x 
2619|OTHER HOUSEHOLD FURNITURE INDUSTRY 

AUTRES IND. DES MEUBLES DE MAISON 1 x x x x x x 
264 |OFFICE FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE BUREAU 1 Xx Xx x x x Xx 
2641|METAL OFFICE FURNITURE INDUSTRY 

IND. DES MEUBLES DE BUREAU EN METAL 1 x x x x x x 
269 |OTHER FURNITURE & FIXTURE INDS. 

AUTRES ARTICLES D’ AMEUBLEMENT 6 x x x x x x 
2691|]BED SPRING & MATTRESS INDUSTRY 

INDUSTRIE DES SOMMIERS & MATELAS 2 x x x x x x 
2692|HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D’ HOTELS & RESTAURANTS 1 x x x x x x 
2699|OTHER FURNITURE & FIXTURE INDS. NEC 

AUTRES ARTICLES D'AMEUBLEMENT NCA 3 x x x x x x 


27 |PAPER & ALLIED PRODUCTS INDUSTRIES 


IND. DU PAPIER & PRODUITS CONNEXES 15 3,244 120,213 B9,329 244,256 629,423 326,068 
271 |PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 5 2,697 106,278 56,243 207,131 563,217 300,237 
2711|PULP INDUSTRY i 

INDUSTRIE DES PATES A PAPIER 1 x x x x x x 


2712|NEWSPRINT INDUSTRY 
INDUSTRIE DU PAPIER JOURNAL C: x x x x x x 


291 
2919 
294 
2941 
299 
2999 
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TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 

establish- toe Cost of Value of 
ments Salariés ree pee eee ose 
À A = supplies an and other 
Major group and industry electricity ood ania Pena abate 

md Salaries 
Groupe et industrie and wages au Le 


Number Coût des 


Nombre — Coût du matières, des Valeur des 

d’établis- | Nombre combus- fournitures et livraisons Valeur 

sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


PAPERBOARD INDUSTRY 


INDUSTRIE DU CARTON 1 x Xx Xx x x x 
BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 1 x x x x x X 
PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 4 x x x x Xx x 
FOLDING CARTON & SET-UP BOX IND. 

IND. DES BOITES PLIANTES & RIGIDES 3 x x x x x x 
CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 1 x Xx x x X x 
PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER eee x x eee Xx x x 
OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 6 x Xx x x x x 
COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 1 x xX x x x x 
STATIONERY PAPER PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DE PAPETERIE 1 x x x x Xx x 
OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 4 x Xx Xx X x x 
PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 95 1,879 45,304 1,378 43,555 129,052 84,158 
COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 54 472 11,434 501 17,344 32,458 14,653 
BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX 3 65 2,174 13 385 851 460 
OTHER COMMERCIAL PRINTING INDS. 

AUTRES IND D' IMPRESSION COMMERCIALE 51 407 9,260 489 16,959 31,607 14,193 
PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 11 134 2,456 120 4-974 9,414 4,819 
PLATEMAKING, TYPESETTING & BINDERY È 

CLICHAGE, COMPOSITION & RELIURE 11 134 2,456 120 4,474 9,414 4,819 
PUBLISHING INDUSTRIES 

INDUSTRIES DE L’ EDITION 3 78 1,227 - 1,077 2,897 1,820 
BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 1 x x x x x x 
OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D' EDITION 8 x x Xx Xx x x 
COMBINED PUBLISHING & PRINTING IND. 

L’ IMPRESSION & L’' EDITION COMBINEE 21 1,195 30,187 757 20,660 84,283 62,866 
NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 21 1,195 30,187 757 20,660 64,283 62,866 
PRIMARY METAL INDUSTRIES 

PREMIERE TRANSFORMATION DES METAUX > 3 X x x x x x 
PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 1 x x x x x x 
OTHER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 1 x x x x x x 
IRON FOUNDRIES 

FONDERIES DE FER 1 x x x Xx Xx x 
TRON FOUNDRIES 

FONDERIES DE FER 1 x x x x Xx x 
OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 1 x x x x x x 
OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 1 x x x x x x 


30 


301 
3011 
302 
3021 
3023 
3029 
303 
3031 
3039 
304 


3041 
3042 
3049 
305 

3052 
3053 
3058 
306 

3062 


3069 


307 
3071 
308 
3081 
309 
3099 


31 


311 
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TABLE 9 . 
TABLEAU 9 


Major group and industry 


Groupe et industrie 


FABRICATED METAL PRODUCT INDUSTRIES 
FABRICATION DE PRODUITS EN METAL 


POWER BOILER & HEAT EXCHANGER IND. 
CHAUDIERES & ECHANGEURS DE CHALEUR 
POWER BOILER & HEAT EXCHANGER IND. 
CHAUDIERES & ECHANGEURS DE CHALEUR 
FABRICATED STRUCTURAL METAL PRODS. 
ELEMENTS DE CHARPENTE EN METAL 
METAL TANKS CHEAVY GAUGE) INDUSTRY 
IND DES RESERVOIRS EN METAL CEPAIS) 
PRE-ENG. METAL BLDGS (EXC PORTABLE) 
BATIMENTS PREFABRIQUES EN METAL 
OTHER FABRICATED STRUCTURAL METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 
ORNAMENTAL & ARCHITECT. METAL PRODS 
PRODUITS D'ARCHITECTURE EN METAL 
METAL DOOR & WINDOW INDUSTRY 
IND. DES PORTES & FENETRES EN METAL 
OTHER ARCHITECTURAL METAL PRODUCTS 
AUTRES PRODUITS D’ ARCHITECTURE 
STAMPED, PRESSED & COATED METALS 
EMBOUTISSAGE & MATRICAGE DES METAUX 


CUSTOM COATING OF METAL PRODUCTS 
REVETEMENT DU METAL, SUR COMMANDE 
METAL CLOSURE & CONTAINER INDUSTRY 
RECIPIENTS & FERMETURES EN METAL 
OTHER STAMPED & PRESSED METAL PRODS 
AUTRE EMBOUTISSAGE DES METAUX 
WIRE & WIRE PRODUCTS INDUSTRIES 
FIL METALLIQUE & SES PRODUITS 
WIRE & WIRE ROPE INDUSTRY 
IND. DES FILS & CABLES METALLIQUES 
INDUSTRIAL FASTENER INDUSTRY 
IND. DES ATTACHES, USAGE INDUSTRIEL 
OTHER WIRE PRODCINC.UPHOLST SPRING) 
AUTR PROD EN FILCRESSORT REMB COMP) 
HARDWARE TOOL & CUTLERY INDUSTRIES 
ARTICLES DE QUINCAILLERIE 
METAL DIES, MOULDS & PATTERNS IND. 
IND. DES MATRICES & MOULES EN METAL 
OTHER HARDWARE & CUTLERY INDUSTRIES 
AUTRES ARTICLES DE QUINCAILLERIE 


HEATING EQUIPMENT INDUSTRY 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
HEATING EQUIPMENT INDUSTRY 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
MACHINE SHOP INDUSTRY 
ATELIERS D’USINAGE 
MACHINE SHOP INDUSTRY 
ATELIERS D'USINAGE 
OTHER METAL FABRICATING INDUSTRIES 
AUTRES IND. DE PRODUITS EN METAL 
OTHER METAL FABRICATING INDS, NEC 


AUTRES IND. DE PRODUITS METAL., NCA 


MACHINERY INDUSTRIES 
INDUSTRIES DE LA MACHINERIE 


AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 


NOVA SCOTIA 


- NOUVELLE -ECOSSE 


PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


73 


_ 


21 
21 


Number 


Nombre 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


27,371 


6,21 


pe? SE os So See, TS 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


80,674 


15,929 
12,083 
x 


milliers de dollars 


Total Activity - Activité totale 


Employees 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


26,377 


x 
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TABLE 9 . PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
aa = Cost of Value of 
sic ine Salariés Fi materials, shipments 
Code k 2 electricity supplies and and other 
Major group and industry ; goods for resale revenue 
— Salaries 
— Groupe et industrie and wages = 2 = 
P Number Coût des 
Nombre = Coût du matières, des Valeur des 
Code d’éetablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises] et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


3111/AGRICULTURAL IMPLEMENT INDUSTRY 


INDUSTRIE DES INSTRUMENTS ARATOIRES 2 x x Xx X xX x 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 1 x Xx x x Xx x 
3121|COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 1 x X x x x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 17 x x x X x Xx 
3192|CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 8 x x x x Xx x 
3194|TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 1 x x x Xx x x 
3199/QTHER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 8 520 10,563 411 16,068 34,223 17,919 
32 | TRANSPORTATION EQUIPMENT INDUSTRIES 

INDUSTRIES DU MATERIEL DE TRANSPORT 67 3,106 82,069 4,761 172,673 308,830 134,450 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 5 x x x x x x 
3211/AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D’ AERONEFS 5 x x x x x x 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 2 x x x x x x 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 2 x x x x x x 
324 |TRUCK & BUS BODY & TRAILER INDS. 

‘ CARROSSERIES DE CAMIONS & REMORQUES 7 63 1,215 66 3,105 5,303 2,132 

3241/TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D’AUTOBUS 5 x Xx x x x x 
3242| COMMERCIAL TRAILER INDUSTRY 

REMORQUES D’ USAGE COMMERCIAL 2 x x x x Xx x 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 

PIECES & ACCESSOIRES POUR VEHICULES > x x x Xx x x 
3255|MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 1 x X x x x x 
3259|OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 4 105 1,185 55 2,925 5,632 2,651 
326 |RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 x x X Xx x x 
3261|RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 Xx x x Xx xX x 
327 | SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 7 x x x x x x 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 7 x x Xx Xx x x 
328 |BOATBUILDING & REPAIR INDUSTRY à 

CONSTRUCTION D’ EMBARCATIONS 40 341 6,277 860 13,737 22,505 8,010 
3281|BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 40 341 6,277 860 13,737 22,505 8,010 
33 ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 21 1,755 37,971 1,224 43,949 93,417 50,718 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x eee x x x 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x eee x x x 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee x x eee x x x 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee x x eee Xx x x 


NOVA SCOTIA - NOUVELLE -ECOSSE 
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TABLEAU 9 . STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Number 


of 
: = Cost of Value of 
SIC sd Salariés Pod materials, shipments 
Code Ë electricity supplies and and other 
Major group and industry j goods for resale revenue 
= Salaries 
— Groupe et industrie and wages — = 
Coût des 
Nombre Coût du matières, des Valeur des 
Code d’établis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


333 |ELECTRIC LIGHTING INDUSTRIES 


IND. DES APPAREILS D'ECLAIRAGE eee x x eee x x x 
3333|ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES CAMPOULES,TUBES) eee x x eee x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x x eee x x x 
3341|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x x eee x x x 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 14 x x x x x x 
3351] TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 1 x x Xx x x xX 
3352| ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 5 x x x x x x 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 8 1,147 23,521 554 25,469 53,232 27,346 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 2 x x x x x x 
3361] ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 1 x x Xx x x x 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP ) 1 x x x x x x 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 3 x x x x x x 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 1 x x x x x Xx 
3379|/OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 2 x x x x x x 
338 |COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION 1 x xX x x x Xx 
3381| COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 1 x x x x x X 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 1 x x x x x x 
3391|BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 1 x x x x x x 
35 |NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 43 95e 23,177 9,132 38,922 97,429 48,694 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 4 x x x x x x 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 1 x x x x x x 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 3 8 77 8 22 137 108 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x x x x x 
3521]CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x x x x x 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 14 x x x x x x 
3541]CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 1 x x x x x x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 1 x x x x x X 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 12 176 3,221 361 4,928 10,547 5,263 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 12 286 6,752 1,385 17,962 35,084 15,790 


3551|READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 12 286 6,752 1,385 17,962 35,084 15,790 
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Total Activity - Activité totale 


Number 
of Employees 


establish- Fr Cost of Cost of Value of 
Salariés ost o : 
ments fuel:and materials, shipments 


ë is ee supplies and and other 
Major group and industry electricity goods for resale revenue 


oes Salaries 


Groupe et industrie and wages a —_ 
UT g Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


356 |GLASS & GLASS PRODUCTS INDUSTRIES 


VERRE & ARTICLES EN VERRE 4 x x Xx x X x 
3562|GLASS PRODUCTS (EXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 4 x Xx x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 8 x x X X x x 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 1 x Xx Xx x x x 
359¢|NON-METAL. MINERAL INSULATING MAT'L 

ISOLANT DE MINERAUX NON METALLIQUES 2 x x x x x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 5 71 1,424 103 1,147 4,292 2,932 
36 |REFINED PETROLEUM & COAL PRODUCTS 

PRODS RAFFINES DE PETROLE & CHARBON 5 x x x x x x 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE 3 x x x Xx x x 
3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS (SAUF LUBRIFIANTS) 2 x x Xx x x x 
3612|LUBRICATING OIL & GREASE INDUSTRY 

HUILES & GRAISSES LUBRIFIANTES 1 x x x x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 2 x x x x Xx x 
3699|OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 2 x Xx Xx x x x 


37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIES CHIMIQUES 16 413 11,356 5,300 30,232 63,965 28,212 
371 | INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D’ USAGE INDUST. NCA 6 x x x Xx x x 
3711|INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 4 Xx x x x x x 
3712) INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 2 x x X X x x 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D’ USAGE AGRICOLE 3 x x Xx x x Xx 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 3 x Xx x Xx x x 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 2 x x Xx Xx x x 
3741|PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 2 x x Xx x x x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 1 x x x x x X 
3751|PAINT & VARNISH INDUSTRY ; 

INDUSTRIE DES PEINTURES & VERNIS 1 x x x x x x 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 1 x x x x Xx x 
3761|SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 1 x x x x Xx x 
377 | TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE eee x Xx eee x x x 
3771) TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE eee x x eee x x x 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 3 x x x x x x 
37931|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D’ IMPRIMERIE 1 x x x Xx x x 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 2 xX Xx x x x x 
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Major group and industry 


Groupe et industrie 


establish- 


Nombre 
d’établis- 
sements 


Employees 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
| goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 
recettes 


thousands of dollars 


milliers de dollars 


Valeur 
ajoutée 


39 OTHER MANUFACTURING INDUSTRIES 

AUTRES INDUSTRIES MANUFACTURIERES 39 x x x x x x 
391 | SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 3 x x x x x x 
3911}/INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D’ INDICATION, ETC. eo x x coe x x x 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 9 x x x x x x 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 2 x x x x x x 
3921) JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 2 x x x x x x 
393 | SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 6 x x x x x x 
3931} SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 2 x x x x x x 
3932|]TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 4 11 133 10 259 579 310 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 7 79 1,610 83 2,075 4,759 2,619 
3971|)SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 7 79 1,610 83 2,075 4,759 2,619 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 15 x x x x x x 
3394|)MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 1 x x x x x x 
3999]OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 14 86 1,364 137 1,413 3,618 2,068 


SIC 


Code 
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TABLE 10. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 10. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 

FEED INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 


CHEWING GUM INDUSTRY 
SUGAR & CHOCOLATE CONFECTIONS IND. 
TEA & COFFEE INDUSTRY 
POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 
OTHER RUBBER PROD IND CINCL TIRES) 
PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 


TEXTILE PRODUCTS INDUSTRIES 


CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 


OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & BOYS" COAT INDUSTRY 

MEN'S & BOYS" PANTS INDUSTRY 

MEN'S & BOYS" SHIRT & UNDERWEAR IND 
WOMEN’S CLOTHING CONTRACTORS 
SWEATER INDUSTRY 


OCCUPATIONAL CLOTHING INDUSTRY 
WOOD INDUSTRIES 


SAWMILL & PLANING MILL PRODUCTS 
PREFABRICATED WOODEN BUILDINGS IND. 
KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 


WOODEN BOX & PALLET INDUSTRY 
WOOD PRESERVATION INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
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INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

INDUSTRIES DES ALIMENTS A BETAIL 
PAIN & AUTRES PROD. DE BOULANGERIE 


INDUSTRIE DE LA GOMME A MACHER 
CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
INDUSTRIE DE LA BIERE 
INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 
PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD. , MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 


INDUSTRIES DES PRODUITS TEXTILES 


TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 
ARTICLES DE MAISON EN TEXTILE 


AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES , SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, DAMES 
INDUSTRIE DES CHANDAILS 


IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 

BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 


IND. DES BOITES & PALETTES DE BOIS 
IND. DE LA PRESERVATION DU BOIS 
AUTRES INDUSTRIES DU BOIS NCA 


Code 


SIC 
Code 


72 


NOVA SCOTIA 
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TABLE 10. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 10. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 

BED SPRING & MATTRESS INDUSTRY 


HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 

PAPERBOARD INDUSTRY 

BUILDING BOARD INDUSTRY 

FOLDING CARTON & SET-UP BOX IND. 


CORRUGATED BOX INDUSTRY 

COATED & TREATED PAPER INDUSTRY 
STATIONERY PAPER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
PRIMARY METAL INDUSTRIES 


OTHER PRIMARY STEEL INDUSTRIES 
IRON FOUNDRIES 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 
METAL TANKS CHEAVY GAUGE) INDUSTRY 
PRE-ENG. METAL BLDGS CEXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 
METAL DOOR & WINDOW INDUSTRY 


OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 


INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
METAL DIES, MOULDS & PATTERNS IND. 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 


MACHINE SHOP INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
CONSTRUCTION & MINING MACHINERY 
TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 

MOTOR VEHICLE WHEEL & BRAKE IND. 


OTHER MOTOR VEHICLE ACCESS. & PARTS 
RAILROAD ROLLING STOCK INDUSTRY 


Employment size group - Tranche de taille d’effectif 


1 10 100 | 200 | 500 [1000 
4 3 > | i APR ATOTAL 
4 19 199 | 499 | 999 
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INDUSTRIE 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
INDUSTRIE DES SOMMIERS & MATELAS 


AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

IND. DES PANNEAUX DE CONSTRUCTION 
IND. DES BOITES PLIANTES & RIGIDES 


IND. DES BOITES EN CARTON ONDULE 
IND. DES PAPIERS COUCHES & TRAITES 
INDUSTRIE DES PRODUITS DE PAPETERIE 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
PREMIERE TRANSFORMATION DES METAUX 


AUTRES INDUSTRIES SIDERURGIQUES 
FONDERIES DE FER 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
BATIMENTS PREFABRIQUES EN METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 
IND. DES PORTES & FENETRES EN METAL 


AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 


IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DES MATRICES & MOULES EN METAL 
AUTRES ARTICLES DE QUINCAILLERIE 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 


ATELIERS D'USINAGE 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
MACHINERIE DE CONSTRUCTION & MINES 

TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 

ROUES & FREINS POUR VEHICULES 


AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 


Code 
CTI 


26 


2611 
2612 
2619 
2641 
2691 


2692 
2699 


27 


2711 
2712 
2713 
2714 
2731 


2732 
2791 
2792 
2799 


28 


2811 
2819 
2821 
2831 
2839 


2841 
29 


2919 
2941 
2999 


30 


3011 
3021 
3023 
3029 
3031 


3039 
3041 
3042 
3049 
3052 


3053 
3058 
3062 
3069 
3071 


3081 
3099 


31 


3111 
3121 
3192 
3194 
3199 


32 
3211 


3231 
3241 


| 3242 


3255 


3259 
3261 
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TABLE 10. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 10. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 


ELECTRICAL & ELECTRONIC PRODUCTS 


TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 


ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
BATTERY INDUSTRY 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

GLASS PRODUCTS (EXCEPT CONTAINERS) 

GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT'L 


OTHER NON-METAL. MINERAL PRODS. NEC 
REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD (EXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
MIXED FERTILIZER INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 


SOAP & CLEANING COMPOUNDS INDUSTRY 
PRINTING INK INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


OPHTHALMIC GOODS INDUSTRY 
JEWELLERY & SILVERWARE INDUSTRY 
SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 


MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 


PROD. ELECTRIQUES & ELECTRONIQUES 


EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 


MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
INDUSTRIE DES ACCUMULATEURS 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

PRODUITS EN VERRE (SAUF CONTENANTS) 
INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 


AUTRES PROD. MINERAUX NON METAL NCA 
PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS CSAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS COMPOSES 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 


SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES ENCRES D'IMPRIMERIE 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 

INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 


| INDUSTRIE DES ENSEIGNES & ETALAGES 


ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 
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NEW BRUNSWICK - NOUVEAU -BRUNSWICK 


TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
establish- rh Cost of Value of 
fants Salaries ARE materials, shipments 


ans supplies and and other 
Major group and industry electricity | goods for resale revenue 


NT Salaries 
Groupe et industrie and wages 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


TOTAL; ALL MANUFACTURING INDUSTRIES 
TOTAL; TOUTES IND. MANUFACTURIERES 691 32,424 838,345 253,059 3,715,621 6,018,550| 2,092,485 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 120 9,244 168,323 23,352 861,561 1,350,548 474,312 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 8 1,082 26,151 2,666 135,171 202,137 64,934 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 6 x x x x X x 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 2 x x x x x Xx 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 73 4,004 54,517 5, 384 340,571 452,911 112,659 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 73 4,004 54,517 5,384 340,571 452,911 112,659 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 4 x X Xx X x x 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 2 x x x Xx x x 
1032| FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 2 x x x x x x 
104 |DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 10 797 17,756 2,382 122,447 162,664 38,589 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 5 564 12,273 1,595 78,668 109,197 29,007 
1049|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 5 233 5,483 788 43,780 53,467 9,583 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 8 x x x x x x 
1051]CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES eee X| : x eee x x x 
1053| FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 8 120 2,964 634 35,964 44,515 7,912 
107 | BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 7 642 16,208 1,315 27,956 59,708 30,432 
1071|BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS eee 59 1,789 eee - - - 
1072| BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 7 583 14,419 1,315 27,956 59,708 30,432 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 4 x x x x x x 
1081|CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 1 Xx Xx x Xx x x 
1082] CHEWING GUM INDUSTRY 


INDUSTRIE DE LA GOMME A MACHER eee x x coe x x x 


1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 3 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 6 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 2 
1093|POTATO CHIP, PRETZEL & POPCORN IND. 

CROUSTILLES, BRETZELS, MAIS SOUFFLE 1 
1098|OTHER FOOD PROD IND NECCINCL MALT) 

AUTRES PRODS ALIMEN NCA CMALT COMP) 3 


DC AS DE 2 
PCR COR CO ae 
IG CORRE. RE < 
MOTS M DC IIS oe 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activite totale 


Employees 
establish- Te Cost of Value of 
ments Salariés ere materials, shipments 


fuel and ; 
A : AL supplies and and other 
Major group and industry Srectricity goods for resale revenue 


pase Salaries 
and wages = FE — 


Groupe et industrie 
Coût des 


Number 


Nombre = Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


11 |BEVERAGE INDUSTRIES 


INDUSTRIES DES BOISSONS 14 1,080 32,808 3,141 111,275 221,166 106,637 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES ~) 585 16,513 1,262 61,597 106,502 44,325 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 3 585 16,513 1,262 61,597 106,502 44,325 
112 |DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 1 X x x x x Xx 
1121|DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 1 x x x x x x 
113 | BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 3 x x x x X x 
1131|BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 3 x x x Xx x x 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 1 x x x x x x 
1141|WINE INDUSTRY 

INDUSTRIE DU VIN 1 x x x x x x 


12 |TOBACCO PRODUCTS INDUSTRIES 


INDUSTRIES DU TABAC eee x x cee x x x 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee xX x eee x x x 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x Xx eee x x x 


15 |RUBBER PRODUCTS INDUSTRIES 


IND. DES PRODUITS EN CAOUTCHOUC 2 x x x x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 2 x x x x x x 
1598|OTHER RUBBER PROD IND (INCL TIRES) 

AUTRES PROD EN CAOUTCH (PNEUS COMP) 2 x x x x x x 


16 |PLASTIC PRODUCTS INDUSTRIES 


PRODUITS EN MATIERE PLASTIQUE 13 339 79914 1,028 32,106 54,742 22,051 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 2 x x x x x x 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 2 x x x x x x 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 3 x x x x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 3 x x x x x x 
163 |PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 2 x x x x x x 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 2 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 6 x x x x x x 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 1 x x x x x x 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 5 209 4,579 610 19,294 35,365 15,481 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
Employees 


of 


establish- Re Cost of Cost of Value of 
ments nues fuel and materials, shipments 


: : se supplies and and other 
Major group and industry RE poste for resale revenue 


— Salaries 


Groupe et industrie ate ous — = 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


17 |LEATHER & ALLIED PRODUCTS INDS. 


IND. DU CUIR & PRODUITS CONNEXES 3 x x x X X X 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 3 x x x x x x 
1711|LEATHER TANNERIES 

TANNERIES 1 x x X Xx Xx x 
1712| FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 2 x x x X x x 


18 |PRIMARY TEXTILE INDUSTRIES 


TEXTILES DE PREMIERE TRANSFORMATION 2 x x x x X x 
182 |SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 2 x X x x x x 
1821|}WOOL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 1 x x x x x x 
1829|OTHER SPUN YARN & WOVEN CLOTH INDS. 

AUTRES FILES & TISSUS TISSES 1 x x x X x x 


19 |TEXTILE PRODUCTS INDUSTRIES 


INDUSTRIES DES PRODUITS TEXTILES 3 x x x x x x 
192 |CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES eee x x coe Xx x x 
1921|CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES eee x X eee x Xx Xx 
193 |CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 1 x x x x Xx x 
1931|CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 1 x x x x x x 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 2 x x x x Xx x 
1993|HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 1 x x x x x x 
1998|OTHER TEXTILE PROD CINCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 1 x x x x Xx Xx 


24 |CLOTHING INDUSTRIES 
INDUSTRIES DE L*HABILLEMENT 15 563 6,205 178 2,828 14,433 11,558 


243 |MEN'S & BOYS’ CLOTHING INDUSTRIES 


VETEMENTS POUR HOMMES & GARCONNETS 4 x x x x x x 
2435|MEN'S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 4 x x Xx X x x 
244 | WOMEN'S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 8 x x x Xx x x 
2442|WOMEN’S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 3 x Xx Xx x x Xx 
2995|WOMEN’S CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, DAMES 5 229 2,445 61 517 4,124 3,546 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 3 x x x x x x 
2495|FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 3 x x x x Xx x 
25 |WOOD INDUSTRIES 

INDUSTRIES DU BOIS 148 4,441 99,008 15,687 266,029 470,207 191,708 


251 |SAWMILLS, PLANING & SHINGLE MILLS 
SCIERIES, RABOTAGE & BARDEAUX 76 x x x x x x 


2511 
2512 
252 

2521 
2522 
254 

2541 
2542 
2543 
2549 


256 
2561 
258 
2581 
259 
2591 
2592 
2593 


2599 


26 


261 

2611 
2612 
2619 
269 

2691 
2692 


2699 
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TABLE 11. 
TABLEAU 11. 


Number 
of 
establish- 
ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 10 
SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 66 
VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 2 
HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 1 
SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 1 
SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 49 


PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 1 
KITCHEN CABINETS. BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 15 
WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 15 
OTHER MILLWORK INDUSTRIES 

AUTRES. INDUSTRIES DU BOIS TRAVAILLE 18 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 8 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 8 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 1 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 1 
OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 12 
WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 2 
PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 1 
WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 1 


OTHER WOOD INDUSTRIES NEC 
AUTRES INDUSTRIES DU BOIS NCA 8 


FURNITURE & FIXTURE INDUSTRIES 


MEUBLES & ARTICLES D'AMEUBLEMENT 21 
HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 16 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 13 
UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 2 
OTHER HOUSEHOLD FURNITURE INDUSTRY 


AUTRES IND. DES MEUBLES DE MAISON 1 
OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D'AMEUBLEMENT 5 


BED SPRING & MATTRESS INDUSTRY 

INDUSTRIE DES SOMMIERS & MATELAS 1 
HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D'HOTELS & RESTAURANTS 2 
OTHER FURNITURE & FIXTURE INDS. NEC 

AUTRES ARTICLES D'AMEUBLEMENT NCA 2 


Em 


PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activité totale 


ployees 


Salariés 


LC Mes LOG 


205 


ei 
_ 
ind 


ee Pe CK 6 ER Ie Oe 


Salaries 
and wages 


Traitements 
et salaires 


3,559 
11,434 


2,821 


205 
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PP AR aaa ASI Sh it g 


3,439 


5,999 
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NOUVEAU -BRUNSWICK 


1987 
1987 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


x x x x 
8,953 156,543 270,520 108,243 
x x x x 

x x x X 
xX x xX x 

x x x x 

x x x x 
196 7,281 13,082 5,551 
546 25,835 48,872 22,493 
221 6,168 10,939 4,553 
82 1,756 2,891 1,053 
82 1,756 2,891 1,053 
x x x x 

x x x Xx 

x x x x 

x x x x 

x x x x 

x x x x 
477 11,732 17,358 5,444 
328 9,462 19,086 9,419 
x x x x 

x x x x 

x x x x 

x x x x 

x x x x 

x x x x 

x X x x 

x x x Xx 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
ha ae Cost of Value of 
sic oa Salariés Pre materials, shipments 
Code 3 i electricit supplies and and other 
Major group and industry b ÿ goods for resale revenue 
— Salaries 
— Groupe et industrie and wages — is. en 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


27 |PAPER & ALLIED PRODUCTS INDUSTRIES 


IND. DU PAPIER & PRODUITS CONNEXES 19 6,125 240,756 172,296 723,695 1,591,351 689 ,073 
271 |PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 12 5,764 232,169 171,480 688,294 1,539,885 673,870 
2711|PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 6 3,088 125,641 68,704 416,719 892,708 404,359 
2712|NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 3 x Xx x x x x 
2713|PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 2 x x x X x Xx 
2719]OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 1 Xx Xx Xx x x x 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 5 x x x Xx x x 
2731|FOLDING CARTON & SET-UP BOX IND. 

IND. DES BOITES PLIANTES & RIGIDES 1 x x x xX Xx Xx 
273<c|CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 2 x x x x x x 
2733|PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 2 x x x X x x 
279 |OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 2 Xx x x x x x 
2799|OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 2 x x x x x x 
28 PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 83 1,423 33,832 1,023 31,708 945117 61,454 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND.! DE L'IMPRESSION COMMERCIALE 97 x x x Xx x x 
2811}BUSINESS FORMS PRINTING INDUSTRY . 

IMPRESSION, FORMULAIRES COMMERCIAUX 1 x xX x x Xx x 
2819|OTHER COMMERCIAL PRINTING INDS. 

AUTRES IND D' IMPRESSION COMMERCIALE 46 413 9,743 407 13,807 28,661 14,518 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 9 x x x x x x 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 9 x x x x x x 
283 | PUBLISHING INDUSTRIES 

INDUSTRIES DE L’' EDITION 11 x x x x x x 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L’ EDITION DU LIVRE 1 Xx x x x x x 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D' EDITION 10 86 1,499 - 1,636 4,448 2,812 
284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L'EDITION COMBINEE , 16 735 18,960 483 12,706 48,184 34,997 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 16 735 18,960 483 12,706 48,184 34,997 
29 PRIMARY METAL INDUSTRIES 

PREMIERE TRANSFORMATION DES METAUX 3 x x x x x x 
294 | IRON FOUNDRIES 

FONDERIES DE FER 2 Xx Xx x x x Xx 
2941] IRON FOUNDRIES 

FONDERIES DE FER 2 x x x x x x 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 1 x x Xx x x x 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 1 x x x x x x 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
: a Cost of Value of 
tablish- = à 
tr a Salariés Cost of materials, shipments 


ments = 
4 ‘ Bectricity supplies and and other 
Major group and industry goods for resale revenue 


= | Salaries 
Groupe et industrie and wages 


Coût des 


Nombre Coût du matières, des Valeur des 
d’etablis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


30 |FABRICATED METAL PRODUCT INDUSTRIES 


FABRICATION DE PRODUITS EN METAL 62 1,463 35,766 1,945 91,295 155,603 64,036 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 2 x x x x x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 2 x x x x x x 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 8 x x Xx x Xx x 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 1 Xx x x x x x 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 1 X x x x x x 
3029|/OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 6 368 11,277 666 29,996 55,769 26,187 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 12 101 1,677 80 3,448 5,973 2,446 
3031]METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 4 36 622 38 1,678 2,749 1,032 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 1 x x x x x x 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 7 x x x x x Xx 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 12 x x x x x x 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 1 x x x x x x 


3042|METAL CLOSURE & CONTAINER INDUSTRY 
RECIPIENTS & FERMETURES EN METAL 2 
3049/OTHER STAMPED & PRESSED METAL PRODS 
AUTRE EMBOUTISSAGE DES METAUX 3 128 3,018 138 9,770 15,175 5,277 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 
3 


FIL METALLIQUE & SES PRODUITS 42 1,058 48 3,446 5,296 1,836 
3053|INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 1 x x x x x x 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 2 x x xX xX x x 
306 | HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE eee xX x eee x x x 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS eee x x coe x x x 
308 | MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 22 343 7,846 418 12,446 22,358 9,566 
3081|]MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 22 343 7,846 418 12,446 22,358 9,566 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 3 x x x x x x 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 1 xX x x x Xx x 
3099|OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 2 x x x x x x 
31 |MACHINERY INDUSTRIES 

INDUSTRIES DE LA MACHINERIE 26 654 12,925 582 28,024 B5,462 26,155 
311 | AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 2 x x x x x x 
3111) AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 2 x x x x x À x 


312 | COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION à 45 706 |. 37 2,679 3,500 644 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


Number 
of 


establish- 


ments 


Nombre 
d’établis- 
sements 


Employees 


Salariés 


Number 


Nombre 


Salaries 
and wages 


Traitements 
et salaires 


Total Activity - Activité totale 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l'électricité 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


revente 


thousands of dollars 


milliers de dollars 


3121|COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 4 45 706 37 2,679 3,500 844 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 20 x Xx x x x x 
3192] CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 7 379 7,331 316 18,539 36,916 17,311 
3193|SAWMILL & WOODWORKING MACHINERY 

MACHINERIE POUR SCIERIES 2 Xx x x Xx x x 
3194|TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 4 50 1,175 84 1,276 3,698 2,338 
3199]OTHER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 7 151 3,300 111 4,706 9,812 4,983 
32 TRANSPORTATION EQUIPMENT INDUSTRIES 

INDUSTRIES DU MATERIEL DE TRANSPORT 35 x x x x x x 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 1 x x x x x x 
3211|AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 1 x x x x x x 
323 | MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES eee 130 5,007 eee - - - 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES coe 130 5,007 coe - = - 
324 |TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 7 x x x x x x 
3241|TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D’AUTOBUS 2 x x x x x x 
3242|COMMERCIAL TRAILER INDUSTRY 

REMORQUES D’ USAGE COMMERCIAL 1 x x x x x x 
3244|MOBILE HOME INDUSTRY 
INDUSTRIE DES MAISONS MOBILES 4 x x x x x x 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 

PIECES & ACCESSOIRES POUR VEHICULES 6 x x x x x Xx 
3251|MOTOR VEHICLE ENGINE & PARTS IND. 

MOTEURS & PIECES DE VEHICULES 1 x x x x x x 
3255|MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 1 x x x Xx x xX 
3259|OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 4 x x x x x x 
327 | SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 3 x Xx x x x x 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 3 x x x x x x 
328 |BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 18 x xX x x x x 
3281|BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 18 x x x x xX x 
33 |ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 5 382 75613 272 16,754 31,750 13,511 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x eee x x x 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES eee x x eee x x x 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 1 x x x x x x 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 1 Xx x x x Xx Xx 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 2 x x x x x x 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
F a Cost of Value of 
establish- Fe 
ments Salariés FE materials, shipments 


fuel and Fe 
: H aoe supplies and and other 
Major group and industry electricity goods for resale revenue 


= Salaries 
Groupe et industrie and wages 


Number Coit des 


Nombre _ Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3351|TELECOMMUNICATION EQUIPMENT IND. 


EQUIPEMENT DE TELECOMMUNICATION 1 x x x x x x 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 1 x x x x x x 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS eee x x coe x x x 
3361| ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE coe x x eee x x x 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) eee X x eee x x x 
337 | ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 2 Xx x x x x x 
3371) ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 1 X x x x x x 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 1 Xx x x x x x 
35 |NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 48 x x x x x x 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 5 x x x x x x 
3511]CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 2 x x x Xx x X 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 3 4 33 3 116 190 64 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x Xx x x x 
3521|]CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x x x x x 
354 | CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 10 234 5,669 661 12,016 20,215 6,840 
3541] CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 2 x x x x x x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 2 Xx x x x xQ lie x 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 6 x x x x x x 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 24 281 6,620 1,182 17,706 34,793 15,887 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 24 281 6,620 1,182 17,706 34,793 15,887 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 3 x Xx x x x x 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 1 x Xx x x x x 
3562|GLASS PRODUCTS CEXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 2 x x x x x x 
358 | LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 1 x x x x x x 
3581]LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 1 X x x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 4 X x x Xx x x 
3591|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES eee x x eee x x x 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 2 x x x x x x 
3594|NON-METAL. MINERAL INSULATING MAT'L i 

ISOLANT DE MINERAUX NON METALLIQUES eee x x coe x x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 2 x x x x x X 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Cost of Value of 


establish- : à Cost of 
Sal ost Oo . A 
ments — en optics ana’. |v vant benee 
Major group and industry electricity goods for resale revenue 
_— Salaries 
Groupe et industrie and wages — è= — 
Number Coût des 
Nombre — Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 
thousands of dollars 
milliers de dollars 
36 REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 3 x x x x x x 
361 |REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 1 X x x x x x 
3611|/ PETROLEUM PROD (EXC LUB OIL,GREASE) 
PROD. PETROLIERS CSAUF LUBRIFIANTS) 1 x x x x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 2 x x x x x x 
3699|}OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 2 x x x x x x 
37 CHEMICAL & CHEMICAL PRODUCTS INDS. 
INDUSTRIES CHIMIQUES 22 392 12,669 B,269 60,535 115, 152 47,216 


371 | INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D’' USAGE INDUST. NCA 5 123 4,660 2,949 10,872 35,539 21,796 
3711]INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 5 123 4,660 2,949 10,872 35,539 21,796 
372 | AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D’USAGE AGRICOLE 6 


3721]CHEMICAL FERTILIZERS INDUSTRY 


INDUSTRIE DES ENGRAIS CHIMIQUES 1 xX x Xx X Xx x 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 5 76 1,512 158 14,556 19,249 4,680 
374 |} PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS eee x x coe x x Xx 
3741| PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS eee x x eee x Xx x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 2 x Xx x x x x 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 2 x x x x Xx x 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 4 x x x x x x 


3761|SOAP & CLEANING COMPOUNDS INDUSTRY 


SAVONS & COMPOSES DE NETTOYAGE 4 Xx x x x x x 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 5 27 770 106 4,729 7,523 2,657 
3791) PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 1 x x Xx x x x 
3792| ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 1 Xx x Xx x x x 
3799|]O0OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 3 x x x x x x 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES , 44 x x x x x x 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 8 X x Xx x Xx x 
3911} INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D' INDICATION, ETC. eee x x eee x Xx x 
3913|CLOCK & WATCH INDUSTRY 

INDUSTRIE DES HORLOGES & MONTRES 1 x x Xx x x x 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 7 x Xx x x x x 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 2 x x x x x x 
3921] JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 2 x x x x x x 
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TABLE 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
tablish- FE Cost of Value of 
Lee Salariés Se materials, shipments 


| ments En supplies and and other 
Major group and industry goods for resale abi 


— Salaries 


Groupe et industrie and wages ape a 


Number Coût des 
Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


393 |SPORTING GOODS & TOY INDUSTRIES 


IND DES ARTICLES DE SPORT & JOUETS 1 x x x x x x 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT coe x x eee Xx x x 
3932]TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 1 x x x x x x 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 3 214 3,899 264 6,046 13,300 7,316 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 9 214 3,899 264 6,046 13,300 7,316 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 24 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 1 x x x x x x 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 1 x x x x x x 


3999|}OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 22 221 3,847 455 5,114 13,218 7,270 


SIC 
Code 
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TABLE 12. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 


TABLEAU 12. NOMBRE 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 


| FISH PRODUCTS INDUSTRY 


CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
FEED INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 


SUGAR & CHOCOLATE CONFECTIONS IND. 
TEA & COFFEE INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 
OTHER RUBBER PROD IND CINCL TIRES) 
PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 
FOOTWEAR INDUSTRY 


PRIMARY TEXTILE INDUSTRIES 


WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 


TEXTILE PRODUCTS INDUSTRIES 


CANVAS & RELATED PRODUCTS INDUSTRY 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


MEN'S & BOYS" CLOTHING CONTRACTORS 
WOMEN'S SPORTSWEAR INDUSTRY 
WOMEN’S CLOTHING CONTRACTORS 

FUR GOODS INDUSTRY 


WOOD INDUSTRIES 


SHINGLE & SHAKE INDUSTRY 

SAWMILL & PLANING MILL PRODUCTS 
HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 
PREFABRICATED WOODEN BUILDINGS IND. 


KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 

WOODEN BOX & PALLET INDUSTRY 

COFFIN & CASKET INDUSTRY 


WOOD PRESERVATION INDUSTRY 
PARTICLE BOARD INDUSTRY 
WAFER BOARD INDUSTRY 

OTHER WOOD INDUSTRIES NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
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199 | 499 | 999 
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1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 
INDUSTRIES DES ALIMENTS A BETAIL 
PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 


CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 
PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 
INDUSTRIE DE LA CHAUSSURE 


TEXTILES DE PREMIERE TRANSFORMATION 


FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 


INDUSTRIES DES PRODUITS TEXTILES 


ARTICLES EN GROSSE TOILE 
ARTICLES DE MAISON EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


CONFECTION A FORFAIT, HOMMES 
VETEMENTS DE SPORT POUR DAMES 
CONFECTION A FORFAIT, DAMES 
INDUSTRIE DES ARTICLES EN FOURRURE 


INDUSTRIES DU BOIS 


IND. DU BARDEAU & DU BARDEAU FENDU 
SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 


ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 

INDUSTRIE DES CERCUEILS & BIERES 


IND. DE LA PRESERVATION DU BOIS 
IND. DES PANNEAUX DE PARTICULES 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


Code 
CTI 


SIC 


Code 


26 


2611 
2612 
2619 
2691 
2692 


2699 
27 


2711 
2712 
2713 
2719 
2731 


2732 
2733 
2799 


28 


2811 
2819 
2821 
2831 
2839 


2841 
29 


2941 
2958 


30 


3011 
3021 
3022 
3029 
3031 


3032 
3039 
3041 
3042 
3049 


3053 
3058 
3081 
3092 
3099 


31 


3111 
3121 
3192 
3193 
3194 


3199 
32 


3211 
3241 
3242 
3244 
3251 


3255 
3259 
3271 
3281 
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TABLE 12. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 12. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
BED SPRING & MATTRESS INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 


OTHER FURNITURE & FIXTURE INDS. NEC 
PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 

PAPERBOARD INDUSTRY 

OTHER PAPER INDUSTRIES 

FOLDING CARTON & SET-UP BOX IND. 


CORRUGATED BOX INDUSTRY 
PAPER BAG INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
PRIMARY METAL INDUSTRIES 


IRON FOUNDRIES 
NON-FERROUS SMELTING,REFCINC. ALUM) 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 
METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

OTHER FABRICATED STRUCTURAL METAL 

METAL DOOR & WINDOW INDUSTRY 


PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 

METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 


INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
MACHINE SHOP INDUSTRY 

METAL VALVE INDUSTRY 

OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 
TURBINE & POWER TRANSMISSION EQUIP. 


OTHER MACHINERY & EQUIPMENT, NEC 
TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 

MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS IND. 


MOTOR VEHICLE WHEEL & BRAKE IND. 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 


Employment size group - Tranche de taille d’effectif 


10 100 | 200 | 500 [1000 
3 ES Et Bee TOTAL 
19 199 | 499 | 999 
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INDUSTRIE 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 


AUTRES ARTICLES D'AMEUBLEMENT NCA 
IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

AUTRES INDUSTRIES DU PAPIER 

IND. DES BOITES PLIANTES & RIGIDES 


IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 


3|PREMIERE TRANSFORMATION DES METAUX 


FONDERIES DE FER 
FONTE & AFF.NON-FERREUX CALUM.COMP) 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 

AUTRES ELEMENTS DE CHARPENTE, METAL 
IND. DES PORTES & FENETRES EN METAL 


BATIMENTS PREFAB EN METAL CTRANSP. ) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 


IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
ATELIERS D'USINAGE 

INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
MACHINERIE DE CONSTRUCTION & MINES 

MACHINERIE POUR SCIERIES 

TURBINES & MATERIEL DE TRANSMISSION 


AUTRE MACHINERIE & EQUIPEMENT NCA 
INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 


ROUES & FREINS POUR VEHICULES 
AUTRES PIECES & ACC. POUR VEHICLE 
CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 


Code 
CTI 


SIC 


Code 


NEW BRUNSWICK 


NOUVEAU -BRUNSW ICK 
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TABLE 12. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 12. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


ELECTRICAL & ELECTRONIC PRODUCTS 


MAJOR APPLIANCES (ELEC. & NON-ELEC) 
TELECOMMUNICATION EQUIPMENT IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS (EXCEPT CONTAINERS) 

LIME INDUSTRY 


GYPSUM PRODUCTS INDUSTRY 
OTHER NON-METAL. MINERAL PRODS. NEC 


REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD (EXC LUB OIL,GREASE) 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
MIXED FERTILIZER INDUSTRY 

PAINT & VARNISH INDUSTRY 

SOAP & CLEANING COMPOUNDS INDUSTRY 


PRINTING INK INDUSTRY 
ADHESIVES INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


CLOCK & WATCH INDUSTRY 
OPHTHALMIC GOODS INDUSTRY 
JEWELLERY & SILVERWARE INDUSTRY 
TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 


BROOM, BRUSH & MOP INDUSTRY 
MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
ees Pawn TOTAL 
199 | 499 | 999 
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INDUSTRIE 


PROD. ELECTRIQUES & ELECTRONIQUES 


GROS APPAREILS CELECTRIQUES OU NON) 
EQUIPEMENT DE TELECOMMUNICATION 
AUTRE MATERIEL ELECTRONIQUE 

IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE CSAUF CONTENANTS) 
INDUSTRIE DE LA CHAUX 


INDUSTRIE DES PRODUITS EN GYPSE 
AUTRES PROD. MINERAUX NON METAL NCA 


PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS (SAUF LUBRIFIANTS) 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 


INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 

INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 


BALAIS, BROSSES & VADROUILLES 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 
establish- ae Cost of Value of 
ments Salariés aie materials, shipments 
A ; os supplies and and other 
Major group and industry electricity Dome tt resale revenue 


— Salaries 
Groupe et industrie and wages 


Number Coût des 
Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 11,183] 520,459) 13,443,485 | 2,067,000 40,411,645 | 72,608,303 | 30,287,556 


FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 877 46,301 1,142,533 138, 140 6,730,419 9,979,217 | 35,137,919 
MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 165 10,633 256,911 31,161 2,107,573 2,683,185 545,096 
MEAT & MEAT PRODUCTS CEXC POULTRY) 

VIANDE SAUF VOLAILLE 138 7,569 183,860 25,182 1,739,608 2,198,977 428,505 
POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 27 3,064 73,051 5,979 367,965 484,207 116,591 
FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 40 2,529 38,372 4,005 143,011 207,321 66,883 
FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 40 2,529 38,372 4,005 143,011 207,321 66,883 
FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 62 2,964 61,272 7,504 253,859 482,546 221,623 
CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 57 2,748 58,716 7,124 297,558 468,923 214,805 
FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 5 216 2,556 380 6,301 13,623 7,019 
DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 102 8,753 248,839 33,669 2,163,034 3,105,679 929,941 
FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 37 2,967 81,058 9,687 595,779 838,515 234,384 
OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 65 5,786 167,781 23,982 1,567,255 2,267,164 690,057 
FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 190 x x x X Xx Xx 
CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 8 851 30,829 2,429 213,785 287,554 70,300 
PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 2 x] > x x x Xx x 
FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 180 2,627 62,920 13,482 777,278 952,200 161,114 
BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 181 9,854 228,953 23,607 377,780 886,089 486,254 
BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 8 1,923 48,311 4,057 72,326 192,218 116,860 
BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 173 7,931 180,642 19,549 305,453 693,870 369,394 
SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 33 x x x x x x 
CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 2 x x x x x x 
CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER "'Hobie x x eee x x X 
SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 31 1,523 31,753 2,277 111,179 231,660 116,263 
OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 104 x x x x x x 
TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 10 1,120 33,675 3,233 163,291 332,304 164,902 
DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 3 x x x x x x 
POTATO CHIP, PRETZEL & POPCORN IND. 

CROUSTILLES, BRETZELS, MAIS SOUFFLE 6 1,498 38,483 4,730 53,069 143,645 86,443 


OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 79 2,424 59,706 8,755 276,683 511,770 230,476 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
establish- SET Cost of Value of 
ous Salariés Ab materials, shipments 


fuel and £ 
A : + supplies and and other 
Major group and industry electricity | Loods for resale revenue 


_ Salaries 


Groupe et industrie and wages — Sees 
' Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


11 |BEVERAGE INDUSTRIES 


INDUSTRIES DES BOISSONS 80 10,144 341,024 29,967 602,354 1:489,377 821,138 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 60 3,279 94,275 7,618 308,312 510,888 191,911 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 60 3,279 94,275 7,618 308,312 510,888 191,911 
112 |DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 6 1,065 44,267 7,549 76,122 193,431 102,095 
1121|DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 6 1,065 49,267 7,549 76,122 193,431 102,095 
113 |BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE à 5,482 194,485 14,208 168,689 679,285 498,738 
1131|BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE & 5,482 194,485 14,208 168,689 679,285 498,738 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 10 318 7,997 593 49,231 75,773 28,394 
1141|WINE INDUSTRY 

INDUSTRIE DU VIN 10 318 7,997 593 49,231 75,773 28,394 


12 |TOBACCO PRODUCTS INDUSTRIES 


INDUSTRIES DU TABAC 13 X X X X X X 
121 |LEAF TOBACCO INDUSTRY 

INDUSTRIE DU TABAC EN FEUILLES 4 58 1,858 217 3,279 6,488 2,691 
1211]LEAF TOBACCO INDUSTRY 

INDUSTRIE DU TABAC EN FEUILLES 4 58 1,858 217 3,279 6,488 2,691 
122 |TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC 3 x x Xx x x x 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC 3 x x x X | x x 


15 |RUBBER PRODUCTS INDUSTRIES 


IND. DES PRODUITS EN CAOUTCHOUC 40 x x x x x x 
152 |RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 2 x x x x x x 
1521|RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 2 x Xx x x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 38 5,192 143,321 14,204 335,184 553,670 204,401 
1598|OTHER RUBBER PROD IND CINCL TIRES) 

AUTRES PROD EN CAOUTCH CPNEUS COMP) 38 5,192 143,321 14,204 335,184 553,670 204,401 


16 PLASTIC PRODUCTS INDUSTRIES 


PRODUITS EN MATIERE PLASTIQUE 304 11,766 253,560 27,171 904,012 154935724 572,938 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 25 1,092 23,760 3,349 77,075 152,877 73,664 
1611]FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE es 1,092 23,760 3,349 77,075 152,877 73,684 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 15 898 23,691 2,564 234,190 312,982 78,076 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 15 698 23,691 2,564 234,190 312,982 78,076 
163 |PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 15 1,020 25,307 3,387 104,360 159,780 52,311 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 15 1,020 25,307 3,387 104,360 159,780 52,311 


169 |OTHER PLASTIC PRODUCTS INDUSTRIES 
AUTRES PROD. EN MATIERE PLASTIQUE 249 8,756 180,802 17,871 488 , 387 868,085 368,867 


1691 


1699 


17 


171 

1711 
1712 
1713 
1719 


18 


181 
1811 
182 
1821 
1829 
183 
1831 


19 


191 
1911 
192 
1921 
193 
1931 
199 
1991 
1992 
1993 


TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Major group and industry 


Groupe et industrie 


PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 
OTHER PLASTIC PRODUCTS INDS. NEC 
AUTRES PROD., MATIERE PLASTIQUE NCA 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 
LEATHER TANNERIES 
TANNERIES 
FOOTWEAR INDUSTRY 
INDUSTRIE DE LA CHAUSSURE 
LUGGAGE, PURSE & HANDBAG INDUSTRY 
VALISES, BOURSES & SACS A MAIN 
OTHER LEATHER & ALLIED PRODUCT INDS 
AUTRES INDUSTRIES DU CUIR 


PRIMARY TEXTILE INDUSTRIES 
TEXTILES DE PREMIERE TRANSFORMATION 


MAN-MADE FIBRE & FILAMENT YARN IND. 
FIBRES CHIMIQUES,FILES DE FILAMENTS 
MAN-MADE FIBRE & FILAMENT YARN IND. 
FIBRES CHIMIQUES,FILES DE FILAMENTS 
SPUN YARN & WOVEN CLOTH INDUSTRIES 
IND. DES FILES & TISSUS TISSES 
WOOL YARN & WOVEN CLOTH INDUSTRY 
FILATURE & TISSAGE DE LA LAINE 
OTHER SPUN YARN & WOVEN CLOTH INDS. 
AUTRES FILES & TISSUS TISSES 
BROAD KNITTED FABRIC INDUSTRY 
IND. DES TISSUS LARGES, A MAILLES 
BROAD KNITTED FABRIC INDUSTRY 
IND. DES TISSUS LARGES, A MAILLES 


TEXTILE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS TEXTILES 


NATURAL FIBRES & FELT PRODUCTS IND. 
INDUSTRIE DU FEUTRE 
NATURAL FIBRES & FELT PRODUCTS IND. 
INDUSTRIE DU FEUTRE 
CARPET, MAT & RUG INDUSTRY 
TAPIS, CARPETTES & MOQUETTES 
CARPET, MAT & RUG INDUSTRY 
TAPIS, CARPETTES & MOQUETTES 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
OTHER TEXTILE PRODUCTS INDUSTRIES 
AUTRE IND. DES PRODUITS TEXTILES 
NARROW FABRIC INDUSTRY 
INDUSTRIE DES TISSUS ETROITS 
CONTRACT TEXTILE DYEING & FINISHING 
TEINTURE & FINISSAGE, PROD TEXTILES 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
ARTICLES DE MAISON EN TEXTILE 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


34 
215 


178 


178 
19 
72 
52 
35 


130 


12 


12 
66 
19 
47 
52 
52 


251 


Number 


Nombre 


1,954 


7,302 


8,162 


8,162 

369 
5,557 
1,481 


755 


13,976 


x 

x 
10,313 
2,879 
7,434 
x 

x 


16,009 


334 
334 
2,368 
2,368 
521 
521 
12,786 


Salariés 


Salaries 
and wages 


Traitements 


et salaires 


33,117 


147,685 


132,162 


132,162 
6,613 
92,781 
22,914 


9,854 


332,606 


x 

x 
292,705 
70,254 
172,451 
x 

x 


331,793 


7,731 
7,731 
61,935 
61,935 
8,219 
8,219 
253,908 
x 
58,735 
72,881 


Cost of 
fuel and 
electricity 


Cost of 
materials, 
supplies and 
goods for resale 


Coût du 
combus- 
tible et de 
l'électricité 


3,302 


14,568 


6,046 


a,046 
477 
2,554 
365 
650 


39,061 


39,426 


1,090 
1,090 
10,414 
10,414 
415 
415 


27,507 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


102,845 


385,541 


276,920 


276,920 
36,578 
175,556 
44,390 


20,395 


1,067,314 


Xx 

x 
681,635 
934,891 
586,744 

x 

x 


913,201 


23,040 
23,040 
329,816 
329,816 
12,395 
12,395 
547,950 
Xx 
58,166 


205,521 


thousands of dollars 


milliers de dollars 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


166,710 


701,375 


515,994 


515,994 
51,114 
341,650 
80,621 


42,609 


1,691,472 


x 

x 
1,198,677 
241,028 
207,649 

x 

x 


1,632,810 


41,979 
41,979 
465,697 
465,697 
28,981 
28,981 
1,096,153 
x 

196,391 


358,026 


95 


Valeur 
ajoutée 


61,343 


307,524 


237,407 


237,407 
14,319 
164,822 
36,459 


21,806 


610,206 


x 
x 
444,645 
142,295 
302,350 
x 


x 


676,878 


17,976 
17,976 
130,849 
130,849 
16,171 
16,171 
511,882 
x 
122,769 


143,231 


1994 


1998 


96 


TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 


1987 


TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Number 
of 
establish- 
ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


HYGIENE PRODS. OF TEXTILE MATERIAL 
ARTICLES D'HYGIENE EN TEXTILE 8 
OTHER TEXTILE PROD CINCL TIRE CORD) 


AUTRES PROD TEXTILCARMAT PNEU COMP) 71 
CLOTHING INDUSTRIES 

INDUSTRIES DE L'HABILLEMENT 1,587 
MEN’S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 319 
MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 36 
MEN'S & BOYS’ SUIT & JACKET IND. 
COMPLETS-VESTONS, HOMMES-GARCONNETS 64 
MEN'S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 41 
MEN’S & BOYS’ SHIRT & UNDERWEAR IND 

CHEMISES, SOUS-VETEMENTS POUR HOMMES 51 
MEN'S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 127 
WOMEN’S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 679 
WOMEN’S COAT & JACKET INDUSTRY 

MANTEAUX & VESTES POUR DAMES 32 
WOMEN'S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 118 
WOMEN’S DRESS INDUSTRY 

INDUSTRIE DES ROBES POUR DAMES 92 
WOMEN’S BLOUSE & SHIRT INDUSTRY 

BLOUSES & CHEMISES POUR DAMES 43 
WOMEN’S CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, DAMES 394 
CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 124 
CHILDREN'S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 124 
OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 465 
SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 36 
OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 41 
GLOVE INDUSTRY 

INDUSTRIE DES GANTS 15 
HOSIERY INDUSTRY 

INDUSTRIE DES BAS & CHAUSSETTES 34 
FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 162 
FOUNDATION GARMENT INDUSTRY 

INDUSTRIE DES VETEMENTS DE BASE 15 
OTHER CLOTHING & APPAREL INDS. NEC 

AUTRES IND. DE L'HABILLEMENT, NCA 162 
WOOD INDUSTRIES 

INDUSTRIES DU BOIS 1, 159 
SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 356 
SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 18 


Total Activity - Activité totale 


Employees 


Salariés 


Number 


Nombre 


15,935 
481 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Salaries 
and wages 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Valeur des 
livraisons 
et autres 

recettes 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


x x x x x 
51,363 4,119 186,246 299,115 106,775 
1,052,839 26,174 2,233 , 086 4,122,122 1,890,597 
313,907 6,725 551,378 1,062,276 512,209 
21,121 423 74,861 120,385 46,674 
78,854 1,568 142,454 278,904 135,115 
67,599 1,618 158,081 272,690 115,562 
57,849 1,447 149,546 248,053 100,717 
88,484 1,669 26,435 142,244 114,139 
327,287 6,933 768,943 1,372,758 607,140 
25,743 412 85,536 137,093 53,225 
82,409 2,188 381,830 560,719 184,031 
59,531 1,157 196,475 332,437 135,547 
24,683 382 69,625 118,373 48,472 
134,922 2,794 35,478 224,137 185,865 
85,414 2,286 210,933 366,628 159,308 
85,414 2,286 210,933 366,628 159,308 
326,232 10,230 701,832 1,320,460 611,940 
48,553 1,254 70,770 167,766 94,735 
15,651 376 34,739 64,509 29,587 
9,525 312 22,300 41,010 17,529 
56,561 3,990 105,748 219,595 107,695 
47,056 776 229,439 318,721 94,956 
33,546 442 25,542 85,942 57,922 
115,340 3,080 213,295 422,916 209,516 
748,419 85,515 2,066,980 3,612,064 1,499,751 
374,986 54,274 1,059,471 1,825,578 740,782 
9,357 858 15,163 30,750 15,055 
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Total Activity - Activité totale 


Number 
of Employees 
establish- nn Cost of Value of 
sic ments Salaries sie ate materials, shipments 
Code Maj di electricity supplies and and other 
ajor group and industry a ae goods for resale revenue 
= and wages a — 


Groupe et industrie 


Number Coit des 


Nombre — Coût du matières, des Valeur des 
Code d’établis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de [des marchandises| et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


2512|SAWMILL & PLANING MILL PRODUCTS 


SCIERIES & ATELIERS DE RABOTAGE 338 15,454 365,629 53,416 1,044,307 1,794,828 725,726 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 28 1,637 34,463 4,481 159,938 241,236 77,392 
2521|HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 27 x x x x x x 
2522|SOFTWOOD VENEER & PLYWOOD IND. | 

PLACAGES & CONTREPLAQUES RESINEUX 1 x x x x x Xx 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 600 12,160 241,046 13,885 611,934 1,093,376 475,944 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 40 1,098 22,367 1,423 82,432 144,944 61,463 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 283 3,349 65,274 3,537 117,454 240,477 120,298 
2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 166 4,966 101,521 5,596 280,202 470,642 189,077 
2549|OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 111 2,747 51,884 3,330 131,845 237,313 105,107 
256 |WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 66 1,113 18,451 1,605 42,210 75,399 31,652 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 66 1,113 18,451 1,605 42,210 75,399 31,652 
258 |COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 14 496 10,021 691 12,510 29,960 16,716 
2581|COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 14 496 10,021 691 12,510 29,960 16,716 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 25 2,909 69,452 10,580 180,917 346,515 157,315 
2591|WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 6 164 4,927 677 18,764 28,738 10,473 
2592|PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 6 892 27,184 5,092 68,007 138,484 66,483 
2593|WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 3 283 9,539 1,971 26,988 56,016 26,385 
2599|OTHER WOOD INDUSTRIES NEC ; 

AUTRES INDUSTRIES DU BOIS NCA 80 1,570 27,802 2,840 67,157 123,278 53,974 


26 |FURNITURE & FIXTURE INDUSTRIES 


MEUBLES & ARTICLES D'AMEUBLEMENT 754 20,446 381,900 18,842 642,944 15348 ,073 695,449 
261 |HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 513 12,291 217,919 11,112 386,459 782,140 393,029 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 412 8,826 151,748 8,321 252,661 525,388 271,860 
2612|UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 57 2,228 42,741 1,739 82,641 156,270 71,789 
2619|OTHER HOUSEHOLD FURNITURE INDUSTRY 

AUTRES IND. DES MEUBLES DE MAISON 94% 1,237 23,430 1,052 51,157 100,482 49,380 
264 |OFFICE FURNITURE INDUSTRIES y 

INDUSTRIES DES MEUBLES DE BUREAU 52 3,625 76,281 3,364 104,120 251,359 143,106 
2641|METAL OFFICE FURNITURE INDUSTRY 

IND. DES MEUBLES DE BUREAU EN METAL 17 1,850 37,931 1,783 55,271 133,886 76,892 
2649|OTHER OFFICE FURNITURE INDUSTRIES 

AUTRES IND. DES MEUBLES DE BUREAU 35 1,775 38,350 1,580 48,849 117,473 66,213 
269 |OTHER FURNITURE & FIXTURE INDS. 

AUTRES ARTICLES D'AMEUBLEMENT 189 4,530 87,700 4,367 152,364 314,575 159,315 
2691|BED SPRING & MATTRESS INDUSTRY 

INDUSTRIE DES SOMMIERS & MATELAS 39 551 9,557 616 29,639 51,805 21,752 
2692|HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D’HOTELS & RESTAURANTS 87 3,066 63,323 2,933 98,123 212,141 112,538 


2699|OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D’AMEUBLEMENT NCA 63 913 14,820 818 24,602 50,628 25,025 


TABLE 13. 


TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 
PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 
NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 
PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 

BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 
OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 
FOLDING CARTON & SET-UP BOX IND. 
IND. DES BOITES PLIANTES & RIGIDES 


CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 
PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 
COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 
STATIONERY PAPER PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DE PAPETERIE 
PAPER CONSUMER PRODUCTS INDUSTRY 
PRODUITS DE CONSOMMATION EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS NEC 
AUTRES PRODS, PAPIER TRANSFORME NCA 


PRINTING, PUBLISHING & ALLIED INDS. 
IMPRIMERIE, EDITION & IND. CONNEXES 


COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 
BUSINESS FORMS PRINTING INDUSTRY 
IMPRESSION, FORMULAIRES COMMERCIAUX 
OTHER COMMERCIAL PRINTING INDS. 
AUTRES IND D’ IMPRESSION COMMERCIALE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PUBLISHING INDUSTRIES 

INDUSTRIES DE L’ EDITION 

BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 
OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 
COMBINED PUBLISHING & PRINTING IND. 
L' IMPRESSION & L’' EDITION COMBINEE 
NEWSPAPERS, MAGAZINES & PERIODICALS 
JOURNAUX, REVUES & PERIODIQUES 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


211 


1,420 


855 
59 
796 
261 
261 
234 
48 
186 
70 
56 


QUEBEC 


Employees 


Salariés 


Number 


Nombre 


43,259 


31,652 
2,183 
19,224 


3,287 


Salaries 
and wages 


Traitements 
et salaires 


1,490,701 


1,178,871 
94,275 
727,865 
125,907 

x 

x 

28,389 
28,389 
166,196 


57,543 


86,247 
22,406 
117,245 
39,324 
25,336 
x 

x 


877,811 


447,481 

85,531 
361,950 
102,449 
102,449 
122,563 

46,542 

76,021 
205,317 
195,609 


PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


1987 


Total Activity - Activité totale 


Value of 
shipments 
and other 

revenue 


Cost of 
materials, 
supplies and 
goods for resale 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


604,825 3,631,954 7:651,299| 3,407,304 
579,070 2,628,561 6,021,797 2,809,071 
449,371 310,654 716,661 358,637 
401,159 1,526,666 3,679,968 1,753,774 
63,970 272,051 683,587 345,066 
Xx Xx x x 

X x x x 

6,434 86,637 158,485 59,200 
6,434 86,637 158,485 59,200 
11,450 501,087 787,176 275,616 
2,703 133,516 228,874 95,015 
7,111 284,555 420,407 128,359 
1,636 83,016 137,894 52,243 
7,872 415,669 683,841 263,916 
3,908 143,969 230,598 83,199 
982 65,343 121,511 54,037 

x x x x 

x x x x 
21,653 1,236,275 3,108,947 1,853,761 
15,340 752,936 1,543,697 779,285 
2,183 137,412 305,591 167,539 
13,156 615,025 1,238,106 611,746 
3,126 76,414 250,308 170,665 
3,126 76,414 250,308 170,665 
- 253,729 758,771 504,500 

- 86,868 331,873 244,048 

= 166,861 426,898 260,451 

3,188 153,695 556,171 399,311 
2,815 138,118 516,241 375,450 


2849 


29 


291 
2911 
2912 
2919 
292 
2921 
294 
2941 
295 
2958 


296 
2561 
297 
2971 
299 
2999 


301 

3011 
302 

3021 
3022 
3023 
3029 
303 

3031 
3032 


QUEBEC 


TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Major group and industry 


Groupe et industrie 


OTHER COMBINED PUBLISHING, PRINTING 
AUTRES IMPRESSION-EDITION COMBINEES 


PRIMARY METAL INDUSTRIES 
PREMIERE TRANSFORMATION DES METAUX 


PRIMARY STEEL INDUSTRIES 
INDUSTRIES SIDERURGIQUES 
FERRO-ALLOYS INDUSTRY 
INDUSTRIE DES FERRO-ALLIAGES 
STEEL FOUNDRIES 
FONDERIES D'ACIER 
OTHER PRIMARY STEEL INDUSTRIES 
AUTRES INDUSTRIES SIDERURGIQUES 
STEEL PIPE & TUBE INDUSTRY 
IND. DES TUBES & TUYAUX D'ACIER 
STEEL PIPE & TUBE INDUSTRY 
IND. DES TUBES & TUYAUX D'ACIER 
TRON FOUNDRIES 
FONDERIES DE FER 
IRON FOUNDRIES 
FONDERIES DE FER 
NON-FERROUS SMELTING & REFINING 
FONTE & AFFINAGE,METAUX NON FERREUX 
NON-FERROUS SMELTING,REFCINC. ALUM) 
FONTE & AFF.NON-FERREUX (ALUM.COMP) 


ALUMINUM ROLLING, CASTING, EXTRUDING 
LAMINAGE & MOULAGE DE L’ ALUMINIUM 
ALUMINUM ROLLING, CASTING, EXTRUDING 
LAMINAGE & MOULAGE DE L’ ALUMINIUM 
COPPER ROLLING. CASTING & EXTRUDING 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
COPPER ROLLING, CASTING & EXTRUDING 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 

OTHER METAL ROLLING, CASTING ETC. 
AUTRE LAMINAGE, MOULAGE NON-FERREUX 
OTHER METAL ROLLING, CASTING ETC. 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATED METAL PRODUCT INDUSTRIES 
FABRICATION DE PRODUITS EN METAL 


POWER BOILER & HEAT EXCHANGER IND. 
CHAUDIERES & ECHANGEURS DE CHALEUR 
POWER BOILER & HEAT EXCHANGER IND. 
CHAUDIERES & ECHANGEURS DE CHALEUR 
FABRICATED STRUCTURAL METAL PRODS. 
ELEMENTS DE CHARPENTE EN METAL 
METAL TANKS CHEAVY GAUGE) INDUSTRY 
IND DES RESERVOIRS EN METAL CEPAIS) 
PLATE WORK INDUSTRY 
INDUSTRIE DES TOLES FORTES 
PRE-ENG. METAL BLDGS (EXC PORTABLE) 
BATIMENTS PREFABRIQUES EN METAL 
OTHER FABRICATED STRUCTURAL METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 
ORNAMENTAL & ARCHITECT. METAL PRODS 
PRODUITS D'ARCHITECTURE EN METAL 
METAL DOOR & WINDOW INDUSTRY 
IND. DES PORTES & FENETRES EN METAL 
PREFAB. PORTABLE METAL BUILDING IND 
BATIMENTS PREFAB EN METAL CTRANSP. ) 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


14 


16 
16 


20 
20 


260 


479 


27,020 


6,515 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


9,708 


1,020,157 


240,158 
x 

x 
183,916 
x 

x 
29,103 
29,103 
635,783 


635,783 


71,529 


71,529 


877,107 


27,561 
27,561 
133,581 
28,988 
11,219 
34,370 
59,005 
147,572 
65,155 


5,442 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


373 


421,808 


125,257 


7100 
7,100 
266,329 
266,329 


11,928 
11,928 


59,927 


1,029 
1,029 
10,750 
1,693 
957 
3,323 
4,778 
7,544 
2,749 
331 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 


matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


15,577 


2 5984 ,396 


524,405 
x 

X 

396,079 

x 

x 

52,921 
52,921 
1,534,390 


1,534,390 


541,062 


541,062 


15975 ,807 


53,487 
53,487 
365,539 
57,836 
24,746 
98,531 
184,427 
317,000 
159,506 


7,920 


milliers de dollars 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


39,930 


6,223,122 


1,112,603 
Xx 

x 

848,338 
x 

x 

120,680 
120,680 
3,836,396 


3,836,396 


707,052 
707,052 
x 
x 
114,955 


114,955 


3,810,157 


158,376 
158,376 
666,026 
102,760 

45,684 
178,429 
339,152 
587,183 
275,719 

17,718 


99 


Valeur 
ajoutée 


23,861 


2,766,763 


450,555 


62,690 
62,690 
1,983,306 


1,983,306 


163,514 


163,514 


1,791,293 


114,476 
114,476 
285,322 
39,719 
20,258 
71,797 
153,547 
264,547 
114,646 


9,493 


3039 
304 
3041 
3042 
3049 
305 
3052 
3053) 
3058 


306 


3061 
3062 
3063 
3069 
307 
3071 
308 
3081 
309 


3091 


3092 


3099 


31 


311 
3111 
312 
3121 
319 
3191 


3192 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Major group and industry 


Groupe et industrie 


OTHER ARCHITECTURAL METAL PRODUCTS 
AUTRES PRODUITS D'ARCHITECTURE 
STAMPED, PRESSED & COATED METALS 
EMBOUTISSAGE & MATRICAGE DES METAUX 
CUSTOM COATING OF METAL PRODUCTS 
REVETEMENT DU METAL, SUR COMMANDE 
METAL CLOSURE & CONTAINER INDUSTRY 
RECIPIENTS & FERMETURES EN METAL 
OTHER STAMPED & PRESSED METAL PRODS 
AUTRE EMBOUTISSAGE DES METAUX 
WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 
WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 
INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 
OTHER WIRE PRODCINC.UPHOLST SPRING) 
AUTR PROD EN FILCRESSORT REMB COMP) 
HARDWARE TOOL & CUTLERY INDUSTRIES 
ARTICLES DE QUINCAILLERIE 


BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 
METAL DIES, MOULDS & PATTERNS IND. 
IND. DES MATRICES & MOULES EN METAL 
HAND TOOL & IMPLEMENT INDUSTRY 
INDUSTRIE DES OUTILS & INSTRUMENTS 
OTHER HARDWARE & CUTLERY INDUSTRIES 
AUTRES ARTICLES DE QUINCAILLERIE 
HEATING EQUIPMENT INDUSTRY 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
HEATING EQUIPMENT INDUSTRY 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 

MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 
OTHER METAL FABRICATING INDUSTRIES 
AUTRES IND. DE PRODUITS EN METAL 
METAL PLUMBING FIXTURES & FITTINGS 
GARNITURES DE PLOMBERIE EN METAL 


METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 
OTHER METAL FABRICATING INDS, NEC 
AUTRES IND. DE PRODUITS METAL., NCA 


MACHINERY INDUSTRIES 
INDUSTRIES DE LA MACHINERIE 


AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
OTHER MACHINERY & EQUIPMENT INDS. 
AUTRE MACHINERIE & EQUIPEMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
COMPRESSEURS, POMPES & VENTILATEURS 
CONSTRUCTION & MINING MACHINERY 
MACHINERIE DE CONSTRUCTION & MINES 


establish- 
ments 


Nombre 
d’établis- 
sements 


171 
197 


128 


158 


345 


Em 


ployees 


Salariés 


Number 


Nombre 


2,245 


14,927 


3970 
970 
575 
575 
13,382 
337 
2,970 


Salaries 
and wages 


Traitements 
et salaires 


76,975 
166,980 
22,309 
57,768 
86,903 
114,393 
24,687 
36,795 
52,910 


85,480 


25,072 
27,339 
12,166 
20,904 
25,705 
25,709 
84,173 
84,173 


91,658 


Cost of Value of 
materials, shipments 
supplies and and other 
goods for resale revenue 


Cost of 
fuel and 
electricity 


Coût des 
Coût du matières, des Valeur des 
combus- fournitures et livraisons Valeur 
tible et de des marchandises et autres ajoutée 
l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


4,464 149,574 293,745 140,408 
14,164 532,511 946,967 393,481 
2,964 22,764 69,130 43,402 
5,459 204,503 329,647 114,780 
5,740 305,244 548,190 241,299 
12,380 335,626 583,911 241,073 
3,629 81,262 119,797 38,298 
3,832 105,224 201,455 91,635 
4,918 149,139 262,660 111,141 
3,870 102,279 243,671 140,555 
1,400 40,381 86,468 47,203 
982 18,984 62,324 42,855 
498 19,456 45,641 27,455 
9390 23,458 49,238 23,042 
1,000 46,003 92,978 45,398 
1,000 46,003 92,978 45,398 
4,073 88,633 241,621 151,116 
4,073 88,633 241,621 151,116 
5,117 134,730 289,424 149,325 
x x x x 

x x x x 
3,613 102,440 217,599 111,263 
16,467 780,555 1,523,368 691,753 
1,204 42,467 76,780 33,580 
1,204 42,467 76,780 33,580 
490 31,095 63,157 32,215 
490 31,095 63,157 32,215 
14,774 706,993 1,383,431 625,957 
325 8,935 21,009 12,021 


3,165 223,433 363,639 137,966 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 


of Employees 
establish- TA Cost of Cost of Value of 
ments Salariés aan materials, shipments 
supplies and and other 
goods for resale revenue 


Major group and industry electricity 
— Salaries 


Groupe et industrie and wages aie 


Number Coit des 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3193] SAWMILL & WOODWORKING MACHINERY 


MACHINERIE POUR SCIERIES 20 736 21,651 859 26,096 59,118 28,994 
3194|TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 33 1,336 36,346 2,311 66,179 167,758 94,237 
3199]O0OTHER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 191 8,003 207,077 8,114 382,351 771,907 352,738 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 


INDUSTRIES DU MATERIEL DE TRANSPORT 300 37,656 1,144,345 52,763 2,886,076 5,299,118 2427392 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 58 17,565 589,594 20,449 616,841 2,074,074 1,299,897 
3211)/AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D’AERONEFS 58 17,565 589,594 20,449 816,841 2,074,074 1,299,897 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 5 Xx x x x x x 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 5 x x x x x Xx 
324 |TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 81 x x x x x x 
3241]TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D'AUTOBUS 44 1,133 23,673 2,095 67,078 117,734 51,344 
3242] COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE COMMERCIAL 15 944 21,278 869 77,677 106,550 29,966 
3243] NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE NON COMMERCIAL 19 434 8,896 359 26,599 39,351 13,000 
3244 ]MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES 3 x x x x X x 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 

PIECES & ACCESSOIRES POUR VEHICULES 65 3,333 65,508 4,935 186,527 316,231 126,101 


3251|MOTOR VEHICLE ENGINE & PARTS IND. 


MOTEURS & PIECES DE VEHICULES 5 32 544 53 1,309 2,142 781 
3252|MOTOR VEHICLE WIRING ASSEMBLIES 

ASSEMBLAGES DE CABLES POUR VEHICULE 2 X] + x x x x x 
3253|MOTOR VEHICLE STAMPINGS INDUSTRY 

PIECES EMBOUTIES POUR VEHICULES 5 x x x x x x 
3254¢|MOTOR VEHICLE STEERING & SUSPENSION 

DIRECTION, SUSPENSION POUR VEHICULE 6 220 4,637 825 12,378 28,465 14,906 
3255|MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 10 x x x x x X 
3256|MOTOR VEHICLE PLASTIC PARTS IND. 

PIECES EN PLASTIQUE POUR VEHICULE 10 1,099 21,581 2,040 80,510 118,368 35,899 
3257 |MOTOR VEHICLE FABRIC ACCESSORIES 

ACCESSOIRES, TEXTILE, POUR VEHICULE 4 15 167 14 420 858 423 
3259|O0THER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 23 1,027 20,550 925 51,765 90,632 38,236 
326 |RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 9 x x x x x x 
3261|RAILROAD ROLLING STOCK INDUSTRY , 

IND DU MATERIEL FERROVIAIRE ROULANT 9 x x x x x x 
327 | SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 10 2,776 69,523 5,160 126,494 207,319 27,320 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 10 2,776 89,523 5,160 128,494 207,319 27,320 
328 |BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’EMBARCATIONS 65 1,600 26,920 1,122 85,520 141,114 54,919 
3281|BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 65 1,600 26,920 1,122 85,520 141,114 54,919 
329 |OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 7 x x x x x x 


3299]O0OTHER TRANSPORTATION EQUIPMENT INDS 
AUTRES IND. DU MATERIEL TRANSPORT 7 x x x x x x 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Sy, Cost of 
Salariés 


materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


establish- 
ments 


Cost of 
fuel and 
electricity 


Major group and industry 


Groupe et industrie 


Salaries 
and wages 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Nombre 
d’établis- 
sements 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 
et salaires 


thousands of dollars 


milliers de dollars 


33 ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 373 37,257 1,062,222 40,681 2,148,577 4,234,252 2,082,071 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 17 1,430 29,698 972 57,647 91,367 29,278 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 17 1,430 29,698 972 57,647 91,367 29,278 
332 [MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 7 x x Xx x x x 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 7 Xx x x x x x 
333 |} ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE 75 Xx x xX x x x 
3331|LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 43 2,294 50,673 2,005 125,433 234,375 108,171 
3332|ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT-JOUR 25 470 7,316 298 15,723 28,487 12,496 
3333|ELECTRIC LAMP CBULB & TUBE) IND. 

LAMPES ELECTRIQUES (AMPOULES,TUBES) 7 x x x x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 8 x x x x x x 
3341|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 8 xX x x x x x 
335 {ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 107 x x x x x x 
3351] TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 13 x x x x x x 
3352| ELECTRONIC PARTS & COMPONENTS IND. 

PIECES 2 COMPOSANTES ELECTRONIQUES 47 4,963 149,865 5,843 199,285 445,816 250,441 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 47 8,122 270,388 4,834 422,811 896,472 491,149 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 37 3,283 87,667 1,751 206,576 349,669 141,790 
3361|ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 29 2,301 60,226 1,370 170,006 261,013 87,421 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 8 962 27,441 380 36,570 88,657 54,369 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 71 3,377 88,879 3,601 202,449 399,546 191,294 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 11 1,020 28,590 1,139 76,114 132,635 59,677 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 24 1,919 37,292 1,509 75,166 165,757 83,156 
3379|/OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 36 938 22,998 953 51,169 101,154 48,461 
338 |COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION 14 2,456 73,259 5,167 220,523 406,103 182,999 
3381|COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 14 2,456 73,259 5,167 220,523 406,103 182,999 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 37 x x x x x x 
3391|BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 5 316 7,308 986 24,743 38,924 13,425 
3392|NON-CURRENT CARRYING WIRING DEVICES 

DISPOSITIFS DE CABLAGE SANS COURANT 11 x x x xX x x 
3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 21 1,482 37,673 6,340 105,019 178,511 71,295 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- rl Cost of Value of 
SIC ments Salariés Eee materials, shipments 
Code ù de dlectricit supplies and and other 
Major group and industry : Y | goods for resale revenue 
— Salaries 
— Groupe et industrie and wages — — 
Coût des 
Nombre Coût du matières, des Valeur des 
Code d’établis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 
thousands of dollars 
milliers de dollars 
35 NON-METALLIC MINERAL PRODUCTS INDS. 
PRODUITS MINERAUX NON METALLIQUES 398 14,409 389,809 134, 189 809,324 1,865 ,522 916,590 
351 |CLAY PRODUCTS INDUSTRIES 
INDUSTRIE DES PRODUITS EN ARGILE 14 872 21,030 7,955 16,417 69,494 45,087 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 
PRODUITS EN ARGILE CANADIENNE 4 330 10,136 6,107 7,528 37,359 23,345 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 
PRODUITS EN ARGILE IMPORTEE 10 542 10,894 1,849 8,889 32,135 21,743 
352 |CEMENT INDUSTRY 
INDUSTRIE DU CIMENT 5 1,191 42,740 45,502 55,748 220,414 112,305 
3521|CEMENT INDUSTRY 
INDUSTRIE DU CIMENT 5 1,191 42,740 45,502 55,748 220,414 112,305 
354 |CONCRETE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS EN BETON 101 2,666 67,618 7307 111,062 262,890 147,009 
3541|CONCRETE PIPE INDUSTRY 
INDUSTRIE DES TUYAUX EN BETON 24 831 26,620 3,220 39,090 100,771 60,588 
3542|STRUCTURAL CONCRETE PRODUCTS IND. 
PRODUITS DE CONSTRUCTION EN BETON 13 502 12,860 922 15,129 42,302 26,396 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN BETON 64 1529 28,138 3,225 56,843 119,817 60,025 
355 |READY—MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 127 2,886 78,673 16,494 222,952 416,965 177,973 
3551|READY—MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 127 2,886 78,673 16,494 222,952 416,965 177,973 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 
VERRE & ARTICLES EN VERRE 47 x xX x x x x 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 
VERRE PRIMAIRE, CONTENANTS EN VERRE 6 x x X x x x 
3562|GLASS PRODUCTS CEXCEPT CONTAINERS) 
PRODUITS EN VERRE (SAUF CONTENANTS) 41 1,288 28,854 1,835 89,606 150,520 59,555 
357 |ABRASIVES INDUSTRY 
INDUSTRIE DES ABRASIFS 7 301 8,954 10,329 15,231 42,217 14,638 
3571|ABRASIVES INDUSTRY 
INDUSTRIE DES ABRASIFS 7 301 8,954 10,329 15,231 42,217 19,638 
358 |LIME INDUSTRY 
INDUSTRIE DE LA CHAUX 3 x x x x x x 
3581|LIME INDUSTRY 
INDUSTRIE DE LA CHAUX 3 x x x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 
AUTRES PROD. MINERAUX NON METALL. 94 x x x x x x 
3591|REFRACTORIES INDUSTRY 
INDUSTRIE DES PRODUITS REFRACTAIRES 6 x x X x x x 
3592) ASBESTOS PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS EN AMIANTE 6 223 4,215 1,319 6,039 14,252 6,560 
3593|GYPSUM PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS EN GYPSE 7 445 14,560 7,262 50,811 135,069 77,328 
3594|NON-METAL. MINERAL INSULATING MAT’L 
ISOLANT DE MINERAUX NON METALLIQUES 7 588 19,527 8,611 50,439 100,511 42,371 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 
AUTRES PROD. MINERAUX NON METAL NCA 68 1,280 28,666 5,382 64,392 137,458 69,244 
36 REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 25 1,437 63,561 92,738 3,316,671 3,547,825 120,863 
361 |REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 6 x x x x x x 
3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 
PROD. PETROLIERS CSAUF LUBRIFIANTS) 3 1,103 53,076 88,637 3,211,807 3,394,251 76,576 
3612|LUBRICATING OIL & GREASE INDUSTRY 
HUILES & GRAISSES LUBRIFIANTES 3 x x x x x x 
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Total Activity - Activité totale 


Number 
of Employees 
F == Cost of Value of 
establish- : 4 . 
SIC raser Salariés Vases materials, shipments 
Code . à electricity supplies and and other 
Major group and industry ‘ goods for resale revenue 
= Salaries 
—— Groupe et industrie and wages — Ex 
Number Coût des 
Nombre = Coût du matieres, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


369 |OTHER PETROLEUM & COAL PRODUCTS 


AUTRES PROD. DU PETROLE & CHARBON 19 x x x x x x 
3699|OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 19 x x Xx Xx x x 


37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIES CHIMIQUES 353 25,299 782,815 173,641 3,044,396 5,720,488 2,550,863 
371 | INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 36 3,727 142,958 116,612 804,793 1,306,140 403,880 
3711|INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 25 2,473 95,798 83,101 312,232 677,644 286,761 
3712|INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 11 1,254 47,161 33,511 492,561 628,296 117,118 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 31 x x x x x x 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 1 x x x x x x 
3722| MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 29 378 9,276 974 110,795 137,385 26,110 
3729|OTHER AGRICULTURAL CHEMICAL INDS. 

AUTRES PROD. CHIMIQUES AGRICOLES 1 x Xx x x x x 
373 |PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 26 1,537 52,056 18,250 386,994 642,122 239,543 
3731|PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 26 1,537 52,056 18,250 386,994 642,122 239,543 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 45 7,388 233,670 10,197 714,038 1,666,222 969,902 
3741|PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 45 7,388 233,670 10,197 714,038 1,666,222 969,902 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 35 1,808 50,792 2,525 173,632 285,845 112,034 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 35 1,808 50,792 2,525 173,632 285,845 112,034 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 45 1,440 34,865 2,229 81,392 177,728 94,346 
3761|SO0OAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 45 1,440 34,865 2,229 81,392 177,728 94,346 
377 | TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 32 3,778 96,939 2,303 198,400 534,859 336,309 
3771]TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 32 3,778 96,939 2,903 198,400 534,859 336,309 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 103 x x x x x x 
3791|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 14 311 8,571 528 28,160 50,515 21,418 
3792|ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 8 x Xx x x x x 


3799|OTHER CHEMICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS CHIMIQUES NCA 81 4,390 135,344 18,921 373,261 701,839 303,127 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES 855 x x x x x x 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 139 x x x x x x 
3911|INDICATING & RECORDING INSTRUMENTS + 

INSTRUMENTS D’ INDICATION, ETC. 40 1,516 38,820 1,126 63,492 125,688 57,920 


3912|O0THER INSTRUMENTS, RELATED PRODUCTS 
AUTRES INSTRUMENTS & PROD. CONNEXES 20 460 10,833 236 24,786 61,564 37,016 
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TABLE 13. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 13. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- tr Cost of Cost of Value of 
ments Salariés fuel and materials, shipments 


supplies and and other 


Major group and industry CES ieny goods for resale revenue 


pi Salaries 


Groupe et industrie and wages — — 
Number Coût des 


Nombre = Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3913|CLOCK & WATCH INDUSTRY 


INDUSTRIE DES HORLOGES & MONTRES 8 x x x x x x 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 71 838 16,703 420 33,664 62,247 27,612 
392 |JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 139 1,396 29,516 1,206 51,953 94,424 40,608 
3921|JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 139 1,396 24,516 1,206 51,953 94,424 40,608 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 80 Xx x x x x X 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 59 3,266 56,046 4,133 174,779 300,337 116,902 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 21 x x x x x x 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 139 2,074 43,011 2,299 50,176 133,761 81,735 
3971|]SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 139 2,074 43,011 2,299 50,176 133,761 81,735 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 358 Xx X Xx x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 15 356 5,211 364 13,266 23,762 10,133 
3992|BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 10 764 15,478 1,263 20,160 53,509 31,817 
3993|FLOOR TILE, LINOLEUM, COATED FABRIC 

DALLES, LINOLEUM & TISSUS ENDUITS 6 1,033 30,642 3,530 107,732 170,800 63,843 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 21 545 11,998 494 25,312 71,325 44,645 


3999|OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 306 x Xx Xx x x x 


SIC 
Code 
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TABLE 14. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 14. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS CEXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 
TEA & COFFEE INDUSTRY 


DRY PASTA PRODUCTS INDUSTRY 
POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO INDUSTRY 
TOBACCO PRODUCTS INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 


RUBBER HOSE & BELTING INDUSTRY 
OTHER RUBBER PROD IND CINCL TIRES) 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 
BROAD KNITTED FABRIC INDUSTRY 


TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 

NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 


HOUSEHOLD PRODS OF TEXTILE MATERIAL 
HYGIENE PRODS. OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


MEN'S & BOYS’ 
MEN'S & BOYS' 
MEN'S & BOYS" 
MEN'S & BOYS’ 


COAT INDUSTRY 

SUIT & JACKET IND. 
PANTS INDUSTRY 

SHIRT & UNDERWEAR IND 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES © 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 


INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA CMALT COMP) 
INDUSTRIES DES BOISSONS 

INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 

INDUSTRIES DU TABAC 


INDUSTRIE DU TABAC EN FEUILLES 
INDUSTRIE DES PRODUITS DU TABAC 


IND. DES PRODUITS EN CAOUTCHOUC 


BOYAUX & COURROIES EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 


PRODUITS EN MATIERE PLASTIQUE 


| PROD. EN PLASTIQUE MOUSSE & SOUFFLE 


TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 

IND. DES TISSUS LARGES, A MAILLES 


INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 


ARTICLES DE MAISON EN TEXTILE 
ARTICLES D'HYGIENE EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES -GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES , SOUS-VETEMENTS POUR HOMMES 


Code 


TABLE 14. 


NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
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TABLEAU 14. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


MEN'S & BOYS" CLOTHING CONTRACTORS 
WOMEN'S COAT & JACKET INDUSTRY 
WOMEN’S SPORTSWEAR INDUSTRY 
WOMEN’S DRESS INDUSTRY 

WOMEN’S BLOUSE & SHIRT INDUSTRY 


WOMEN’S CLOTHING CONTRACTORS 
CHILDREN’S CLOTHING INDUSTRY 
SWEATER INDUSTRY 

OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 


HOSIERY INDUSTRY 

FUR GOODS INDUSTRY 

FOUNDATION GARMENT INDUSTRY 

OTHER CLOTHING & APPAREL INDS. NEC 


WOOD INDUSTRIES 


SHINGLE & SHAKE INDUSTRY 

SAWMILL & PLANING MILL PRODUCTS 
HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 
PREFABRICATED WOODEN BUILDINGS IND. 


KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 

WOODEN BOX & PALLET INDUSTRY 

COFFIN & CASKET INDUSTRY 


WOOD PRESERVATION INDUSTRY 
PARTICLE BOARD INDUSTRY 
WAFER BOARD INDUSTRY 

OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 
OTHER OFFICE FURNITURE INDUSTRIES 


BED SPRING & MATTRESS INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 
PAPERBOARD INDUSTRY 
BUILDING BOARD INDUSTRY 
OTHER PAPER INDUSTRIES 


ASPHALT ROOFING INDUSTRY 
FOLDING CARTON & SET-UP BOX IND. 
CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

COATED & TREATED PAPER INDUSTRY 


STATIONERY PAPER PRODUCTS INDUSTRY 
PAPER CONSUMER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
OTHER COMBINED PUBLISHING, PRINTING 


PRIMARY METAL INDUSTRIES 
FERRO-ALLOYS INDUSTRY 


STEEL FOUNDRIES 
OTHER PRIMARY STEEL INDUSTRIES 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


CONFECTION A FORFAIT, HOMMES 
MANTEAUX & VESTES POUR DAMES 
VETEMENTS DE SPORT POUR DAMES 
INDUSTRIE DES ROBES POUR DAMES 
BLOUSES & CHEMISES POUR DAMES 


CONFECTION A FORFAIT, DAMES 

IND. DES VETEMENTS POUR ENFANTS 
INDUSTRIE DES CHANDAILS 

IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 


INDUSTRIE DES BAS & CHAUSSETTES 
INDUSTRIE DES ARTICLES EN FOURRURE 
INDUSTRIE DES VETEMENTS DE BASE 
AUTRES IND. DE L'HABILLEMENT, NCA 


INDUSTRIES DU BOIS 


IND. DU BARDEAU & DU BARDEAU FENDU 
SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 


ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 

INDUSTRIE DES CERCUEILS & BIERES 


IND. DE LA PRESERVATION DU BOIS 
IND. DES PANNEAUX DE PARTICULES 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
AUTRES IND. DES MEUBLES DE BUREAU 


INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D*AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

IND. DES PANNEAUX DE CONSTRUCTION 
AUTRES INDUSTRIES DU PAPIER 


IND. DU PAPIER-TOITURE ASPHALTE 
IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 


INDUSTRIE DES PRODUITS DE PAPETERIE 
PRODUITS DE CONSOMMATION EN PAPIER 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 
INDUSTRIE DES FERRO-ALLIAGES 


FONDERIES D'ACIER 
AUTRES INDUSTRIES SIDERURGIQUES 


SIC 
Code 
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TABLE 14. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 14. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 
ALUMINUM ROLLING, CASTING,EXTRUDING 
COPPER ROLLING, CASTING & EXTRUDING 


OTHER METAL ROLLING, CASTING ETC. 
FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS CEXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 
PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 


OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 
INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 


METAL DIES, MOULDS & PATTERNS IND. 
HAND TOOL & IMPLEMENT INDUSTRY 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 


METAL PLUMBING FIXTURES & FITTINGS 
METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 


TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS IND. 
MOTOR VEHICLE WIRING ASSEMBLIES 
MOTOR VEHICLE STAMPINGS INDUSTRY 
MOTOR VEHICLE STEERING & SUSPENSION 


MOTOR VEHICLE WHEEL & BRAKE IND. 
MOTOR VEHICLE PLASTIC PARTS IND. 
MOTOR VEHICLE FABRIC ACCESSORIES 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
RAILROAD ROLLING STOCK INDUSTRY 


SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 
LIGHTING FIXTURE INDUSTRY 

ELECTRIC LAMP & SHADE INDUSTRY 
ELECTRIC LAMP (BULB & TUBE) IND. 


RECORD PLAYERS,RADIO & TV RECEIVERS 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 
LAMINAGE & MOULAGE DE L* ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 


AUTRE LAMINAGE & MOULAGE DES METAUX 
FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 
BATIMENTS PREFAB EN METAL CTRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 


AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 


IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 


GARNITURES DE PLOMBERIE EN METAL 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 


ROUES & FREINS POUR VEHICULES 
PIECES EN PLASTIQUE POUR VEHICULE 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 


CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 
AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 

GROS APPAREILS (ELECTRIQUES OU NON) 
APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
LAMPES ELECTRIQUES CAMPOULES, TUBES) 


PHONOGRAPHES, RECEPTEURS RADIO & TV 


SIC 
Code 


3351 
3352 
3359 
3361 
3368 


3371 
SET 
3379 
3381 
3391 


3392 
3399 


35 


3511 
3512 
3521 
3541 
3542 


3549. 


3551 
3561 
3562 
3571 


3581 
3591 
3592 
3593 
3594 


3599 
36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
S72e 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3931 
3932 
3971 
3991 
3992 


3993 
3994 
3999 


QUEBEC 
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TABLE 14. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 14. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 


ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
BATTERY INDUSTRY 


NON-CURRENT CARRYING WIRING DEVICES 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


WON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS (EXCEPT CONTAINERS) 

ABRASIVES INDUSTRY 


LIME INDUSTRY 

REFRACTORIES INDUSTRY 

ASBESTOS PRODUCTS INDUSTRY 

GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT'L 


OTHER NON-METAL. MINERAL PRODS. NEC 
REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD (EXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
MIXED FERTILIZER INDUSTRY 

OTHER AGRICULTURAL CHEMICAL INDS. 


PLASTIC & SYNTHETIC RESIN INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 

SOAP & CLEANING COMPOUNDS INDUSTRY 
TOILET PREPARATIONS INDUSTRY 


PRINTING INK INDUSTRY 
ADHESIVES INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
CLOCK & WATCH INDUSTRY 

OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 


SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 

BROOM, BRUSH & MOP INDUSTRY 

BUTTON, BUCKLES & CLOTHES FASTENERS 


FLOOR TILE, LINOLEUM, COATED FABRIC 
MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
- | = | - | + [TOTAL 
199 | 499 | 999 
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INDUSTRIE 


EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 


IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
INDUSTRIE DES ACCUMULATEURS 


DISPOSITIFS DE CABLAGE SANS COURANT 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE (SAUF CONTENANTS) 
INDUSTRIE DES ABRASIFS 


INDUSTRIE DE LA CHAUX 

INDUSTRIE DES PRODUITS REFRACTAIRES 
INDUSTRIE DES PRODUITS EN AMIANTE 
INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 


AUTRES PROD. MINERAUX NON METAL NCA 


25|PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS (SAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 
AUTRES PROD. CHIMIQUES AGRICOLES 


MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES PRODUITS DE TOILETTE 


INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 

IND. DES ATTACHES POUR VETEMENTS 


DALLES, LINOLEUM & TISSUS ENDUITS 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


3351 
3352 
3359 
3361 
3368 


3371 
3372 
3379 
3381 
3391 


3392 
3399 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3592 
3593 
3594 


3599 
36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3931 
3932 
3971 
3991 
3992 


3993 
3994 
3999 
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101 
1011 
1012 
102 
1021 
103 
1031 
1032 
104 


1041 


1049 
105 

1051 
1052 
1053 
106 

1061 
107 

1071 
1072 


108 

1081 
1082 
1083 
109 

1091 
1092 


ONTARIO 


TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 


FOOD INDUSTRIES 
INDUSTRIES DES ALIMENTS 


MEAT & POULTRY PRODUCTS INDUSTRIES 
VIANDE & VOLAILLE, TRANSFORMATION 
MEAT & MEAT PRODUCTS (EXC POULTRY) 
VIANDE SAUF VOLAILLE 
POULTRY PRODUCTS INDUSTRY 
INDUSTRIE DE LA VOLAILLE 
FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 
FISH PRODUCTS INDUSTRY 
TRANSFORMATION DU POISSON 
FRUIT & VEGETABLE INDUSTRIES 
INDUSTRIES DES FRUITS & LEGUMES 
CANNED & PRESERVED FRUIT & VEG. IND 
CONSERVERIES DE FRUITS & LEGUMES 
FROZEN FRUIT & VEGETABLE INDUSTRY 
IND. DES FRUITS & LEGUMES CONGELES 
DAIRY PRODUCTS INDUSTRIES 
INDUSTRIES LAITIERES 
FLUID MILK INDUSTRY 
INDUSTRIE DU LAIT DE CONSOMMATION 


OTHER DAIRY PRODUCTS INDUSTRIES 
AUTRES PRODUITS LAITIERS 

FLOUR, CEREAL FOOD & FEED INDS. 
FARINE, CEREALES, ALIMENTS A BETAIL 
CEREAL GRAIN FLOUR INDUSTRY 
MEUNERIES 

PREPARED FLOUR MIXES & CEREAL FOODS 
MELANGE DE FARINE,CEREALES DE TABLE 
FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 
VEGETABLE OIL MILLS (EXC CORN OIL) 
HUILES VEGETALES (SAUF DE MAIS) 
VEGETABLE OIL MILLS (EXC CORN OIL) 
HUILES VEGETALES (SAUF DE MAIS) 
BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 
BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 

BREAD & OTHER BAKERY PRODUCTS IND. 
PAIN & AUTRES PROD. DE BOULANGERIE 


SUGAR & SUGAR CONFECTIONERY INDS. 
SUCRE & CONFISERIES 
CANE & BEET SUGAR INDUSTRY 
SUCRE DE CANNE & DE BETTERAVE 
CHEWING GUM INDUSTRY 
INDUSTRIE DE LA GOMME A MACHER 
SUGAR & CHOCOLATE CONFECTIONS IND. 
CONFISERIES & CHOCOLAT 
OTHER FOOD PRODUCTS INDUSTRIES 
AUTRES PRODUITS ALIMENTAIRES 
TEA & COFFEE INDUSTRY 
INDUSTRIE DU THE & DU CAFE 
DRY PASTA PRODUCTS INDUSTRY 
INDUSTRIE DES PATES SECHES 


Number 
of 
establish- 

ments 


Nombre 
d’établis- 
sements 


15,109 


1,012 


234 
198 


133 


192 


11 
11 


113 


Total Activity - Activité totale 


Em 


Number 


Nombre 


956,400 


75,304 


16,837 
11,811 


5,026 


ployees 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


27,488 , 737 


2,064,884 


446,286 
336,150 
110,136 
x 

x 
239,878 
209,985 
29,893 
228,354 


131,674 


96,6680 
222,269 
42,612 
91,236 
88,421 
11,912 
11,912 
293,474 
95,025 
198,449 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l'électricité 


3,007,220 


223,267 


38,563 
28,638 
9,925 
x 

Xx 
23,536 
20,358 
3,178 
30,720 


14,182 


16,538 
30,261 
5,352 
6,866 
18,043 
8,462 
8,462 
19,863 
4,991 
15,372 


x 

x 

x 
8,163 
56,428 
2,398 
1,221 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 


matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


109,362,283 


11,243,901 


3,055,351 
2,978,327 
577,024 

x 

x 
1,028,925 
848,298 
180,627 
2,290,184 


1,077,610 


1,162,574 
1,912,408 
371,344 
294,188 
746,876 
377,313 
377,313 
784,610 
322,555 


462,055 


x 

Xx 

x 

289,163 
1,819,333 
223,779 


143,370 


milliers de dollars 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


174,700,261 


1750135933 


4,043,633 
3,237,259 
806,373 

x 

x 
1,846,139 
1,513,632 
332,506 
2,885 ,887 


1,936,862 


1,499,026 
2,075,264 
449,447 
650,383 
975,435 
421,015 
421,015 
1,431,895 
561,177 


870,718 


x 

x 

x 

544,023 
3,264,233 
360,271 


230,371 


Valeur 
ajoutée 


62,452,655 


5,599,371 


957,917 
730,270 
227,647 

x 

x 
606,919 
656,439 
150,479 
613,930 


345,989 


267,941 
643,472 
73,162 
357,559 
212,750 
34,307 
34,307 
626,997 
233,344 


393,653 


x 

x 

X 
254,329 
1,400,298 
135,495 


86,997 


114 


TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activite totale 


Employees 


ONTARIO 


1987 


1987 


: Cost of Value of 
sic pe Salariés Fa materials, shipments 
Code 3 : RS supplies and and other 
Major group and industry erect goods for resale revenue 
a’ Salaries 
— Groupe et industrie and wages — re — 
: Number Coût des 
Nombre = Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 


destinées à la recettes 


revente 


l'électricité 


et salaires 


thousands of dollars 


milliers de dollars 


1093|POTATO CHIP, PRETZEL & POPCORN IND. 


CROUSTILLES, BRETZELS, MAIS SOUFFLE 11 2,385 65,095 5,344 84,062 245,508 156,030 
1098|OTHER FOOD PROD IND NECCINCL MALT) 

AUTRES PRODS ALIMEN NCA (MALT COMP) 121 9,956 288,742 47,465 1,368,123 2,428,082 1,021,776 
11 BEVERAGE INDUSTRIES 

INDUSTRIES DES BOISSONS 97 11,782 424,278 36,414 1,425,201 2,935,129 1,460,591 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 53 4,108 127,678 10,109 760,831 1,196,082 373,962 
1111]SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 53 4,108 127,678 10,109 760,831 1,146,082 373,962 
112 |DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 13 2,531 102,482 3,814 160,859 495,076 305,830 
1121|DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 13 2,531 102,482 3,814 160,859 495,076 305,830 
113 |BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 15 4,364 170,444 14,605 450,542 1,180,198 716,246 
1131]BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 15 4,364 170,494 14,605 450,542 1,180,198 716,246 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 16 779 23,673 1,887 52,969 113,773 64,553 
1141]WINE INDUSTRY 

INDUSTRIE DU VIN 16 779 23,673 1,887 52,969 113,773 64,553 
12 TOBACCO PRODUCTS INDUSTRIES 

INDUSTRIES DU TABAC 12 x x x x x x 
121 |LEAF TOBACCO INDUSTRY 

INDUSTRIE DU TABAC EN FEUILLES 7 503 14,541 1,711 245,502 331,333 14,367 
1211ILEAF TOBACCO INDUSTRY 

INDUSTRIE DU TABAC EN FEUILLES 7 503 14,541 1,711 245,502 331,333 14,367 
122 |TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC 5 x x x x Xx Xx 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC 5 x x x x Xx Xx 
15 RUBBER PRODUCTS INDUSTRIES 

IND. DES PRODUITS EN CAOUTCHOUC 88 13,588 409,580 39,004 1,284,404 2,238,246 912,784 
152 |RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 14 x x x x x x 
1521|RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 14 x x x x x X 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 74 x x x x x x 
1598|OTHER RUBBER PROD IND CINCL TIRES) 

AUTRES PROD EN CAOUTCH CPNEUS COMP) 74 x x x x x x 
16 PLASTIC PRODUCTS INDUSTRIES 

PRODUITS EN MATIERE PLASTIQUE 555 25,772 583,750 62,736 2,020,126 3449 ,036 1,393,790 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 47 2,096 45,214 7,155 151,131 266,834 112,509 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 47 2,096 45,214 7,155 151,131 266,834 112,509 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 36 1,940 449,759 6,299 228,930 366,865 137,789 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 36 1,940 44,759 6,299 228,930 366,865 137,789 


163 
1631 
169 
1691 
1699 


17 


171 

1711 
1712 
1713 
1719 


18 


181 
1811 
182 
1821 
1829 
183 
1831 


19 


191 
1911 
192 
1921 
193 
1931 
199 
1991 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 


of Employees 
establish- sert Cost of Value of 
ments Salariés te materials, shipments 
À i rae supplies and and other 
Major group and industry stectrety goes 166 resale revenue 


Salaries 
and wages 


Groupe et industrie 


Number Coit des 


Nombre oe Coût du matiéres, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


PLASTIC FILM & SHEETING INDUSTRY 


PELLICULES & FEUILLES PLASTIQUES 30 3,484 107,568 12,337 562,469 841,570 265,422 
PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 30 3,484 107,568 12,337 562,469 841,570 265,422 
OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 442 18,252 386,209 36,946 1,077,596 1,973,766 876,071 
PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 50 2,675 67,209 6,674 225,664 393,280 166,352 
OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 392 15,577 319,000 30,272 851,932 1,580,486 711,719 


LEATHER & ALLIED PRODUCTS INDS. 


IND. DU CUIR & PRODUITS CONNEXES 153 12,291 219,419 8,453 473,506 859,212 377,111 
LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 153 12,291 219,419 8,453 473,506 659,212 377,111 
LEATHER TANNERIES 

TANNERIES 14 628 19,037 2,312 90,637 130,729 34,686 
FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 82 9,625 173,760 4,818 331,499 629,755 298,175 
LUGGAGE, PURSE & HANDBAG INDUSTRY 

VALISES, BOURSES & SACS A MAIN 28 1,206 18,315 813 33,986 67,002 30,489 
OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 29 632 8,308 511 17,384 31,726 13,761 


PRIMARY TEXTILE INDUSTRIES 


TEXTILES DE PREMIERE TRANSFORMATION 71 10,765 300,139 49,346 785, 140 1,596,640 763,077 
MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 16 4,719 163,922 33,971 501,133 1,004,544 465,764 
MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 16 4,719 163,922 33,971 501,133 1,004,544 465,764 
SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 41 x] ee x x Xx x x 
WOOL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 9 x x Xx x x x 
OTHER SPUN YARN & WOVEN CLOTH INDS. 

AUTRES FILES & TISSUS TISSES 32 x x x xX x x 
BROAD KNITTED FABRIC INDUSTRY 

IND. DES TISSUS LARGES, A MAILLES 14 x x Xx x x x 
BROAD KNITTED FABRIC INDUSTRY 

IND. DES TISSUS LARGES, A MAILLES 14 xX x Xx x x x 


TEXTILE PRODUCTS INDUSTRIES 


INDUSTRIES DES PRODUITS TEXTILES 328 14,983 304,147 27,682 950,110 1,583,338 623,365 
NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE ° 10 630 14,722 1,685 36,458 63,152 24,976 
NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 10 630 14,722 1,685 36,458 63,152 24,976 
CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 20 x x X Xx x x 
CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 20 x x x Xx x x 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 61 1,085 16,834 811 35,029 64,167 28,406 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 61 1,085 16,834 811 35,029 64,167 28,406 
OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 237 x x Xx x x x 


NARROW FABRIC INDUSTRY 
INDUSTRIE DES TISSUS ETROITS 16 x x x x x x 


1992 
1993 
1994 


1998 


24 


243 
2431 
2432 
2433 
2434 
2435 
244 

2441 
2442 


2443 


2444 
2445 
245 

2451 
249 

2491 
2492 
2493 
2494 


2495 


2496 
2499 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


CONTRACT TEXTILE DYEING & FINISHING 
TEINTURE & FINISSAGE, PROD TEXTILES 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
ARTICLES DE MAISON EN TEXTILE 
HYGIENE PRODS. OF TEXTILE MATERIAL 
ARTICLES D'HYGIENE EN TEXTILE 

OTHER TEXTILE PROD CINCL TIRE CORD) 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


CLOTHING INDUSTRIES 
INDUSTRIES DE L'HABILLEMENT 


MEN'S & BOYS’ CLOTHING INDUSTRIES 
VETEMENTS POUR HOMMES & GARCONNETS 
MEN’S & BOYS’ COAT INDUSTRY 
MANTEAUX POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ SUIT & JACKET IND. 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
MEN'S & BOYS’ PANTS INDUSTRY 
PANTALONS POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ SHIRT & UNDERWEAR IND 
CHEMISES, SOUS-VETEMENTS POUR HOMMES 
MEN'S & BOYS’ CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, HOMMES 
WOMEN’S CLOTHING INDUSTRIES 
INDUSTRIES DES VETEMENTS POUR DAMES 
WOMEN’S COAT & JACKET INDUSTRY 
MANTEAUX & VESTES POUR DAMES 
WOMEN’S SPORTSWEAR INDUSTRY 
VETEMENTS DE SPORT POUR DAMES 
WOMEN’S DRESS INDUSTRY 
INDUSTRIE DES ROBES POUR DAMES 


WOMEN’S BLOUSE & SHIRT INDUSTRY 
BLOUSES & CHEMISES POUR DAMES 
WOMEN’S CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, DAMES 
CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 
CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 
OTHER CLOTHING & APPAREL INDUSTRIES 
AUTRES INDUSTRIES DE L'HABILLEMENT 
SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 
OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 
GLOVE INDUSTRY 

INDUSTRIE DES GANTS 

HOSIERY INDUSTRY 

INDUSTRIE DES BAS & CHAUSSETTES 
FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 


FOUNDATION GARMENT INDUSTRY 
INDUSTRIE DES VETEMENTS DE BASE 
OTHER CLOTHING & APPAREL INDS. NEC 
AUTRES IND. DE L'HABILLEMENT, NCA 


establish- 
ments 


Nombre 
d’établis- 
sements 


32 
87 
11 
91 


564 


137 


165 


232 


71 


Total Activity - Activité totale 


Employees 


ai Cost of Value of 
sel ie award materials, shipments 
electricity supplies and and other 


goods for resale revenue 


Salaries 
and wages 


Number Coût des 


— Coût du matières, des Valeur des 
Nombre combus- fournitures et livraisons Valeur 
Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


920 20,227 4,228 23,072 57,015 29,716 
3,286 59,059 3,318 142,849 253,965 107,667 
1,677 42,807 2,338 115,443 230,072 113,081 
3,819 67,991 4,979 179,438 306,832 125,800 

33,504 560,924 14,464 961,320 2,004,770 1,051,694 
12,777 218,441 5,739 422,488 832,051 427,397 
1,229 19,527 287 30,991 61,620 31,138 
2,565 40,726 854 75,528 144,398 74,680 
3,256 60,456 1,339 105,318 229,113 130,194 
4,773 83,425 2,994 203,741 369,577 171,217 

954 14,307 265 6,910 27,343 20,168 

8,176 132,983 2,438 189,871 424,292 234,498 

x x x x x x 
3,269 52,097 981 78,686 169,772 91,330 
1,406 25,073 440 40,895 85,845 44,602 
X x x x x x 
1,785 24,128 580 6,582 44,838 37,675 
1,642 25,555 662 33,634 73,277 39,119 
1,642 25,555 662 33,634 73,277 39,119 
10,909 183,945 5,625 315,327 675,150 350,680 
1,687 29,743 970 37,787 89,240 50,142 
2,124 35,642 769 77,520 141,141 62,639 
264 4,519 62 8,395 19,769 11,312 

x x 2,254 57,543 122,658 61,944 

653 12,507 235 39,508 66,634 26,891 
1,256 23,635 336 27,430 87,318 59,046 


x x 1,000 67,144 148,389 78,707 


261 
2611 
2612 
2619 
264 
2641 
2649 
269 
2691 


TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


WOOD INDUSTRIES 
INDUSTRIES DU BOIS 


SAWMILLS, PLANING & SHINGLE MILLS 
SCIERIES, RABOTAGE & BARDEAUX 
SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 
SAWMILL & PLANING MILL PRODUCTS 
SCIERIES & ATELIERS DE RABOTAGE 
VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 
HARDWOOD VENEER & PLYWOOD IND. 
PLACAGES & CONTREPLAQUES FEUILLUS 
SASH, DOOR & OTHER MILLWORK INDS. 
PORTES, CHASSIS, AUTRES BOIS OUVRES 
PREFABRICATED WOODEN BUILDINGS IND. 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
KITCHEN CABINETS, BATHROOM VANITIES 
ARMOIRES DE CUISINE & SALLE DE BAIN 
WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 


WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
OTHER WOOD INDUSTRIES 
AUTRES INDUSTRIES DU BOIS 
WOOD PRESERVATION INDUSTRY 
IND. DE LA PRESERVATION DU 
PARTICLE BOARD INDUSTRY 
IND. DES PANNEAUX DE PARTICULES 
WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 
OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 


BOIS 


FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D'AMEUBLEMENT 


HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 
IND. DES MEUBLES DE MAISON EN BOIS 

UPHOLSTERED HOUSEHOLD FURNITURE 
MEUBLES DE MAISON REMBOURRES 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
AUTRES IND. DES MEUBLES DE MAISON 
OFFICE FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE BUREAU 
METAL OFFICE FURNITURE INDUSTRY 
IND. DES MEUBLES DE BUREAU EN METAL 
OTHER OFFICE FURNITURE INDUSTRIES 
AUTRES IND. DES MEUBLES DE BUREAU 
OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D’ AMEUBLEMENT 
BED SPRING & MATTRESS INDUSTRY 
INDUSTRIE DES SOMMIERS & MATELAS 


establish- 
ments 


Nombre 
d’établis- 
sements 


416 


202 


116 


727 


361 
239 
77 
45 
93 
48 
45 
273 
31 
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1987 
1987 


Total Activity - Activité totale 


Employees 


Salariés 


Number 


Nombre 


Salaries 
and wages 


Traitements 
et salaires 


653,090 


x 

x 
202,220 
48,091 
48,091 
299,661 
22,290 
96,660 
93,155 


67,556 


31,562 
31,562 


x 


700, 183 


263,031 
116,848 
111,783 

34,401 
186,408 
104,929 

61,479 
250,744 


37,846 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 
recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


66,319 1,606,229 2,838 ,455 1,164,674 
X x x x 

Xx x Xx x 
31,180 525,094 867,672 298,089 
6,072 95,6822 179,846 79,115 
6,072 95,822 179,846 79,115 
12,754 681,854 1,270,104 582,851 
564 87,770 148,382 60,865 
3,552 147,537 328,535 178,414 
4,394 248,296 445,391 198,121 
4,244 198,251 347,797 145,450 
2,280 73,525 132,282 56,584 
2,280 73,525 132,282 56,584 
Xx x x x 

Xx X | x x 

Xx x x Xx 
1,290 74,217 96,275 24,084 
5,038 68,058 118,332 46,447 
6,088 51,146 38,056 39,975 
x x x x 
29,752 1,316,370 2,610,052 1,271,383 
10,966 470,387 898,880 423,999 
6,157 174,373 355,080 179,163 
3,242 230,139 419,915 188,510 
1,567 65,875 123,886 56,327 
8,359 376,178 799,532 417,283 
4,360 223,430 456,689 231,972 
3,999 152,749 342,843 185,311 
10,426 469,805 911,640 430,100 
1,795 123,060 201,142 76,086 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


—— Cost of 


. Value of 
Salariés Cost of materials, 


establish- é 
shipments 


ments 


Major group and industry 


Groupe et industrie 


2692|HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D’ HOTELS & RESTAURANTS 
2699|OTHER FURNITURE & FIXTURE INDS. NEC 


AUTRES ARTICLES D'AMEUBLEMENT NCA 


27 |PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


271 |PULP & PAPER INDUSTRIES 
INDUSTRIES DES PATES & PAPIERS 
2711|PULP INDUSTRY 


INDUSTRIE DES PATES A PAPIER 
2712|NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 
2713|PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 


2714| BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 
2719|}OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 
272 |ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
2721|ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 
2731|FOLDING CARTON & SET-UP BOX IND. 


IND. DES BOITES PLIANTES & RIGIDES 
2732) CORRUGATED BOX INDUSTRY 
IND. DES BOITES EN CARTON ONDULE 

2733|PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 
COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 
STATIONERY PAPER PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DE PAPETERIE 
2793|PAPER CONSUMER PRODUCTS INDUSTRY 
PRODUITS DE CONSOMMATION EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS NEC 
AUTRES PRODS, PAPIER TRANSFORME NCA 


279 
2791 


2792 


2799 


28 |PRINTING, PUBLISHING & ALLIED INDS. 
IMPRIMERIE, EDITION & IND. CONNEXES 


281 |COMMERCIAL PRINTING INDUSTRIES 
IND. DE L’ IMPRESSION COMMERCIALE 
2811|BUSINESS FORMS PRINTING INDUSTRY 


IMPRESSION, FORMULAIRES COMMERCIAUX 
2819|OTHER COMMERCIAL PRINTING INDS. 
AUTRES IND D’ IMPRESSION COMMERCIALE 


282 |PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
2821|PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
283 |PUBLISHING INDUSTRIES 
INDUSTRIES DE L’ EDITION 
2831|BOOK PUBLISHING INDUSTRY 


INDUSTRIE DE L'EDITION DU LIVRE 
2839|OTHER PUBLISHING INDUSTRIES 
AUTRES INDUSTRIES D’ EDITION 


Nombre 
d’établis- 
sements 


156 
86 


11 


10 


143 


2,233 


1,244 
69 
1,175 
494 
494 
361 
72 
289 


Number 


Nombre 


6,849 


3,372 


42,316 


19,873 
3,357 
8,962 


2,630 


Salaries 
and wages 


Traitements 
et salaires 


152,217 


60,681 


1,364,278 


747,588 
125,540 
348,143 
93,538 
x 

x 
18,258 
18,258 
300,118 


121,601 


165,787 
12,730 
298,314 
56,277 
69,532 
51,546 


120,960 


1,848,053 


855,697 
141,518 
714,180 
247,555 
247,555 
238,331 

99,866 


138,465 


fuel and i 
a supplies and 
electricity goods for resale 


Cott des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l’électricité 


thousands of dollars 


milliers de dollars 


5,727 248,888 
2,903 97,857 
393,658 3,788,281 
350,136 1,841,332 
63,380 392,875 
169,559 669,026 
60,458 204,672 
x x 

x x 

5,899 146,378 
5,899 146,378 
18,104 878,295 
5,289 284,635 
12,240 563,889 
576 CENT | 
19,518 922,276 
4,122 178,326 
2,658 187,310 
2,133 190,875 
10,605 365,766 
46,404 2,409,440 
29,256 1,382,461 
2,740 220,102 
26,516 1,162,359 
7,314 218,941 
7,314 218,941 
_ 400,428 

= 162,769 

_ 237,659 


and other 
revenue 


Valeur des 
livraisons 
et autres 

recettes 


492,622 
217,876 


75478 ,836 


4,298,008 
944,065 
1,808,450 
549,208 

x 

x 

252,917 
252,917 
1,909,693 


504,385 


857,754 
47,554 
1,518,218 
314,957 
313,126 
280,201 
609,934 


6,228 ,539 


2,952,013 
520,083 
2,431,930 
626,952 
626,952 
1,057,681 
474,563 


583,117 


Valeur 
ajoutée 


236,929 
117,086 


3,289,695 


2,090,655 
480,674 
963,942 
284,637 

x 
x 
104,020 
104,020 
515,619 
215,374 


283,054 

17,191 
579,401 
138,291 
120,471 

82,473 
238,166 


3,763,480 


1,529,798 
301,750 
1,228,048 
401,332 
401,332 
659,437 
314,189 
345,249 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Number 
of 


establish- oR Cost of Value of 
SIC ments Salariés A SEE materials, shipments 
Code L 5 echo supplies and and other 
Major group and industry : Y | goods for resale revenue 
— Salaries 
— Groupe et industrie and wages — 
Number Coût des 
Nombre == Coût du matières, des Valeur des 
Code d’établis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité | destinées à la recettes 
revente 
thousands of dollars 
milliers de dollars 

284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L'EDITION COMBINEE 184 16,072 506,469 9,834 407,610 1,591,894 1,172,912 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 169 15,344 489,085 9,391 387,835 1,536,146 1,137,624 
2849|OTHER COMBINED PUBLISHING, PRINTING 

AUTRES IMPRESSION-EDITION COMBINEES 15 728 17,384 4493 19,775 55,748 35,289 
29 PRIMARY METAL INDUSTRIES 

PREMIERE TRANSFORMATION DES METAUX 216 62,230 2,325,932 508 ,951 5,731,198 10,707,854 4,407,881 
291 |PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 28 35,784 1,923,896 304,988 3,582,598 6,636,196 2,708,225 
2911|FERRO-ALLOYS INDUSTRY 

INDUSTRIE DES FERRO-ALLIAGES 1 x x x x x x 
2912|STEEL FOUNDRIES 

FONDERIES D'ACIER 12 x x x x x x 
2919|OTHER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 15 34,623 1,386,313 300,211 3,533,662 6,535,141 2,659,601 
292 |STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 18 3,496 120,446 15,965 506,497 761,411 230,280 
2921|STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 18 3,496 120,446 15,965 506,497 761,411 230,280 
294 |IRON FOUNDRIES 

FONDERIES DE FER G1 5,398 187 ,387 33,312 251,356 656,219 368,067 
2941|IRON FOUNDRIES 

FONDERIES DE FER 41 5,398 187,387 33,312 251,356 656,219 368,067 
295 |NON—FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 11 6,840 250,749 101,661 135,261 596,450 361,465 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 11 6,840 250,749 101,661 135,261 596,450 361,465 
296 |ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L'ALUMINIUM 32 3,384 127,082 19,981 561,808 878,524 292,187 
2961|ALUMINUM ROLLING, CASTING ,EXTRUDING 

LAMINAGE & MOULAGE DE L'ALUMINIUM 32 3,364 127,082 19,981 561,808 878,524 292,187 
297 |COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 25 1,933 57,818 9,452 231,397 327,863 87,370 
2971|COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 25 1,933 57,818 9,452 231,397 327,863 87,370 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 61 5,395 158,553 23,591 462,281 851,190 360,288 
2999|OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 61 5,395 158,553 23,591 462,281 851,190 360,288 
30 FABRICATED METAL PRODUCT INDUSTRIES 

FABRICATION DE PRODUITS EN METAL 2,850 94,119 2,392,174 153,990 6,084,492 11,235,012 5,006,824 
301 [POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 29 3,368 111,223 3,336 170,645 464,761 280,253 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 29 3,368 111,223 3,336 170,645 464,761 280,253 
302 |FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 178 8,250 222,900 10,862 548,692 1,105,074 550,306 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 35 1,449 33,592 1,749 72,210 143,697 72,332 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 27 904 24,871 2,92e 77,983 131,061 52,345 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 17 1,308 35,208 1,682 106,801 190,123 80,534 
3029|/OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 99 4,589 129,229 5,108 291,698 640,193 345,096 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 293 9,520 205,392 10,995 494,562 896,261 395,343 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 


of Employees 
: = Cost of Value of 
establish- Te ; 
aos Salariés ele | materials, shipments 


ments 
i seta supplies and and other 
LS de ee goods for resale revenue 


— Salaries 
Groupe et industrie and wages = 


Number Coût des 
Nombre = Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3031|METAL DOOR & WINDOW INDUSTRY 


IND. DES PORTES & FENETRES EN METAL 131 5,386 114,045 6,215 295,458 506,250 207,482 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 6 208 3,328 365 20,488 30,259 11,714 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 156 3,926 88,019 4,415 178,616 359,752 176,146 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 517 23,424 585,737 50,883 2,507,593 3,929,424 1,368,335 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 178 7,766 172,338 29,917 338,890 705,846 341,493 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 46 5,115 151,984 11,592 440,117 843,422 375,490 
3049/OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 293 10,543 261,415 14,374 1,728,586 2,380,156 651,352 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 180 9,077 243,524 22,465 653,856 1,155,052 481,821 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 19 1,961 61,791 8,955 258,312 397,076 128,172 
3053|INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 80 3,911 99,134 7,446 173,735 366,259 186,466 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 81 3,205 82,599 6,064 221,809 391,716 167,183 
306 |HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 630 16,960 448,158 18,749 581,644 1,418,506 814,584 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 38 2,717 63,160 3,409 147,209 291,056 141,101 
3062|METAL DIES, MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL 427 9,632 271,055 9,612 236,709 673,773 429,903 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS 40 1,368 34,341 1,750 76,976 163,029 62,586 
3069|OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 125 3,293 73,603 3,978 120,751 284,648 160,994 
307 |HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 82 3,746 82,137 3,604 219,707 393,670 168,343 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 82 3,746 82,137 3,604 219,707 393,670 168,343 
308 |MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 652 9,096 212,299 9,074 226,815 556,718 318,780 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 652 9,096 212,299 9,074 226,815 556,718 318,780 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 294 10,678 280,803 24,022 680,978 1,315,547 629,059 
3091]METAL PLUMBING FIXTURES & FITTINGS 

GARNITURES DE PLOMBERIE EN METAL 23 2,026 49,4995 3,349 107,427 248,462 138,764 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 22 1,028 26,161 1,062 83,287 165,016 85,884 
3099]OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 249 7,624 205,147 19,611 490,263 902,069 404,910 


31 |MACHINERY INDUSTRIES 


INDUSTRIES DE LA MACHINERIE 926 49,473 1,329,315 62,427 3, 747,788 6,501,754| 2,626,044 
311 | AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 76 4,923 134,085 10,734 271,268 460,721 174,268 
3111/AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 76 4,423 134,085 10,734 271,268 460,721 174,268 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 30 2,547 60,362 2,660 207,813 343,296 132,859 
3121|COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 30 2,547 60,362 2,660 207,813 343,296 132,859 


319 |OTHER MACHINERY & EQUIPMENT INDS. 
AUTRE MACHINERIE & EQUIPEMENT 820 42,503 1,134,868 49,033 3,268,707 5,697,737 2,318,917 


3191 
3192 
3193 
3194 


3199 


32 


321 

3211 
323 

3231 
324 

3241 
3242 
3243 
325 : 
3251 


3252 
3253 
3254 
3255 
3256 
3257 
3259 
326 

3261 
327 


3271 
328 
3281 
329 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activité totale 


Major group and industry 


Groupe et industrie 


COMPRESSORS PUMPS & INDUSTRIAL FANS 
COMPRESSEURS, POMPES & VENTILATEURS 
CONSTRUCTION & MINING MACHINERY 
MACHINERIE DE CONSTRUCTION & MINES 
SAWMILL & WOODWORKING MACHINERY 
MACHINERIE POUR SCIERIES 

TURBINE & POWER TRANSMISSION EQUIP. 
TURBINES & MATERIEL DE TRANSMISSION 
OTHER MACHINERY & EQUIPMENT, NEC 
AUTRE MACHINERIE & EQUIPEMENT NCA 


TRANSPORTATION EQUIPMENT INDUSTRIES 
INDUSTRIES DU MATERIEL DE TRANSPORT 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D'AERONEFS & PIECES D'AERONEFS 
AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D'AERONEFS & PIECES D'AERONEFS 
MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 
MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 
TRUCK & BUS BODY & TRAILER INDS. 
CARROSSERIES DE CAMIONS & REMORQUES 
TRUCK & BUS BODY INDUSTRY 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
COMMERCIAL TRAILER INDUSTRY 
REMORQUES D'USAGE COMMERCIAL 
NON—-COMMERCIAL TRAILER INDUSTRY 
REMORQUES D’' USAGE NON COMMERCIAL 
MOTOR VEHICLE PARTS & ACCESSORIES 
PIECES & ACCESSOIRES POUR VEHICULES 
MOTOR VEHICLE ENGINE & PARTS IND. 
MOTEURS & PIECES DE VEHICULES 


MOTOR VEHICLE WIRING ASSEMBLIES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
MOTOR VEHICLE STAMPINGS INDUSTRY 
PIECES EMBOUTIES POUR VEHICULES 
MOTOR VEHICLE STEERING & SUSPENSION 
DIRECTION, SUSPENSION POUR VEHICULE 
MOTOR VEHICLE WHEEL & BRAKE IND. 
ROUES & FREINS POUR VEHICULES 
MOTOR VEHICLE PLASTIC PARTS IND. 
PIECES EN PLASTIQUE POUR VEHICULE 
MOTOR VEHICLE FABRIC ACCESSORIES 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
AUTRES PIECES & ACC. POUR VEHICLE 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 
SHIPBUILDING & REPAIR INDUSTRY 
CONSTRUCTION, REPARATION DE NAVIRE 


SHIPBUILDING & REPAIR INDUSTRY 
CONSTRUCTION, REPARATION DE NAVIRE 
BOATBUILDING & REPAIR INDUSTRY 
CONSTRUCTION D'EMBARCATIONS 
BOATBUILDING & REPAIR INDUSTRY 
CONSTRUCTION D'EMBARCATIONS 

OTHER TRANSPORTATION EQUIPMENT INDS 
AUTRES IND. DU MATERIEL TRANSPORT 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


72 
222 
13 
63 
450 


740 


106 


4193 


137 


Em 


Number 


Nombre 


2,843 
14,241 
377 
4,858 


20,184 


158,781 


17,255 
17,255 
44,370 
44,370 
6,201 
1,911 
2,941 
1,349 
83,710 


15,792 


ployees 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


76,224 


384,532 
8,620 
139,225 


526,267 


B,309,307 


586,729 
586,729 
1,849,987 
1,849,987 
158,588 
47,213 
81,652 
29,723 
2,491,577 


594,076 


; x 
367,641 

x 

191,871 
244,844 
195,106 
644,112 
164,333 


164,333 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l'électricité 


3,200 
14,476 
705 
5,218 


25,434 


291,127 


12,441 
12,441 
89,923 
89,923 
5,950 
1,927 
3,218 
805 
172,891 


51,832 


x 


26,790 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 


destinées à la 
revente 


193,620 
1,294,390 
22,227 
225,223 


1,533,246 


41,688,657 


688,820 
688,820 
32,778,794 
32,778,794 
593,194 
144,598 
301,081 
147,515 
7,002,879 


2,047,622 


1,136,529 


491,110 
605,321 
523,598 
1,699,661 
458,490 
458,490 


des marchandises 


thousands of dollars 


milliers de dollars 


Value of 
shipments 
and other 


revenue 


Valeur des 
livraisons 
et autres 

recettes 


368,817 
2,115,972 
38,217 
493,724 


2,681,006 


53, 194,635 


1,442,859 
1,442,859 
36,834,766 
36,834,766 
890,603 
239,016 
434,264 
217,323 
12,841,859 


3,407,927 


x 
2,095,182 
Xx 
1,006,041 
1,119,061 
873,087 
3,300,384 
968,885 


968,885 


1987 


121 


Valeur 
ajoutée 


171,112 
781,143 

11,409 
223,690 


1,131,562 


11,325,439 


751,464 
751,464 
3,994,709 
3,994,709 
295,715 
93,040 
132,957 
693,718 
5,654,138 


1,295,371 


239,181 


489,135 
499,849 
344,395 
1,566,065 
520,906 


520,906 


122 


ONTARIO 


TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


A = Cost of Value of 
sic peianen Salariés et materials, shipments 
Code à £ ne supplies and and other 
Major group and industry electhign® goods for resale revenue 
ans Salaries 
= Groupe et industrie and wages 
5 Number Coût des 
Nombre == Coût du matières, des Valeur des 
Code d’établis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 
thousands of dollars 
milliers de dollars 

3299)|]O0OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 9 x x x x x x 
33 ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 793 91,708 2,590, 153 93,880 6,588,900 12,498, 100 5,868,728 
331 | SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES CL 4,859 118,091 5,123 419,095 726,486 313,761 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 44 4,859 118,091 5,123 419,095 726,986 313,761 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 18 7,396 169,197 7,745 583,841 939,310 327,575 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS CELECTRIQUES OU NON) 18 7,396 169,197 7,745 583,841 939,310 327,575 
333 |ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE 81 x x x x x x 
3331|LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 49 2: 397 48,077 2,198 167,570 313,866 147,739 
3332|ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT—JOUR 26 699 9,947 346 18,061 39,768 21,418 
3333|ELECTRIC LAMP CBULB & TUBE) IND. 

LAMPES ELECTRIQUES (AMPOULES, TUBES) 6 x x x x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 16 x x x x x x 
3341|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 16 xX x x x x x 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 266 32,610 1,007,842 20,776 1,671,800 3,728,852 2,125,515 
3351] TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 23 12,510 466,389 5,271 687,435 1,692,297 973,600 
3352|ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 155 7,612 165,702 7,704 303,206 605,411 296,206 
3359/OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 88 12,688 375,751 7,801 681,159 1,931,194 855,708 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 105 10,908 327,032 7,609 1,047,910 1,900,978 845,391 
3361|ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 86 7» 997 238,360 6,017 743,274 1,380,276 632,174 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) | 

AUTRE MACHINE DE BURCELECTRON COMP) 19 2,911 88,672 1,592 304,636 520,702 213,217 
337 |ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 154 17,074 479,350 17,245 924,931 1,752,783 795,068 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 36 4,514 118,633 5,042 229,767 425,869 190,928 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 48 5,661 146,259 4,306 269,956 564,983 283,493 
3379|OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 70 6,899 214,458 7,897 425,708 761,932 320,647 
338 |COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION 33 4,696 150,167 14,773 642,937 1,063,783 410,928 
3361]|] COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 33 4,696 150,167 14,773 642,937 1,063,783 410,928 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 76 6,323 149,876 15,432 386,334 800,337 400,011 
3391|BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 16 1,528 45,225 4,397 151,479 345,477 191,806 
3392 |NON-CURRENT CARRYING WIRING DEVICES 

DISPOSITIFS DE CABLAGE SANS COURANT 17 899 21,122 1,185 36,169 88,175 49,991 
3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 43 3,896 83,529 9,900 198,686 366,685 158,215 


35 


351 
3511 
3512 
352 
3521 
354 
3541 
3542 
3549 
355 


3551 
356 
3561 
3562 
357 
3571 
358 
3581 
359 
3591 


3592 
3593 
3594 
3599 


36 


361 
3611 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


NON-METALLIC MINERAL PRODUCTS INDS. 
PRODUITS MINERAUX NON METALLIQUES 


CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 
CLAY PRODUCTS (FROM DOMESTIC CLAY) 
PRODUITS EN ARGILE CANADIENNE 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
PRODUITS EN ARGILE IMPORTEE 
CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 
CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 

CONCRETE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS EN BETON 
CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 
STRUCTURAL CONCRETE PRODUCTS IND. 
PRODUITS DE CONSTRUCTION EN BETON 
OTHER CONCRETE PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN BETON 
READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 


READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 
GLASS & GLASS PRODUCTS INDUSTRIES 
VERRE & ARTICLES EN VERRE 
PRIMARY GLASS & CONTAINERS INDUSTRY 
VERRE PRIMAIRE, CONTENANTS EN VERRE 
GLASS PRODUCTS CEXCEPT CONTAINERS) 
PRODUITS EN VERRE (SAUF CONTENANTS) 
ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 
ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 

LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 

LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 
OTHER NON-METALLIC MINERAL PRODUCTS 
AUTRES PROD. MINERAUX NON METALL. 
REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES 


ASBESTOS PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN AMIANTE 
GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 
NON-METAL. MINERAL INSULATING MAT'L 
ISOLANT DE MINERAUX NON METALLIQUES 
OTHER NON-METAL. MINERAL PRODS. NEC 
AUTRES PROD. MINERAUX NON METAL NCA 


REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 


REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 
PETROLEUM PROD (EXC LUB OIL,GREASE) 
PROD. PETROLIERS (SAUF LUBRIFIANTS) 
LUBRICATING OIL & GREASE INDUSTRY 
HUILES & GRAISSES LUBRIFIANTES 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


65 


19 


95 
20 


19 
46 


26 


17 


Em 


ployees 


Salariés 


Number 


Nombre 


7,654 


7,843 
6,597 
646 


Salaries 
and wages 


Traitements 
et salaires 


869,953 


64,697 
28,670 
36,027 
55,204 
55,204 
141,677 
21,228 
44,395 
76,054 
125,984 


125,984 
x 

x 
116,417 
38,871 
38,871 
14,283 
14,283 


24,959 


34,672 
71,950 


23,554 


354,255 


341,098 
320,840 
20,258 


Total Activity - Activité totale 


Cost of Value of 
materials, shipments 
supplies and and other 
goods for resale revenue 


Cost of 
fuel and 
electricity 


Coût des 
Coût du matieres, des Valeur des 
combus- fournitures et livraisons Valeur 
tible et de des marchandises et autres ajoutée 
l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


267,012 2,003,071 4,605,150} 2,346,337 
20,306 70,956 289,807 201,305 
15,146 31,929 146,794 101,527 

5,160 39,027 143,013 93,779 
71,121 102,527 435,552 262,398 
71,121 102,527 435,552 262,398 
13,807 255,723 588,765 327,381 

1,570 50,397 100,877 49,994 

2,432 78,542 173,630 93,787 

9,804 126,783 314,258 183,599 
19,208 448,165 759,841 292,261 
19,208 448,165 759,841 292,261 

x x Xx x 
x x X x 
12,157 204,560 464,558 250,430 
24,127 116,093 232,367 89,712 
24,127 116,093 232,367 89,712 
23,819 19,674 79,778 36,321 
23,819 19,674 79,778 36,921 
x x x x 
3,229 79,289 158,256 76,953 
x x X x 
16,484 110,218 322,527 196,785 
17,681 364,119 589,723 208,003 

4,620 50,329 111,071 57,229 

113,978 5,441,724 6,372,264 919,861 

108,693 5,347,394 6,216,301 861,867 

105,567 5,209,320 6,021,876 805,848 

3,127 138,074 194,425 56,019 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


369 |OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 
3699|OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 
37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 
INDUSTRIES CHIMIQUES 
371 | INDUSTRIAL CHEMICALS INDUSTRIES NEC 
PRODS CHIMIQUES D'USAGE INDUST. NCA 
3711) INDUSTRIAL INORGANIC CHEMICALS NEC 
PRODUITS CHIMIQUES INORGANIQUES NCA 
3712) INDUSTRIAL ORGANIC CHEMICALS NEC 
PRODUITS CHIMIQUES ORGANIQUES NCA 
372 | AGRICULTURAL CHEMICAL INDUSTRIES 
PRODUITS CHIMIQUES D'USAGE AGRICOLE 
3721|CHEMICAL FERTILIZERS INDUSTRY 
INDUSTRIE DES ENGRAIS CHIMIQUES 
3722|MIXED FERTILIZER INDUSTRY 
INDUSTRIE DES ENGRAIS COMPOSES 
3729|OTHER AGRICULTURAL CHEMICAL INDS. 
AUTRES PROD. CHIMIQUES AGRICOLES 
373 |PLASTIC & SYNTHETIC RESIN INDUSTRY 
MAT. PLASTIQUE & RESINE SYNTHETIQUE 
3731|PLASTIC & SYNTHETIC RESIN INDUSTRY 
MAT. PLASTIQUE & RESINE SYNTHETIQUE 
374 | PHARMACEUTICAL & MEDICINE INDUSTRY 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
3741| PHARMACEUTICAL & MEDICINE INDUSTRY 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
375 |PAINT & VARNISH INDUSTRY 
INDUSTRIE DES PEINTURES & VERNIS 
3751|PAINT & VARNISH INDUSTRY 
INDUSTRIE DES PEINTURES & VERNIS 
376 | SOAP & CLEANING COMPOUNDS INDUSTRY 
SAVONS & COMPOSES DE NETTOYAGE 
3761|S0AP & CLEANING COMPOUNDS INDUSTRY 
SAVONS & COMPOSES DE NETTOYAGE 
377 | TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 
3771) TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 
AUTRES IND. DES PRODUITS CHIMIQUES 
3791|]PRINTING INK INDUSTRY 
INDUSTRIE DES ENCRES D’IMPRIMERIE 
3792) ADHESIVES INDUSTRY 
INDUSTRIE DES ADHESIFS 
3799]OTHER CHEMICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS CHIMIQUES NCA 
39 |OTHER MANUFACTURING INDUSTRIES 
AUTRES INDUSTRIES MANUFACTURIERES 
391 | SCIENTIFIC & PROFESSIONAL EQUIPMENT 
EQUIP. SCIENTIFIQUE & PROFESSIONEL 
3911|INDICATING & RECORDING INSTRUMENTS 
INSTRUMENTS D’ INDICATION, ETC. 
3912)/OTHER INSTRUMENTS, RELATED PRODUCTS 


AUTRES INSTRUMENTS & PROD. CONNEXES 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


22 
22 


628 


200 


143 


1,353 


276 
135 


73 


Employees 


Salariés 


Number 


Nombre 


Salaries 
and wages 


Traitements 


411 


411 


52,411 


11,366 
4,832 
6,534 


2,361 


et salaires 


13,157 


13,157 


1,805 ,045 


523,406 
206,975 
316,430 
87,202 
Xx 

x 
24,269 
154,734 
154,734 


339,834 


339,834 
113,691 
119,691 
212,061 
212,061 
120,599 
120,599 
247,518 

41,284 


26,294 


179,941 


x 


459,214 
243,220 


187,426 


1987 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


5,284 94,330 155,964 57,995 
5,284 94,330 155,964 57,995 
473, 158 7,134,708 | 13,430,102] 5,808,712 
325,693 2,289,877 4,255,093 | 1,644,835 
157,479 380,747 1,221,467 688,666 
168,214 1,909,130 3,033,626 956,168 
38,902 436,850 663,935 | 183,121 
x x x x 

x x x x 

466 162,901 244,728 86,161 
44,597 1,198,594 1,723,356 481,662 
44,597 1,198,594 1,723,356 481,662 
11,929 647,913 1,888,335 | 1,226,237 
11,929 647,913 1,888,335 | 1,226,237 
7,377 484,825 982,128 488,276 
7,377 484,825 982,128 488,276 
14,013 741,299 1,406,771 649,779 
14,013 741,299 1,406,771 649,779 
4,099 299,672 689,721 385,665 
4,099 299,672 689,721 385,665 
26,548 1,035,677 1,820,764 749,137 
2,658 150,463 226,528 72,359 
1,649 105,196 168,241 63,414 
22,242 780,018 1,425,994 613,364 
x x x x 
15,372 1,016,062 1,985,639 963,628 
6,530 442,020 957,300 511,603 
8,005 522,408 928,835 405,010 
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TABLE 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
Employees 


of 


establish- Er Cost of Value of 


ments Salariés eae materials, shipments 


supplies and and other 


Major group and industry electricity goods for resale revenue 


—= Salaries 


Groupe et industrie and wages — = = 
P Number Coût des 
Nombre = Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de {des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3913|CLOCK & WATCH INDUSTRY 


INDUSTRIE DES HORLOGES & MONTRES 10 81 1,178 aa 3,108 4,523 1,279 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 58 1,237 27,390 793 48,527 94,980 45,735 
392 |JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 178 x x x x x x 
3921] JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 170 3,146 65,240 1,716 153,005 272,585 116,957 
3922|PRECIOUS METAL SECONDARY REFINING 

AFFINAGE SECONDAIRE METAUX PRECIEUX 8 x x x x x Xx 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 139 5,717 104,249 6,112 372,603 650,389 267,972 
3931]SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 33 4,361 80,384 4,184 264,472 455,910 183,752 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 40 1,356 23,865 1,928 108,131 194,479 84,219 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 252 4,766 100,508 5,316 130,022 317,051 182,456 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 252 4,766 100,508 5,316 130,022 317,051 182,456 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 508 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 19 933 16,252 892 33,506 69,316 34,935 
3992|BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 6 x x x x x x 
3993|FLOOR TILE, LINOLEUM, COATED FABRIC 

DALLES, LINOLEUM & TISSUS ENDUITS 8 x x x x x x 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 26 1,240 31,948 2,234 75,586 203,008 125,963 


3999|OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 449 x x x x x Xx 


SIC 
Code 
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TABLE 16. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 


TABLEAU 16. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS CEXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


VEGETABLE OIL MILLS CEXC CORN OIL) 
BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 
CHEWING GUM INDUSTRY 


SUGAR & CHOCOLATE CONFECTIONS IND. 

TEA & COFFEE INDUSTRY 

DRY PASTA PRODUCTS INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO INDUSTRY 
TOBACCO PRODUCTS INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 


RUBBER HOSE & BELTING INDUSTRY 
OTHER RUBBER PROD IND CINCL TIRES) 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 
BROAD KNITTED FABRIC INDUSTRY 


TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 


HOUSEHOLD PRODS OF TEXTILE MATERIAL 
HYGIENE PRODS. OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & BOYS" 
MEN'S & BOYS’ 


COAT INDUSTRY 
SUIT & JACKET IND. 


Employment size group - Tranche de taille d’effectif 
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71 


PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


HUILES VEGETALES CSAUF DE MAIS) 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
INDUSTRIE DE LA GOMME A MACHER 


CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 
INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


INDUSTRIES DU TABAC 


INDUSTRIE DU TABAC EN FEUILLES 
INDUSTRIE DES PRODUITS DU TABAC 


IND. DES PRODUITS EN CAOUTCHOUC 


BOYAUX & COURROIES EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH CPNEUS COMP) 


PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 

IND. DES TISSUS LARGES, A MAILLES 


INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 


ARTICLES DE MAISON EN TEXTILE 
ARTICLES D'HYGIENE EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 


Code 
CTI 


TABLE 16. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 16. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


ONTARIO 


Employment size group - Tranche de taille d’effectif 


INDUSTRY 


MEN’S & BOYS" PANTS INDUSTRY 

MEN'S & BOYS" SHIRT & UNDERWEAR IND 
MEN'S & BOYS" CLOTHING CONTRACTORS 
WOMEN’S COAT & JACKET INDUSTRY 


WOMEN'S SPORTSWEAR INDUSTRY 1 


WOMEN’S DRESS INDUSTRY 

WOMEN’S BLOUSE & SHIRT INDUSTRY 
WOMEN’S CLOTHING CONTRACTORS 
CHILDREN'S CLOTHING INDUSTRY 
SWEATER INDUSTRY 


[oui Wewn I 


OCCUPATIONAL CLOTHING INDUSTRY 2 
GLOVE INDUSTRY = 
HOSIERY INDUSTRY 2 
FUR GOODS INDUSTRY 26 
FOUNDATION GARMENT INDUSTRY = 
OTHER CLOTHING & APPAREL INDS. NEC 9 
WOOD INDUSTRIES 230 
SHINGLE & SHAKE INDUSTRY 1 
SAWMILL & PLANING MILL PRODUCTS 53 
HARDWOOD VENEER & PLYWOOD IND. 1 
PREFABRICATED WOODEN BUILDINGS IND. 1 
KITCHEN CABINETS, BATHROOM VANITIES 77 
WOODEN DOOR & WINDOW INDUSTRY 12 
OTHER MILLWORK INDUSTRIES 18 
WOODEN BOX & PALLET INDUSTRY 16 


COFFIN & CASKET INDUSTRY = 
WOOD PRESERVATION INDUSTRY = 


PARTICLE BOARD INDUSTRY 1 
WAFER BOARD INDUSTRY = 
OTHER WOOD INDUSTRIES NEC 50 


FURNITURE & FIXTURE INDUSTRIES 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 82 


UPHOLSTERED HOUSEHOLD FURNITURE 14 
OTHER HOUSEHOLD FURNITURE INDUSTRY 11 
METAL OFFICE FURNITURE INDUSTRY 3 
OTHER OFFICE FURNITURE INDUSTRIES 4 
BED SPRING & MATTRESS INDUSTRY 6 
HOTEL & RESTAURANT FURNITURE IND. 20 


OTHER FURNITURE & FIXTURE INDS. NEC 17 
PAPER & ALLIED PRODUCTS INDUSTRIES 27 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 
PAPERBOARD INDUSTRY 
BUILDING BOARD INDUSTRY 
OTHER PAPER INDUSTRIES 


eet 


ASPHALT ROOFING INDUSTRY 


FOLDING CARTON & SET-UP BOX IND. 5 
CORRUGATED BOX INDUSTRY 3 
PAPER BAG INDUSTRY 1 
COATED & TREATED PAPER INDUSTRY 3 
STATIONERY PAPER PRODUCTS INDUSTRY 3 
PAPER CONSUMER PRODUCTS INDUSTRY = 
OTHER CONVERTED PAPER PRODUCTS NEC 11 
PRINTING, PUBLISHING & ALLIED INDS.| 856 
BUSINESS FORMS PRINTING INDUSTRY 19 
OTHER COMMERCIAL PRINTING INDS. 496 
PLATEMAKING, TYPESETTING & BINDERY 159 


BOOK PUBLISHING INDUSTRY 28 
OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 45 
OTHER COMBINED PUBLISHING, PRINTING 5 


PRIMARY METAL INDUSTRIES 24 
FERRO-ALLOYS INDUSTRY = 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES ,SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, HOMMES 
MANTEAUX & VESTES POUR DAMES 
VETEMENTS DE SPORT POUR DAMES 


INDUSTRIE DES ROBES POUR DAMES 
BLOUSES & CHEMISES POUR DAMES 
CONFECTION A FORFAIT, DAMES 
IND. DES VETEMENTS POUR ENFANTS 
INDUSTRIE DES CHANDAILS 


IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 

INDUSTRIE DES BAS & CHAUSSETTES 
INDUSTRIE DES ARTICLES EN FOURRURE 
INDUSTRIE DES VETEMENTS DE BASE 


AUTRES IND. DE L'HABILLEMENT, NCA 
INDUSTRIES DU BOIS 


IND. DU BARDEAU & DU BARDEAU FENDU 
SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 


IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 
IND. DE LA PRESERVATION DU BOIS 


IND. DES PANNEAUX DE PARTICULES 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 

AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
AUTRES IND. DES MEUBLES DE BUREAU 


INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

IND. DES PANNEAUX DE CONSTRUCTION 
AUTRES INDUSTRIES DU PAPIER 


IND. DU PAPIER-TOITURE ASPHALTE 
IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 


INDUSTRIE DES PRODUITS DE PAPETERIE 
PRODUITS DE CONSOMMATION EN PAPIER 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 
IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 
INDUSTRIE DES FERRO-ALLIAGES 


Code 


SIC 
Code 
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TABLE 16. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 16. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


INDUSTRY 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 


ALUMINUM ROLLING, CASTING ,EXTRUDING 
COPPER ROLLING, CASTING & EXTRUDING 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 
PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 


OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 
INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 


METAL DIES, MOULDS & PATTERNS IND. 
HAND TOOL & IMPLEMENT INDUSTRY 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 


METAL PLUMBING FIXTURES & FITTINGS 
METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 


TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOTOR 
MOTOR 
MOTOR 
MOTOR 
MOTOR 


VEHICLE 
VEHICLE 
VEHICLE 
VEHICLE 
VEHICLE 


ENGINE & PARTS IND. 
WIRING ASSEMBLIES 
STAMPINGS INDUSTRY 
STEERING & SUSPENSION 
WHEEL & BRAKE IND. 
MOTOR VEHICLE PLASTIC PARTS IND. 
MOTOR VEHICLE FABRIC ACCESSORIES 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING & REPAIR INDUSTRY 


BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 
LIGHTING FIXTURE INDUSTRY 

ELECTRIC LAMP & SHADE INDUSTRY 
ELECTRIC LAMP (BULB & TUBE) IND. 


ONTARIO 


Employment size group - Tranche de taille d’effectif 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 


LAMINAGE & MOULAGE DE L'ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE; METAL 


IND. DES PORTES & FENETRES EN METAL 
BATIMENTS PREFAB EN METAL CTRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 


AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 


IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 


GARNITURES DE PLOMBERIE EN METAL 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


MOTEURS & PIECES DE VEHICULES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 
ROUES & FREINS POUR VEHICULES 


PIECES EN PLASTIQUE POUR VEHICULE 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 
CONSTRUCTION, REPARATION DE NAVIRE 


CONSTRUCTION D'EMBARCATIONS 
AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 

GROS APPAREILS (ELECTRIQUES OU NON) 
APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
LAMPES ELECTRIQUES (AMPOULES, TUBES) 


ONTARIO 
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TABLEAU 16. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


Employment size group - Tranche de taille d’effectif 
sic INDUSTRY 100 | 200 | 500 |1000 
Code - - - + {TOTAL 
199 | 499 | 999 


3341 | RECORD PLAYERS,RADIO & TV RECEIVERS 2 2 4 3 120.1 2 = 1 16 
3351 | TELECOMMUNICATION EQUIPMENT IND. 3 1 2 5 See 4 2 3 23 
3352 | ELECTRONIC PARTS & COMPONENTS IND. 37 «1652635 2611 4 2 = 155 
3359 | OTHER ELECTRONIC EQUIPMENT INDS. 21 13 10 11 11 9 7 3 3 88 
3361 | ELECTRONIC COMPUTERS & PERIPHERALS rai 11 18 15 4 7 7 2 1 &6 
3368 | OTHER OFFICE,BUS MACHCINC ELECTRON) 4 2 3 4 1 5 1 1 = 19 
3371 | ELECTRICAL TRANSFORMER INDUSTRY 1 3 6 7 5 5 8 1 = 36 
3372 | ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 3 6 7 7 9 9 5 2 = 48 
3379 | OTHER ELECTRICAL INDUSTRIAL EQUIP. 20 6 S10 6 13 4 1 1 70 
3381 | COMMUNICATIONS, ENERGY WIRE & CABLE 3 = 2 7 5 9 6 1 = 33 
3391 | BATTERY INDUSTRY 3 3 1 2 2 2 3 = = 16 
3392 | NON-CURRENT CARRYING WIRING DEVICES = 2 3 9 2 = 1 = = 17 
3399 | OTHER ELECTRICAL PRODUCTS INDS. NEC 6 7 Sere & 4 3 2 Ce 43 
35 NON-METALLIC MINERAL PRODUCTS INDS. 89 102 102 101 89 60 18 6 1 548 
3511 | CLAY PRODUCTS (FROM DOMESTIC CLAY) 1 2 2 4 & 3 = = = 16 
3512 | CLAY PRODUCTS (FROM IMPORTED CLAY) 15 5 3 F2 1 2 = 1 = 29 
3521 | CEMENT INDUSTRY =e = = = il 4 2 = = 7 
3541 | CONCRETE PIPE INDUSTRY 1 = 1 5 4 2 = = = 13 
3542 | STRUCTURAL CONCRETE PRODUCTS IND. 2 3 5 5 7 1 3 = = 26 
3549 | OTHER CONCRETE PRODUCTS INDUSTRIES US Ocoee On 572 3 1 = = 101 
3551 | READY-MIX CONCRETE INDUSTRY 14 47 43 39 16 2 2 = = 163 
3561 | PRIMARY GLASS & CONTAINERS INDUSTRY = = 1 1 = 1 2 3 1 2 
3562 | GLASS PRODUCTS (EXCEPT CONTAINERS) 19 8 9 9 10 5 3 2 = 65 
3571 | ABRASIVES INDUSTRY 2 1 = 3 2 3 1 = = 19 
3581 | LIME INDUSTRY = = = 2 2 1 = = = 5 
3591 | REFRACTORIES INDUSTRY 1 5 3 3 4 & = = = 20 
3592 | ASBESTOS PRODUCTS INDUSTRY = = = 1 = 1 1 = = 3 
3593 | GYPSUM PRODUCTS INDUSTRY 1 = 1 1 1 1 2 = = 7 
3594 | NON-METAL. MINERAL INSULATING MAT'L = 4 1 3 5 5 1 = = 19 
3599 | OTHER NON-METAL. MINERAL PRODS. NEC 18 & 8 7 3 2 = = = 46 
36 REFINED PETROLEUM & COAL PRODUCTS 12 8 G 10 3 5 5 1 = 48 
3611 | PETROLEUM PROD (EXC LUB OIL,GREASE) = = = = 1 2 5 1 = 9 
3612 | LUBRICATING OIL & GREASE INDUSTRY 3 3 1 7 = 3 = = = 17 
3699 | OTHER PETROLEUM & COAL PRODUCTS 9 5 3 3 2 = = = = 22 
37 CHEMICAL & CHEMICAL PRODUCTS INDS. 126 99 75 118 89 59 50 ]11 1 628 
3711 | INDUSTRIAL INORGANIC CHEMICALS NEC 5 6 6 8 6 5 3 2 = 41 
3712 | INDUSTRIAL ORGANIC CHEMICALS NEC ic 4 4 7 4 = 2 3 1 30 
3721 | CHEMICAL FERTILIZERS INDUSTRY = = = = = = 2 = = 2 
3722 | MIXED FERTILIZER INDUSTRY Ga PS TI 3 1 = = = = 52 
3729 | OTHER AGRICULTURAL CHEMICAL INDS. 1 1 1 2 1 = 1 = = 7 
3731 | PLASTIC & SYNTHETIC RESIN INDUSTRY 6 5 CHRIS 16 7 3 = = 52 
3741 | PHARMACEUTICAL & MEDICINE INDUSTRY 14 3 313.710 Zee 3 = 71 
3751 | PAINT & VARNISH INDUSTRY ieee 7 @17 Sry 7 5 = = 68 
3761 | SOAP & CLEANING COMPOUNDS INDUSTRY 19 7 6 6 8 4 6 3 = 59 
3771 | TOILET PREPARATIONS INDUSTRY 5 3 9 6 5 9 = = 46 
3791 | PRINTING INK INDUSTRY 5 8 6 6 5 3 1 = = 34 
3792 | ADHESIVES INDUSTRY 4 1 3 8 6 1 = = 23 
3799 | OTHER CHEMICAL PRODUCTS INDS. NEC Sh) ord mA ree are 5 a a 143 
39 OTHER MANUFACTURING INDUSTRIES 482 272 199 197 110 66 22 2 3 1,353 
3911 | INDICATING & RECORDING INSTRUMENTS 30 Zen 2 3525 13) > 11 4 = 2 135 
3912 | OTHER INSTRUMENTS, RELATED PRODUCTS 28 8 12 11 2 7 3 1 1 73 
3913 | CLOCK & WATCH INDUSTRY 6 1 2 1 = = = = = 10 
3914 | OPHTHALMIC GOODS INDUSTRY 1i 22 CM 3 1 1 = = 58 
3921 | JEWELLERY & SILVERWARE INDUSTRY 81 37 19 13 12 7 1 = = 170 
3922 | PRECIOUS METAL SECONDARY REFINING = 1 = 2 4 = 1 = = 8 
3931 | SPORTING GOODS INDUSTRY Co eee Ome? 13 7 3 1 = 99 
3932 | TOYS & GAMES INDUSTRY 16 6 5 4 5 3 1 = = 40 
3971 | SIGN & DISPLAY INDUSTRY 108 41 40 35 22 4 2 = = 252 
3991 | BROOM, BRUSH & MOP INDUSTRY 3 3 2 2 7 2 = = = 19 
3992 | BUTTON, BUCKLES & CLOTHES FASTENERS 1 1 = 1 2 1 = = = 6 
3993 | FLOOR TILE, LINOLEUM, COATED FABRIC 1 = 1 3 = 1 2 = = 8 
3994 | MUSICAL INSTRUMENT, SOUND RECORDING 8 5 ce 5 3 1 Zz = = 26 
3999 | OTHER MANUFACTURED PRODUCTS NEC 160 112 70 60 24 21 2 <2 = 449 


PAR INDUSTRIE, 1987 


INDUSTRIE 


PHONOGRAPHES, RECEPTEURS RADIO & TV 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 


AUTRE MACHINE DE BURCELECTRON COMP) 
IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 

FILS & CABLES, ELECT./COMMUNICATION 


INDUSTRIE DES ACCUMULATEURS 
DISPOSITIFS DE CABLAGE SANS COURANT 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE (SAUF CONTENANTS) 
INDUSTRIE DES ABRASIFS 


INDUSTRIE DE LA CHAUX 

INDUSTRIE DES PRODUITS REFRACTAIRES 
INDUSTRIE DES PRODUITS EN AMIANTE 
INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 


AUTRES PROD. MINERAUX NON METAL NCA 
PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS (SAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 
AUTRES PROD. CHIMIQUES AGRICOLES 


MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES PRODUITS DE TOILETTE 


INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


AFFINAGE SECONDAIRE METAUX PRECIEUX 
INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 


IND. DES ATTACHES POUR VETEMENTS 
DALLES, LINOLEUM & TISSUS ENDUITS 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


3341 
3351 
3352 
3359 
3361 


3368 
3371 
3372 
3379 
3381 


3391 
3392 
3399 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3592 
3593 
3594 


3599 
36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 
3993 
3994 
3999 
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PRAIRIE PROVINCES - PROVINCES DES PRAIRIES 


TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- a Cost of Value of 
sic mants Salaries Bisa materials, shipments 
Code Major group and industry electricity supplies and and other 

Sion goods for resale revenue 

= 6 alari 
— Groupe et industrie and wages — rt — 
Number Coût des 
Nombre cag Coût du matiéres, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 


CTI sements Traitements tible et de es marchandises| et autres ajoutée 
et salaires l'électricité | destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 4,586 152,023| 4,080,112 714,127 17,230,053 | 27,758,279) 9,819,892 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 498 24,575 662,931 91,011 5,630,547 7 5381,457 1,668 ,356 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 143 x x X x x x 
1011|MEAT & MEAT PRODUCTS CEXC POULTRY) 

VIANDE SAUF VOLAILLE 125 8,166 227,619 19,949 2,833,993 3,990,394 638,226 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 18 x x x x X x 
102 | FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 3 x x x x x x 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 3 xX x x x X x 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 12 x x x x x x 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 8 x x x x x x 
1032] FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 4 x x Xx x x Xx 
104 | DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 72 x x Xx Xx x Xx 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 23 x Xx x x x x 
1049|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 49 x x x x x x 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 132 x x x x x x 
1051|CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 3 x x x x x x 
1052|PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 4 x x x x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 119 2,053 50,935 14,290 418,573 552,189 121,115 
106 |VEGETABLE OIL MILLS CEXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 9 x x x x x x 
1061|VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 3 x x x Xx x x 
107 | BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 65 x x x x x x 
1071|BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 3 x Xx x x x x 
1072| BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 62 2,074 53,788 4,667 69,337 192,973 58,882 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES } 11 x x Xx x x x 
1081|CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 2 x x Xx x x x 
1082|CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER coe x x eee Xx x x 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 3 x x x x x X 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 51 x x x x x x 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 3 x x x x x x 
1092| DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 3 x x x x x x 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


: — Cost of Value of 
sic SR Salariés A materials, shipments 
Code : f ate supplies and and other 
Major group and industry elect oy goods for resale revenue 
— Salaries 
— Groupe et industrie and wages — — 
Coût des 
Nombre Coût du matières, des Valeur des 
Code d’etablis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 


et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


1093|POTATO CHIP, PRETZEL & POPCORN IND. 


CROUSTILLES, BRETZELS, MAIS SOUFFLE 5 828 20,579 1,676 65,930 142,298 74,492 
1098|OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 34 1,205 29,785 7,979 174,185 257,777 78,346 


11 |BEVERAGE INDUSTRIES 


INDUSTRIES DES BOISSONS 50 4,124 124 ,B29 15,072 346,648 741,292 375,454 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 30 2,265 61,303 5,468 208,246 372,904 158,899 
1111|SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 30 2,265 61,303 5,468 208,246 372,904 158,899 
112 |DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 4 X x x x Xx x 
1121|DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 4 x x x x x x 
113 | BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 13 x x x x x x 
1131| BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 13 x x x x x x 
114 |WINE INDUSTRY 

INDUSTRIE DU VIN 3 x x x x x x 
1141|WINE INDUSTRY 

INDUSTRIE DU VIN 3 x x x x x x 


12 |TOBACCO PRODUCTS INDUSTRIES 


INDUSTRIES DU TABAC eee x x eee x x x 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee X| x eee x x x 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee x x eee x x x 


15 |RUBBER PRODUCTS INDUSTRIES | 
IND. DES PRODUITS EN CAOUTCHOUC 16 X X x x x x 


152 |RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 1 x x x x x x 
1521|RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 1 x x x x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 15 x x x x x x 
1598|OTHER RUBBER PROD IND CINCL TIRES) 

AUTRES PROD EN CAOUTCH (PNEUS COMP) 15 x x x x x Xx 
16 PLASTIC PRODUCTS INDUSTRIES 

PRODUITS EN MATIERE PLASTIQUE 121 3,596 81,871 9,042 237,970 447,981 202,801 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 14 x x x x x x 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 14 x x x x x x 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 12 x x x x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 12 x x x xX Xx x 
163 |PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 6 x x x x x x 
1631|PLASTIC FILM & SHEETING INDUSTRY 

PELLICULES & FEUILLES PLASTIQUES 6 x X x x x x 


169 
1691 


1699 


17 


171 

1711 
1712 
1713 


1719 


18 


181 
1811 
182 
1821 


1829 


19 


191 
1911 
192 
1921 
193 
1931 
199 
1991 
1992 
1993 


1994 


TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Total Activity - Activite totale 


Employees 


Major group and industry 


Groupe et industrie 


OTHER PLASTIC PRODUCTS INDUSTRIES 
AUTRES PROD. EN MATIERE PLASTIQUE 
PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 
OTHER PLASTIC PRODUCTS INDS. NEC 
AUTRES PROD., MATIERE PLASTIQUE NCA 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 
LEATHER TANNERIES 
TANNERIES 
FOOTWEAR INDUSTRY 
INDUSTRIE DE LA CHAUSSURE 
LUGGAGE, PURSE & HANDBAG INDUSTRY 
VALISES, BOURSES & SACS A MAIN 
OTHER LEATHER & ALLIED PRODUCT INDS 
AUTRES INDUSTRIES DU CUIR 


PRIMARY TEXTILE INDUSTRIES 
TEXTILES DE PREMIERE TRANSFORMATION 


MAN-MADE FIBRE & FILAMENT YARN IND. 
FIBRES CHIMIQUES,FILES DE FILAMENTS 

MAN-MADE FIBRE & FILAMENT YARN IND. 
FIBRES CHIMIQUES,FILES DE FILAMENTS 
SPUN YARN & WOVEN CLOTH INDUSTRIES 
IND. DES FILES & TISSUS TISSES 

WOOL YARN & WOVEN CLOTH INDUSTRY 
FILATURE & TISSAGE DE LA LAINE 

OTHER SPUN YARN & WOVEN CLOTH INDS. 
AUTRES FILES & TISSUS TISSES 


TEXTILE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS TEXTILES 


NATURAL FIBRES & FELT PRODUCTS IND. 
INDUSTRIE DU FEUTRE 
NATURAL FIBRES & FELT PRODUCTS IND. 
INDUSTRIE DU FEUTRE 
CARPET, MAT & RUG INDUSTRY 
TAPIS, CARPETTES & MOQUETTES 
CARPET, MAT & RUG INDUSTRY 
TAPIS, CARPETTES & MOQUETTES 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
CANVAS & RELATED PRODUCTS INDUSTRY 
ARTICLES EN GROSSE TOILE 
OTHER TEXTILE PRODUCTS INDUSTRIES 
AUTRE IND. DES PRODUITS TEXTILES 
NARROW FABRIC INDUSTRY 
INDUSTRIE DES TISSUS ETROITS 
CONTRACT TEXTILE DYEING & FINISHING 
TEINTURE & FINISSAGE, PROD TEXTILES 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
ARTICLES DE MAISON EN TEXTILE 


HYGIENE PRODS. OF TEXTILE MATERIAL 
ARTICLES D’ HYGIENE EN TEXTILE 


PRAIRIE PROVINCES - 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


89 
13 


n WwW WwW 
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10 
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Salariés 
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330 


36 


1,555 


DCE TER, DC DCE eo OC FEC 


ME MK KE XX 


Salaries 
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Traitements 
et salaires 


7,932 


441 


2 ie hie DE, ah OK 


25 450 


DO EO NE, RS ee à E 


PROVINCES DES 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


949 


x X UN MX MIX NX 


IGE IO LI XC EDS 


1,659 
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PRAIRIES 


1987 
1987 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


x x x 
28,485 46,703 17,408 
x x x 
x x x 

x x x 

x x x 

x x x 
699 1,574 868 
x x x 
x x x 

x x x 

x xX x 

x x x 

x X x 

Xx x x 
68,761 116,252 45,430 
x x x 

x Xx x 

X x x 

x x X 

x x x 

x x x 

x x x 

x x Xx 

x x X 

x x x 
Xx x x 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
of Employees 
She A. Cost of Value of 
estaplish Salariés ES materials, shipments 


ents = 
: a mn cet supplies and and other 
Major group and industry goods for resale revenue 


— Salaries 
Groupe et industrie 


and wages À Ps 
Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


1998]OTHER TEXTILE PROD CINCL TIRE CORD) 
AUTRES PROD TEXTILCARMAT PNEU COMP) 37 x x x x x x 


24 |CLOTHING INDUSTRIES 


INDUSTRIES DE L'HABILLEMENT 139 9,549 145,208 3,302 283,036 562,993 282,331 
243 |MEN'S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 58 x x x Xx x x 
2431!MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 24 Xx x x x x Xx 
2432|MEN'S & BOYS’ SUIT & JACKET IND. 

COMPLETS-VESTONS, HOMMES-GARCONNETS 15 x x x x x x 
2433|MEN’S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 10 x x x x x x 
2434|MEN'S & BOYS’ SHIRT & UNDERWEAR IND 

CHEMISES, SOUS-VETEMENTS POUR HOMMES 2 x x x x x x 
2435|MEN'S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 7 x x x x x x 
244 | WOMEN’S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 35 x x x Xx x x 
2441|WOMEN'S COAT & JACKET INDUSTRY 

MANTEAUX & VESTES POUR DAMES 10 x Xx x x x x 
2492| WOMEN’S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 15 x x x x x x 
2443|WOMEN'S DRESS INDUSTRY 

INDUSTRIE DES ROBES POUR DAMES 3 x x x x x x 
2445| WOMEN’S CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, DAMES 7 x x x x x x 
245 |CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 6 x Xx x x Xx x 
2451|CHILDREN'"S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 6 Xx x Xx x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 40 x x x x x x 
2491) SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 6 x x x x x x 
2492] OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 13 x x x x x x 
2493|GLOVE INDUSTRY 

INDUSTRIE DES GANTS 7 x x x x x x 
2495|FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 5 112 2,215 14 4,738 8,146 3,400 
24993|OTHER CLOTHING & APPAREL INDS. NEC 

AUTRES IND. DE L'HABILLEMENT, NCA 3 159 2,233 102 3,439 7,692 4,317 
25 |WOOD INDUSTRIES 

INDUSTRIES DU BOIS 352 9,647 262,489 30,929 661,525 1,140,344 506,952 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 67 3,499 110,514 16,598 242,146 466,601 205,393 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 67 3,499 110,514 16,598 242,146 466,601 205,393 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 6 x x x x x x 
2521|HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 1 x x x x x x 
2522] SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 5 xX x x x x x 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 209 x x x x x x 
2541|PREFABRICATED WOODEN BUILDINGS IND. : 

BATIMENTS PREFAB. CHARPENTE DE BOIS 13 x x x x x x 


2542 
2543 
2549 
256 
2561 
258 
2581 
259 
2591 


2592 


2593 
2599 


26 


261 

2611 
2612 
2619 
264 

2641 
2649 
269 

2691 
2692 


2699 


e7 


271 
2711 
2712 


TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


KITCHEN CABINETS, BATHROOM VANITIES 
ARMOIRES DE CUISINE & SALLE DE BAIN 
WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 
WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 
PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 


WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 
OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 


FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D'AMEUBLEMENT 


HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 
IND. DES MEUBLES DE MAISON EN BOIS 

UPHOLSTERED HOUSEHOLD FURNITURE 
MEUBLES DE MAISON REMBOURRES 

OTHER HOUSEHOLD FURNITURE INDUSTRY 
AUTRES IND. DES MEUBLES DE MAISON 

OFFICE FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE BUREAU 

METAL OFFICE FURNITURE INDUSTRY 
IND. DES MEUBLES DE BUREAU EN METAL 

OTHER OFFICE FURNITURE INDUSTRIES 
AUTRES IND. DES MEUBLES DE BUREAU 

OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D'AMEUBLEMENT 

BED SPRING & MATTRESS INDUSTRY 
INDUSTRIE DES SOMMIERS & MATELAS 
HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D'HOTELS & RESTAURANTS 


OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 
PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 
NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 


PRAIRIE PROVINCES - 


Number 
of 
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PRAIRIES 
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x 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


thousands of dollars 


milliers de dollars 


x 
x 


58,331 


DIG DC DGS Det DEN OK 


X 


170,444 


42,460 


Value of 
shipments 
and other 
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livraisons 
et autres 
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323,936 


82,967 


Valeur 
ajoutée 


151,070 


39,343 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 
i oie Cost of Value of 
tablish- 2 5 
ie Salariés non materials, shipments 
. : electricity supplies and and other 
HaSOr GROUP And AnMEREY Sale goods for resale revenue 
pes & alaries 


Groupe et industrie and wages = — hes 


Number Coût des 


Nombre _ Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


2713|PAPERBOARD INDUSTRY 


INDUSTRIE DU CARTON 2 x x x x x xX 
2719|/OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 1 x Xx x x x x 
272 |ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 5 x Xx x x Xx x 
2721) ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 5 x Xx x Xx x x 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 24 x Xx Xx x x x 
2731|FOLDING CARTON & SET-UP BOX IND. 

IND. DES BOITES PLIANTES & RIGIDES 6 x x x x x x 
2732) CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 14 x x x x x x 
2733|PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 4 x x x x x x 
279 |OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 21 x x x x xX X 
2791|COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 3 x x x x x x 
2792|STATIONERY PAPER PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DE PAPETERIE 9 x x Xx x 
2799|OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 9 x x x 
28 PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 812 16,524 423,769 12,771 481,729 1,287,282 793 5471 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 424 x x x x x x 
2811|BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX 33 x X Xx x Xx X 
2819|OTHER COMMERCIAL PRINTING INDS. 

AUTRES IND D'IMPRESSION COMMERCIALE 391 5,650 135,462 5,306 217,783 454,887 231,463 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE j 138 1,747 37,572 1,278 37,516 99,375 60,591 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 138 1,747 37,572 1,278 37,516 99,375 60,591 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L'EDITION 117 xX x Xx x x x 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L’EDITION DU LIVRE 13 x x x x Xx x 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 104 x x x x x X 
284 |COMBINED PUBLISHING & PRINTING IND. 

L'IMPRESSION & L’EDITION COMBINEE 133 x x x Xx x x 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 124 6,157 175,957 5,031 128,706 487,359 353,805 
2849|OTHER COMBINED PUBLISHING, PRINTING 

AUTRES IMPRESSION-EDITION COMBINEES 3 x x Xx Xx Xx Xx 
29 PRIMARY METAL INDUSTRIES 

PREMIERE TRANSFORMATION DES METAUX 49 x x x x x x 
291 |PRIMARY STEEL INDUSTRIES | 

INDUSTRIES SIDERURGIQUES 9 x Xx Xx x x x 
2912|STEEL FOUNDRIES 

FONDERIES D'ACIER 5 x x x x x x 


2919|]OTHER PRIMARY STEEL INDUSTRIES 
AUTRES INDUSTRIES SIDERURGIQUES 4 x x Xx X x TX 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 


of Employees 
establish- =, Cost of Cost of Value of 
ments Salaries rcs Sree materials, shipments 
supplies and and other 


Major group and industry cleotries goods for resale revenue 


= Salaries 


Groupe et industrie and wages = = 
Coût des 


Nombre Coût du matiéres, des Valeur des 
d’etablis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


292 |STEEL PIPE & TUBE INDUSTRY 


IND. DES TUBES & TUYAUX D'ACIER 9 x Xx Xx x x x 
2921|STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D’ACIER 2 x x x x x x 
294 | TRON FOUNDRIES 

FONDERIES DE FER 10 x x x x Xx xX 
2941] TRON FOUNDRIES 

FONDERIES DE FER 10 x x x Xx x x 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 4 x x x x x x 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP) 4 x x x x x x 
296 | ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 7 x x x x x x 
2961|ALUMINUM ROLLING, CASTING, EXTRUDING 

LAMINAGE & MOULAGE DE L’ALUMINIUM 7 x x X x x x 
297 |COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 1 x x x x x x 
2971|COPPER ROLLING. CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 1 X x x x x x 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 3 x x x 
2999|]OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 3 x x x Xx x x 
30 FABRICATED METAL PRODUCT INDUSTRIES 

FABRICATION DE PRODUITS EN METAL 655 14,018 331,644 18,161 725,060 15409 ,957 666 ,326 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 7 x x x x x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 7 x x x Xx Xx Xx 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 60 x x x Xx x Xx 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 19 x X x x x X 
3022|PLATE WORK INDUSTRY F 

INDUSTRIE DES TOLES FORTES 4 x x x Xx x x 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 15 x x Xx x x x 
3029|OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 42 1,324 36,414 1,841 79,587 178,489 97,567 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 106 x x x x x x 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 57 1,638 33,855 1,621 59,532 111,912 51,545 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 7 201 3,423 210 9,163 18,583 9,224 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 42 x x x x x x 
304 | STAMPED, PRESSED & COATED METALS 5 

EMBOUTISSAGE & MATRICAGE DES METAUX 134 x x x x x x 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 33 x x x x x x 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 16 x x x Xx x X 
3049|/OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 85 1,384 32,915 1,671 112,835 184,149 70,867 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 14 x x x Xx x x 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 1 x Xx Xx x x x 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


1 == Cost of Value of 
h- es : 
establis Salariés Cost of materials, shipments 


ent : 
à L hp tr supplies and and other 
Major group and industry Ÿ | goods for resale revenue 


me Salaries 


and wages 


Groupe et industrie i 
Cout des 


Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées a la recettes 
revente 


thousands of dollars 


milliers de dollars 


3053) INDUSTRIAL FASTENER INDUSTRY 


IND. DES ATTACHES, USAGE INDUSTRIEL 3 x x x Xx x x 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 10 x x x x x x 
306 | HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 24 Xx x x x x Xx 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 3 x x x x x x 
3062|METAL DIES, MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL 11 x Xx x x x x 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS 5 x X x x x x 
3069|OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 5 X xX x x x Xx 
307 | HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 16 958 19,069 677 31,539 71,604 38,545 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 16 958 19,069 677 31,539 71,604 38,545 
308 |MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 206 2,668 63,586 2,773 80,613 184,617 101,505 
3081|]MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 206 2,668 63,586 2,773 80,613 184,617 101,505 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 68 x x x Xx x x 
3091]METAL PLUMBING FIXTURES & FITTINGS 

GARNITURES DE PLOMBERIE EN METAL 1 x X x Xx x Xx 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 12 x x x Xx x x 
3099)/OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 55 302 16,999 1,059 43,490 78,905 31,738 
31 MACHINERY INDUSTRIES 

INDUSTRIES DE LA MACHINERIE 331 11,079 283,463 14,865 647,874 1,210,538 527,706 
311 AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 110 3,690 86,160 5,082 173,052 344,287 148,098 
3111)AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 110 3,690 86,160 5,082 179,052 344,287 148,098 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 3 x x x Xx x x 
3121} COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 3 x x x x x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 218 x x x x x x 
3191|COMPRESSORS PUMPS & INDUSTRIAL FANS 

COMPRESSEURS, POMPES & VENTILATEURS 22 xX x x x x x 
3192|}CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 1490 5,092 140,265 7,128 331,042 604,771 268,938 
3193| SAWMILL & WOODWORKING MACHINERY 

MACHINERIE POUR SCIERIES 1 x x x x x x 
3194) TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 5 x x x x x x 
3199]O0OTHER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 50 x x xX x x x 
32 |TRANSPORTATION EQUIPMENT INDUSTRIES 

INDUSTRIES DU MATERIEL DE TRANSPORT 158 95373 247,543 9,397 413,672 824,892 389,630 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 30 x x x x x x 


3211|AIRCRAFT & AIRCRAFT PARTS INDUSTRY ‘ 
IND. D'AERONEFS & PIECES D'AERONEFS 30 x x Xx x x x 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of 
establish- 
ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


MOTOR VEHICLE INDUSTRY 


INDUSTRIE DES VEHICULES AUTOMOBILES 2 
MOTOR VEHICLE INDUSTRY 
INDUSTRIE DES VEHICULES AUTOMOBILES 2 


TRUCK & BUS BODY & TRAILER INDS. 


CARROSSERIES DE CAMIONS & REMORQUES 74 
TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D'AUTOBUS 22e 
COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE COMMERCIAL 22 
NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE NON COMMERCIAL 24 


MOBILE HOME INDUSTRY 
INDUSTRIE DES MAISONS MOBILES 6 
MOTOR VEHICLE PARTS & ACCESSORIES 


PIECES & ACCESSOIRES POUR VEHICULES 28 
MOTOR VEHICLE ENGINE & PARTS IND. 

MOTEURS & PIECES DE VEHICULES 3 
MOTOR VEHICLE WIRING ASSEMBLIES 

ASSEMBLAGES DE CABLES POUR VEHICULE 1 
MOTOR VEHICLE STAMPINGS INDUSTRY 

PIECES EMBOUTIES POUR VEHICULES 1 
MOTOR VEHICLE STEERING & SUSPENSION 

DIRECTION. SUSPENSION POUR VEHICULE 1 
MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 1 
MOTOR VEHICLE PLASTIC PARTS IND. 

PIECES EN PLASTIQUE POUR VEHICULE 5 
MOTOR VEHICLE FABRIC ACCESSORIES 

ACCESSOIRES. TEXTILE, POUR VEHICULE 6 
OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 10 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 3 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 3 
BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 15 
BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 15 
OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 6 
OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 6 
ELECTRICAL & ELECTRONIC PRODUCTS 

PROD. ELECTRIQUES & ELECTRONIQUES 111 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES : 4 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 4 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS CELECTRIQUES OU NON) eee 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee 
ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D’ECLATIRAGE 5 
LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 3 
ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT-JOUR 2 


Employees 


Salariés 


Salaries 


and wages 
Number 


Nombre 


PROVINCES 


Traitements 


et salaires 


x x 

x x 

x X 

x x 

x x 
Xx x 

x x 

x x 

x x 

x x 

x x 

x x 

x x 

x x 
49 605 
x x 

x x 

x x 
248 4,243 
248 4,243 
X x 

x x 
7,578 216,436 
x x 
Xx x 

x x 
x x 
x x 
x x 
x x 


DES PRAIRIES 


Cost of 
materials, 
supplies and 
goods for resale 


Cost of 
fuel and 
electricity 


Coût des 
matieres, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
\’électricite 


thousands of dollars 


milliers de dollars 


x X 
x x 
Xx x 
xX x 

x x 

x x 

x x 
Xx x 

x x 

x x 

x x 

x x 

x x 

X xX 
25 1,933 
x x 
x x 
x x 
361 13,629 
361 13,629 
x x 

x x 
5,728 503,518 
Xx x 
x x 
eee x 
eee x 
x x 
x x 
x Xx 


1987 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


XÉ MSO (ie KE OCS Ow MALE À 


x 


21,088 


21,088 


PGC ed Cine DCE Cu 202 OC 
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Valeur 
ajoutée 


DCR DCI DC SCOT DC CEE OCP DCE Ki, (OC 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 

tablish- aa Cost of Value of 
mace Salaries A sea materials, shipments 

. : electricity supplies and and other 
Major group and industry eee goods for resale revenue 
= alaries 
and wages 


Groupe et industrie 
Coût des 


Number 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3333|ELECTRIC LAMP (BULB & TUBE) IND. 


LAMPES ELECTRIQUES (AMPOULES,TUBES) eee x x coe x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x xX eee x x x 
3341|RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x x coe x x x 
335 | ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 41 x x x x x x 
3351| TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 3 x Xx x x x x 
3352|ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 13 x x x x x x 
3359]OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 19 x x x x x x 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 18 x x x x x x 
3361|ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 12 x x x x x x 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 6 x Xx x X x x 
337 | ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 28 1,351 36,605 2,014 84,004 161,429 72,089 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 6 x x x x 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 7 x x x x x x 
3379|OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 15 x x x X x x 
338 | COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 8 Xx x Xx x x Xx 
3381] COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 8 x x x x x x 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 7 x x x x x x 
3391|BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 1 x x x x x x 
3392|NON-CURRENT CARRYING WIRING DEVICES 

DISPOSITIFS DE CABLAGE SANS COURANT 1 x x x x Xx x 
3399|O0OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 5 x x x x x x 
35 |NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 311 75305 209,696 61,399 495,105 1,053,365 495,770 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 15 Xx x x x x Xx 
3511]CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 9 x x x x x x 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 6 x X x x Xx x 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 6 x x x x x x 
3521|]CEMENT INDUSTRY | 

INDUSTRIE DU CIMENT 6 x x x x x x 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 53 x x x x x x 
3541|CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 7 x x x Xx x x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 13 x x x x x x 


3549|OTHER CONCRETE PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN BETON 33 592 14,307 1,694 29,407 59,403 28,456 
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Total Activity - Activité totale 


Employees 


establish- Re Cost of Value of 
ments Salariés Ses materials, shipments 


supplies and and other 


Major group and industry cecile goods for resale revenue 


— Salaries 


Groupe et industrie and wages = ies 


Number Coût des 


Nombre == Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité | destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


355 |READY-MIX CONCRETE INDUSTRY 


INDUSTRIE DU BETON PREPARE 166 2,692 69,118 13,277 197,228 358,609 148,092 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 166 2,692 69,118 13,277 197,228 358,609 148,092 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 30 x x x x x x 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 6 x x x x x x 
3562|GLASS PRODUCTS CEXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 24 x Xx x x x x 
357 |ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 1 Xx x x x x X 
3571]ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 1 x x Xx x x x 
358 |LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 3 x Xx x Xx x x 
3581|LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 3 x x x Xx x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 37 x x x x x x 
3591|)REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES 1 x x Xx Xx X Xx 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 3 x x Xx x x Xx 
3594 ]NON-METAL. MINERAL INSULATING MAT’L 

ISOLANT DE MINERAUX NON METALLIQUES 11 x x x x x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 16 235 5,219 335 4,976 12,667 7,871 
36 |REFINED PETROLEUM & COAL PRODUCTS 

PRODS RAFFINES DE PETROLE & CHARBON 31 x x X X X X 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE 16 x X x Xx X x 
3611|PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS CSAUF LUBRIFIANTS) 8 x x x x x x 
3612|LUBRICATING OIL & GREASE INDUSTRY : 

HUILES & GRAISSES LUBRIFIANTES 8 x Xx x Xx x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 15 x x x x x x 
3699|OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 15 x x x x x x 
37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 

INDUSTRIES CHIMIQUES 158 6,936 271,866 204,954 1,732,216 353165477 15314 5456 
371 | INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 37 x x x x x x 
3711} INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 25 x x x x x x 
3712) INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA ' 12 Xx x x x x x 
372 | AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 26 x Xx x x x x 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 3 X x x x Xx x 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 8 x x x x X x 
3729|O0OTHER AGRICULTURAL CHEMICAL INDS. 

AUTRES PROD. CHIMIQUES AGRICOLES 3 x x x x x Xx 


373 |PLASTIC & SYNTHETIC RESIN INDUSTRY 
MAT. PLASTIQUE & RESINE SYNTHETIQUE 3 794 33,297 11,876 291,635 524,571 214,365 
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Total Activity - Activité totale 


Employees 
ish- se Cost of Value of 
gent Salaries = materials, shipments 


ments : 
: i ence supplies and and other 
Major group and industry goods for resale revenue 


= Salaries 


: : and wages = 
Groupe et industrie Number 


Cott des 


Nombre — Coût du matiéres, des Valeur des 
d’etablis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3731|PLASTIC & SYNTHETIC RESIN INDUSTRY 


MAT. PLASTIQUE & RESINE SYNTHETIQUE 3 794 33,247 11,876 291,635 524,571 214,365 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 10 410 10,895 289 35,504 54,513 18,390 
3741 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 10 410 10,895 289 35,504 54,513 18,390 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 11 x x x x x x 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 11 x x x Xx x x 
376 | SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 11 240 6,416 277 12,350 29,590 17,176 
3761|SO0OAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 11 240 6,416 277 12,350 29,590 17,176 
377 |TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 2 x x x x x x 
3771) TOILET PREPARATIONS INDUSTRY | 

INDUSTRIE DES PRODUITS DE TOILETTE 2 x Xx x x x Xx 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 52 x x x x x Xx 
3791)PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 12 x x x x x x 
3792) ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 1 x X x xX x x 
3799|O0THER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 39 517 16,506 1,737 53,156 122,363 67,724 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES 440 4,531 97 5340 3,359 152,791 311,569 152,549 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 89 x xX x Xx x x 
3911) INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D’INDICATION, ETC. 35 x X x Xx x Xx 
3912)OTHER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 17 x x x x x x 
3913|CLOCK & WATCH INDUSTRY | 

INDUSTRIE DES HORLOGES & MONTRES 1 x x x x x x 
3314|}OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 36 x x x x x x 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 27 x X x x x x 
3921) JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 26 x x x x x Xx 
3922|PRECIOUS METAL SECONDARY REFINING 

AFFINAGE SECONDAIRE METAUX PRECIEUX 1 x x x x x x 
393 | SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 27 x x x x x X 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 18 x x x x x x 
3932]TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 9 x x x x x x 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 30 1,040 23,027 1,032 24,003 65,844 41,205 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 90 1,040 23,027 1,092 24,003 65,844 41,205 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 207 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY ; 

BALAIS, BROSSES & VADROUILLES 6 x x x x x x 


3992|BUTTON, BUCKLES & CLOTHES FASTENERS 
IND. DES ATTACHES POUR VETEMENTS 3 x x x x x st X 
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TABLE 17. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 17. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
oh 7a: Cost of Value of 
SIC he eat Salariés Fos er materials, shipments 
Code s ; clectrioit supplies and and other 
Major group and industry : ¥ goods for resale revenue 
a Salaries 
-- Groupe et industrie and wages — 5 — 
2 Number Coit des 
Nombre = — Coût du matières, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


3993|FLOOR TILE, LINOLEUM, COATED FABRIC 


DALLES. LINOLEUM & TISSUS ENDUITS 1 x Xx x x x x 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 
ENREGISTREMENT & INSTR. DE MUSIQUE 2 x x x x x x 


3999|OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 195 1,411 27,948 328 31,121 81,501 49,454 


SIC 
Code 
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PROVINCES DES PRAIRIES 


TABLE 18. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 18. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


VEGETABLE OIL MILLS CEXC CORN OIL) 
BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 


TEA & COFFEE INDUSTRY 

DRY PASTA PRODUCTS INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 


RUBBER HOSE & BELTING INDUSTRY 
OTHER RUBBER PROD IND CINCL TIRES) 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 


TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 


HOUSEHOLD PRODS OF TEXTILE MATERIAL 
HYGIENE PRODS. OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


MEN'S & BOYS" COAT INDUSTRY 

MEN'S & BOYS" SUIT & JACKET IND. 
MEN'S & BOYS’ PANTS INDUSTRY 

MEN'S & BOYS" SHIRT & UNDERWEAR IND 
MEN'S & BOYS" CLOTHING CONTRACTORS 


WOMEN’S COAT & JACKET INDUSTRY 
WOMEN'S SPORTSWEAR INDUSTRY 
WOMEN’S DRESS INDUSTRY 


[Employment size group - Tranche de taille d’eectit | size group - [Employment size group - Tranche de taille d’eectit | de taille d’effectif 


100 | 200 | 500 |1000 
+ [TOTAL 
199 499 999 
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INDUSTRIE 


G98| INDUSTRIES DES ALIMENTS 


125 
18 


32 


PNW B® OUND 


103 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


HUILES VEGETALES CSAUF DE MAIS) 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
CONFISERIES & CHOCOLAT 


INDUSTRIE DU THE & DU CAFE 
INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 


BOYAUX & COURROIES EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH CPNEUS COMP) 


PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 


INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 


ARTICLES DE MAISON EN TEXTILE 
ARTICLES D'HYGIENE EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES , SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, HOMMES 


MANTEAUX & VESTES POUR DAMES 
VETEMENTS DE SPORT POUR DAMES 
INDUSTRIE DES ROBES POUR DAMES 


Code 
CTI 


PRAIRIE PROVINCES 


PROVINCES DES PRAIRIES 
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TABLE 18. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 18. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


WOMEN'S CLOTHING CONTRACTORS 
CHILDREN'S CLOTHING INDUSTRY 
SWEATER INDUSTRY 

OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 


FUR GOODS INDUSTRY 
OTHER CLOTHING & APPAREL INDS. NEC 


WOOD INDUSTRIES 
SAWMILL & PLANING MILL PRODUCTS 


HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 


PREFABRICATED WOODEN BUILDINGS IND. | 


KITCHEN CABINETS, BATHROOM VANITIES 


WOODEN DOOR & WINDOW INDUSTRY 
OTHER MILLWORK INDUSTRIES 
WOODEN BOX & PALLET INDUSTRY 
COFFIN & CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


PARTICLE BOARD INDUSTRY 
WAFER BOARD INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 
OTHER OFFICE FURNITURE INDUSTRIES 


BED SPRING & MATTRESS INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 
PAPERBOARD INDUSTRY 
OTHER PAPER INDUSTRIES 
ASPHALT ROOFING INDUSTRY 


FOLDING CARTON & SET-UP BOX IND. 
CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

COATED & TREATED PAPER INDUSTRY 
STATIONERY PAPER PRODUCTS INDUSTRY 


OTHER CONVERTED PAPER PRODUCTS NEC 
PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
OTHER COMBINED PUBLISHING, PRINTING 


PRIMARY METAL INDUSTRIES 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 


ALUMINUM ROLLING, CASTING ,EXTRUDING 
COPPER ROLLING, CASTING & EXTRUDING 
OTHER METAL ROLLING, CASTING ETC. 

FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 
METAL TANKS CHEAVY GAUGE) INDUSTRY 


Employment size group - Tranche de taille d’effectif 


[J 
ad 
Be bis — | |mn 


uw + 
colleen 


+ 


D |  J | CN UN Oo 


yn Un 
om 


CO AUW OP Un 


ad ey 
UN = 
COD = NN KK INA 


ww 
9 AO 


~ 
Ww 


ND N_ WO ® 
me rm II! GPU LEE) Ds bei | bei bei CINE tl UT WUM WIN 


G 
= 


Pal 
UN NK Nm NN 


~ 


i) 
NANOHD on! | & 


CA 
© Wi! I 


Ds 
un ON NIIWRH IIIII © NI miime 


D æ NW 
NW FrWoe 


(EM ho] 


i) 
Sn De | im KON ANEUW 


ES HEED | 


[MN IN © NO 


GER [NO 


= 
re 
eo 


ee [unl | 


rm 
CAT 


MIMOW HHH | 0 


© MW PORN 7) = | | 


RKP leWe DIm II 


36 


HO CU | LA Oo un 


rd 
| de ImnIn e 


an & 


100 | 200 | 500 |1000 
199 | 499 | 999 
a a 
2 _ _ _ 
1 _ _ _ 
1 _ _ _ 
18 7 = = 
in = = - 
3 a1 £= ¢- 
i =1 f= == 
_ 1 _ _ 
_ 1 _ _ 
3 _ _ 
5 2 1 = 
2 — F1 -= 
Sel a--s= 
_ 1 _ _ 
6 3 2 = 
_ 1 _ _ 
_ 1 _ _ 
1 _ _ _ 
3 _ _ _ 
2 _ _ _ 
.17 8 3 = 
1 _ _ _ 
9 _ _ _ 
OR oe — 
1 _ _ _ 
5° 5 2 3g = 
- 2 _ _ 
8 3 5 = 
l _ _ _ 
SAGE = = 
2 _ _ _ 
121 2 = = 
1 _ _ _ 
15 7 = = 
1 _ _ _ 
_ 1 _ _ 


TOTAL 


57 


49 


_ 
Wen HOVUDW 


INDUSTRIE 


CONFECTION A FORFAIT, DAMES 

IND. DES VETEMENTS POUR ENFANTS 
INDUSTRIE DES CHANDAILS 

IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 


INDUSTRIE DES ARTICLES EN FOURRURE 
AUTRES IND. DE L'HABILLEMENT, NCA 


INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 


IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 
IND. DE LA PRESERVATION DU BOIS 


IND. DES PANNEAUX DE PARTICULES 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
AUTRES IND. DES MEUBLES DE BUREAU 


INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

AUTRES INDUSTRIES DU PAPIER 
IND. DU PAPIER-TOITURE ASPHALTE 


IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 
INDUSTRIE DES PRODUITS DE PAPETERIE 


AUTRES PRODS, PAPIER TRANSFORME NCA 
IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 


LAMINAGE & MOULAGE DE L'ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
AUTRE LAMINAGE & MOULAGE DES METAUX 
FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
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PRAIRIE PROVINCES 


TABLE 18. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 18. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


INDUSTRY 


PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS CEXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 
METAL DOOR & WINDOW INDUSTRY 
PREFAB. PORTABLE METAL BUILDING IND 


OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 


INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 

METAL DIES, MOULDS & PATTERNS IND. 
HAND TOOL & IMPLEMENT INDUSTRY 


OTHER HARDWARE & CUTLERY INDUSTRIES 


HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 

METAL PLUMBING FIXTURES & FITTINGS 
METAL VALVE INDUSTRY 


OTHER METAL FABRICATING INDS, NEC 
MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 


TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS IND. 
MOTOR VEHICLE WIRING ASSEMBLIES 
MOTOR VEHICLE STAMPINGS INDUSTRY 
MOTOR VEHICLE STEERING & SUSPENSION 


MOTOR VEHICLE WHEEL & BRAKE IND. 
MOTOR VEHICLE PLASTIC PARTS IND. 
MOTOR VEHICLE FABRIC ACCESSORIES 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
RAILROAD ROLLING STOCK INDUSTRY 


BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
LIGHTING FIXTURE INDUSTRY 

ELECTRIC LAMP & SHADE INDUSTRY 
TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 


OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 
ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 


OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
BATTERY INDUSTRY 

NON-CURRENT CARRYING WIRING DEVICES 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
241-414 2] A ITOTAL 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 
IND. DES PORTES & FENETRES EN METAL 
BATIMENTS PREFAB EN METAL CTRANSP.) 


AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 


IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 

IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 


AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 

GARNITURES DE PLOMBERIE EN METAL 
INDUSTRIE DES SOUPAPES EN METAL 


AUTRES IND. DE PRODUITS METAL., NCA 
INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D*AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 


ROUES & FREINS POUR VEHICULES 
PIECES EN PLASTIQUE POUR VEHICULE 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 


CONSTRUCTION D'EMBARCATIONS 
AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 
APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 


AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 
IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 


AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
INDUSTRIE DES ACCUMULATEURS 
DISPOSITIFS DE CABLAGE SANS COURANT 
AUTRES PRODUITS ELECTRIQUES NCA 


SIC 
Code 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3593 
3594 
3599 


36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 
3993 
3994 
3999 


PRAIRIE PROVINCES 


TABLE 18. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 18. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


INDUSTRY 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 

READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS CEXCEPT CONTAINERS) 

ABRASIVES INDUSTRY 


LIME INDUSTRY 

REFRACTORIES INDUSTRY 

GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT’L 
OTHER NON-METAL. MINERAL PRODS. NEC 


REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD CEXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
MIXED FERTILIZER INDUSTRY 

OTHER AGRICULTURAL CHEMICAL INDS. 


PLASTIC & SYNTHETIC RESIN INDUSTRY 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 

SOAP & CLEANING COMPOUNDS INDUSTRY 
TOILET PREPARATIONS INDUSTRY 


PRINTING INK INDUSTRY 
ADHESIVES INDUSTRY 
OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
CLOCK & WATCH INDUSTRY 

OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 


PRECIOUS METAL SECONDARY REFINING 
SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 

BROOM, BRUSH & MOP INDUSTRY 


BUTTON, BUCKLES & CLOTHES FASTENERS 
FLOOR TILE, LINOLEUM, COATED FABRIC 
MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 |1000 
Se: CRT ce TOTAL 
199 | 499 | 999 
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1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE CSAUF CONTENANTS) 
INDUSTRIE DES ABRASIFS 


INDUSTRIE DE LA CHAUX 

INDUSTRIE DES PRODUITS REFRACTAIRES 
INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 
AUTRES PROD. MINERAUX NON METAL NCA 


PRODS RAFFINES DE PETROLE & CHARBON 
PROD. PETROLIERS CSAUF LUBRIFIANTS) 


HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


158| INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
INDUSTRIE DES ENGRAIS COMPOSES 
AUTRES PROD. CHIMIQUES AGRICOLES 


MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 
SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES PRODUITS DE TOILETTE 


INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


AFFINAGE SECONDAIRE METAUX PRECIEUX 
INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 


IND. DES ATTACHES POUR VETEMENTS 
DALLES, LINOLEUM & TISSUS ENDUITS 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


35 


3511 
3512 
3521 
3541 
3542 


3549 
3551 
3561 
3562 
3571 


3581 
3591 
3593 
3594 
3599 


36 


3611 
3612 
3699 


37 


3711 
3712 
3721 
3722 
3729 


3731 
3741 
3751 
3761 
3771 


3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 
3993 
3994 
3999 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- en Cost of Value of 


ape Salariés Seas materials, shipments 


supplies and and other 


Major group and industry electricity | aoods for resale revenue 


ei Salaries 


Groupe et industrie andiwanes EX Tr 
Coût des 
Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 1,186 54,031 1,284,561 165,220 3,:904,361 6,992,457 2,910,052 


10 |FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 145 8,631 225,162 30,386 1,472,608 2,093,898 585 ,839 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION aa 3,589 89,167 8,245 532,262 774,269 232,371 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 34 2,791 73,587 6,887 463,925 672,706 192,103 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 10 798 15,600 1,357 68,337 101,563 33,268 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x x x x x X 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x x x x x x 


103 |FRUIT & VEGETABLE INDUSTRIES 
INDUSTRIES DES FRUITS & LEGUMES 4 
1031|]CANNED & PRESERVED FRUIT & VEG. IND 
CONSERVERIES DE FRUITS & LEGUMES 2 x x x x xX x 
1032| FROZEN FRUIT & VEGETABLE INDUSTRY 
IND. DES FRUITS & LEGUMES CONGELES 2 
104 |DAIRY PRODUCTS INDUSTRIES 
9 


INDUSTRIES LAITIERES 1 827 22,996 3,140 196,672 257,859 58,934 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 6 4493 13,484 1,440 110,537 146,060 34,251 
1049/OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 13 384 9,511 1,701 86,135 111,799 24,683 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 38 838 23,388 3,969 176,710 228,001 47,194 
1051|CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 3 x x x xX x x 
1052|PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 2 x x x x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 33 612 17,057 3,349 139,368 179,311 36,499 
106 |VEGETABLE OIL MILLS (EXC CORN OIL) < 

HUILES VEGETALES (SAUF DE MAIS) 2 x x x x x x 
1061|VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 2 x x x x x x 
107 |BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 17 x x x x x x 
1071| BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 1 x x x x x x 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 16 630 17,223 1,823 23,108 54,785 29,805 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 2 x x x x x x 
1081|CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 1 x x x x x x 
1082|CHEWING GUM INDUSTRY , 

INDUSTRIE DE LA GOMME A MACHER eee x x eee x x Xx 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 1 x x x Xx x x 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 18 916 25,614 2,873 118,536 179,768 53,145 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 2 x x x x X x 
1092|DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 2 x x x Xx x X 


1093 


1098 


122 


1221 


15 


159 


1598 


16 


161 
1611 
162 
1621 
163 
1631 
169 


1691 


154 


TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


POTATO CHIP, PRETZEL & POPCORN IND. 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


BEVERAGE INDUSTRIES 
INDUSTRIES DES BOISSONS 


SOFT DRINK INDUSTRY 
INDUSTRIE DES BOISSONS GAZEUSES 
SOFT DRINK INDUSTRY 
INDUSTRIE DES BOISSONS GAZEUSES 
DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
WINE INDUSTRY 
INDUSTRIE DU VIN 
WINE INDUSTRY 
INDUSTRIE DU VIN 


TOBACCO PRODUCTS INDUSTRIES 
INDUSTRIES DU TABAC 


TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 

TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 


RUBBER PRODUCTS INDUSTRIES 
IND. DES PRODUITS EN CAOUTCHOUC 


OTHER RUBBER PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN CAOUTCHOUC 
OTHER RUBBER PROD IND CINCL TIRES) 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 


PLASTIC PRODUCTS INDUSTRIES 
PRODUITS EN MATIERE PLASTIQUE 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 
PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 
PLASTIC FILM & SHEETING INDUSTRY 
PELLICULES & FEUILLES PLASTIQUES 
PLASTIC FILM & SHEETING INDUSTRY 
PELLICULES & FEUILLES PLASTIQUES 
OTHER PLASTIC PRODUCTS INDUSTRIES 
AUTRES PROD. EN MATIERE PLASTIQUE 
PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


29 


Emplo 


MANITOBA 


yees 


Salariés 


Number 


Nombre 


Salaries 
and wages 


Traitements 


632 
632 


MR oe Re EDS 


97 


97 


85 


85 


xe eM OT à ES 


et salaires 


12,711 


32,166 


14,029 


14,029 


CCE OC wed OX DC EC 


31,776 


1,670 


1,670 


X X KM K K XK 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


thousands of dollars 


milliers de dollars 


x x 
2,406 60,179 
4,989 89,028 
1,723 53,107 
1,723 53,107 

x x 

x x 

x x 

x x 

Xx x 

x x 

x x 

x x 

x x 
2,582 80,205 

147 6,411 
147 6,411 

x x 

x x 

x x 

x x 

x x 

x x 


1987 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


1987 


166 ,362 


11,198 


11,198 


XG OT) ge Xe X 


Valeur 
ajoutée 


27,734 


99,199 


37,675 


37,675 


WC > ACC EC CEE OG 


84,305 


4,653 
4,653 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- wees Cost of Value of 


1699 


17 


171 

1711 
1712 
1713 


1719 


18 


181 
1811 
182 


1821 


19 


191 
1911 
193 
1931 
199 
1991 
1992 
1993 


1998 


24 


243 
2431 
2432 


ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


OTHER PLASTIC PRODUCTS INDS. NEC 
AUTRES PROD., MATIERE PLASTIQUE NCA 24 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 8 


LEATHER & ALLIED PRODUCTS INDS. 
IND. DU CUIR & PRODUITS CONNEXES 
LEATHER TANNERIES 

TANNERIES 

FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 
LUGGAGE, PURSE & HANDBAG INDUSTRY 
VALISES, BOURSES & SACS A MAIN 1 
OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 2 


wo N OO 


PRIMARY TEXTILE INDUSTRIES 
TEXTILES DE PREMIERE TRANSFORMATION 3 


MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 2 
MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 2 
SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 1 
WOOL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 1 


TEXTILE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS TEXTILES 


NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 2 
NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 2 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 
CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 
OTHER TEXTILE PRODUCTS INDUSTRIES 


AUTRE IND. DES PRODUITS TEXTILES 26 
NARROW FABRIC INDUSTRY 

INDUSTRIE DES TISSUS ETROITS 1 
CONTRACT TEXTILE DYEING & FINISHING 

TEINTURE & FINISSAGE, PROD TEXTILES 3 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 10 
OTHER TEXTILE PROD (INCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 14 


CLOTHING INDUSTRIES 


INDUSTRIES DE L*HABILLEMENT 87 
MEN'S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 41 
MEN’S & BOYS' COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 16 
MEN'S & BOYS’ SUIT & JACKET IND. 


COMPLETS-VESTONS, HOMMES-GARCONNETS 11 


Salariés 


Cost of 


Salaries 
and wages 


fuel and 
electricity 


materials, 
supplies and 
goods for resale 


shipments 
and other 
revenue 


Number 


Nombre 


Traitements 
et salaires 


FR. TC a 4 


DC LDC ER OC DC 


92 


92 


615 


DC en 7 RE CAE. OG 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


thousands of dollars 


milliers de dollars 


x x x 
689 31,511 50,644 
689 31,511 50,644 

x x x 

x x x 

Xx x x 

x Xx x 

40 1,681 2,597 

x Xx Xx 

Xx x x 

x x x 

Xx Xx x 
688 28,724 53,173 

x X Xx 

x x x 

56 2,660 4,753 
56 2,660 4,753 

x x x 

x x x 

x X x 

84 3,409 4,857 
215 15,352 25,228 
2,313 214,657 409,466 

x x x 

343 41,821 79,083 
59 4,790 10,340 


Valeur 
ajoutée 


867 


Dh? BR CePA 
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TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


2433|MEN'S & BOYS’ PANTS INDUSTRY 
PANTALONS POUR HOMMES & GARCONNETS 
2934|MEN’S & BOYS’ SHIRT & UNDERWEAR IND 
CHEMISES, SOUS-VETEMENTS POUR HOMMES 
2435 |MEN'S & BOYS’ CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, HOMMES 
244 |WOMEN'S CLOTHING INDUSTRIES 
INDUSTRIES DES VETEMENTS POUR DAMES 
2441|WOMEN'"S COAT & JACKET INDUSTRY 
MANTEAUX & VESTES POUR DAMES 
2492|WOMEN’S SPORTSWEAR INDUSTRY 
VETEMENTS DE SPORT POUR DAMES 
2443} WOMEN'S DRESS INDUSTRY 
INDUSTRIE DES ROBES POUR DAMES 
2445 |WOMEN’S CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, DAMES 
295 |CHILDREN’S CLOTHING INDUSTRY 
IND. DES VETEMENTS POUR ENFANTS 
2451|CHILDREN'S CLOTHING INDUSTRY 
IND. DES VETEMENTS POUR ENFANTS 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 
AUTRES INDUSTRIES DE L'HABILLEMENT 
2491| SWEATER INDUSTRY 
INDUSTRIE DES CHANDAILS 
2492|OCCUPATIONAL CLOTHING INDUSTRY 
IND. DES VETEMENTS PROFESSIONNELS 
2493|GLOVE INDUSTRY 
INDUSTRIE DES GANTS 
2495|FUR GOODS INDUSTRY 
INDUSTRIE DES ARTICLES EN FOURRURE 
2499|OTHER CLOTHING & APPAREL INDS. NEC 


AUTRES IND. DE L’HABILLEMENT, NCA 


25 |WOOD INDUSTRIES 
INDUSTRIES DU BOIS 


251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 
2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
2549|/OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
256 | WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
258 |COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
2581|COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 
2591|WOOD PRESERVATION INDUSTRY 


IND. DE LA PRESERVATION DU BOIS 


establish- 
ments 


Nombre 
d’établis- 
sements 


u 


ao wa SF NY N OO 


22 


HS uv yw w 


no uw uw 


n 


Employees 


Salariés 


MANITOBA 


Salaries 
and wages 


Number 


Nombre 


Traitements 
et salaires 


49,971 


8,239 


8,239 


1987 
1987 


Total Activity - Activité totale 


Value of 
shipments 
and other 

revenue 


Cost of 
materials, 
supplies and 
goods for resale 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


thousands of dollars 


milliers de dollars 


x x x 

x x x 

115 608 6,940 

x x x 

395 47,813 63,958 
774 80,734 132,938 

x x x 

73 161 6,937 

x Xx x 

x x x 

x x x 

131 7,184 14,763 
46 2,420 4,784 

x Xx x 

14 4,738 6,146 

x x x 
3,508 110,846 214,126 
1,296 26,991 42,345 
1,296 26,991 42,345 
x x x 

x x x 

640 19,456 45,458 
936 40,452 81,991 
284 11,677 21,500 
x x x 

x X x 

x x xX 

x x x 

x x x 


Valeur 
ajoutée 


100,670 


15,494 
15,494 
x 

x 
24,996 
40,522 
9,254 
x 

x 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- ee Cost of Value of 
ments Salariés sere materials, shipments 
: 2 sue supplies and and other 
Major group and industry electricity node Ten resale revenue 


Salaries 
and wages 


Groupe et industrie 


Number Coût des 
Nombre == Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité | destinées à la recettes 
revente 
thousands of dollars 
milliers de dollars 
2599|OTHER WOOD INDUSTRIES NEC 
AUTRES INDUSTRIES DU BOIS NCA 6 x x x x x X 
26 FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D'AMEUBLEMENT 51 1,989 34,997 1,350 78,813 146,718 66,610 
261 |HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 26 x x x x x x 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 
IND. DES MEUBLES DE MAISON EN BOIS 16 823 14,496 486 30,831 61,542 29,820 
2612|UPHOLSTERED HOUSEHOLD FURNITURE 
MEUBLES DE MAISON REMBOURRES 8 458 6,935 221 16,278 27,831 11,619 
2619|)/OTHER HOUSEHOLD FURNITURE INDUSTRY 
AUTRES IND. DES MEUBLES DE MAISON 2 x Xx X x x x 
264 |OFFICE FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE BUREAU 3 x x x x x x 
2649|OTHER OFFICE FURNITURE INDUSTRIES 
AUTRES IND. DES MEUBLES DE BUREAU 3 x x x x x x 
269 |OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D’ AMEUBLEMENT 22 x x x x X x 
2691|BED SPRING & MATTRESS INDUSTRY 
INDUSTRIE DES SOMMIERS & MATELAS 5 216 4,214 200 14,316 23,015 8,701 
2692|HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D’HOTELS & RESTAURANTS 11 325 6,947 296 9,316 22,240 12,595 
2699|OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D’ AMEUBLEMENT NCA 6 x x x x x x 
27 PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 23 1,682 49,868 21,818 140,498 300,660 138 , 068 
271 |PULP & PAPER INDUSTRIES 
INDUSTRIES DES PATES & PAPIERS 3 x x x x x x 
2712|NEWSPRINT INDUSTRY 
INDUSTRIE DU PAPIER JOURNAL 1 x x x x x x 
2713|PAPERBOARD INDUSTRY 
INDUSTRIE DU CARTON 1 x x x x x x 
2719|OTHER PAPER INDUSTRIES 
AUTRES INDUSTRIES DU PAPIER 1 x x x x x x 
272 | ASPHALT ROOFING INDUSTRY 
IND. DU PAPIER-TOITURE ASPHALTE 2 x x x x x x 
2721) ASPHALT ROOFING INDUSTRY 
IND. DU PAPIER-TOITURE ASPHALTE 2 x x x x x x 
273 |PAPER BOX & BAG INDUSTRIES 
BOITES EN CARTON & SACS EN PAPIER 10 x x x x x x 
2731|FOLDING CARTON & SET-UP BOX IND. 
IND. DES BOITES PLIANTES & RIGIDES 3 x x x x x x 
2732|CORRUGATED BOX INDUSTRY 
IND. DES BOITES EN CARTON ONDULE 6 283 8,728 548 33,490 53,452 19,598 
2733|PAPER BAG INDUSTRY 
INDUSTRIE DES SACS EN PAPIER 1 x x x x x x 


279 |OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 6 
2791|COATED & TREATED PAPER INDUSTRY 
IND. DES PAPIERS COUCHES & TRAITES 2 x Xx x x x x 
2792|STATIONERY PAPER PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DE PAPETERIE 3 
2799|OTHER CONVERTED PAPER PRODUCTS NEC 
3 


AUTRES PRODS, PAPIER TRANSFORME NCA 47 605 68 1,953 4,844 2,823 


TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Number 
of 
establish- 
ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


28 PRINTING, PUBLISHING & ALLIED INDS. 


IMPRIMERIE, EDITION & IND. CONNEXES 183 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 108 
2811|BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX 7 
2819|OTHER COMMERCIAL PRINTING INDS. 

AUTRES IND D' IMPRESSION COMMERCIALE 101 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 24 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 24 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L'EDITION 16 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 2 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 14 
284 |COMBINED PUBLISHING & PRINTING IND. 

L' IMPRESSION & L*' EDITION COMBINEE 35 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 28 
2849|OTHER COMBINED PUBLISHING, PRINTING 


AUTRES IMPRESSION-EDITION COMBINEES 7 


e9 PRIMARY METAL INDUSTRIES 


PREMIERE TRANSFORMATION DES METAUX 14 
291 |PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 2 
2912|STEEL FOUNDRIES 

FONDERIES D’ACIER 1 
2919|[0THER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 1 
292 |STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 2 
2921|STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 2 
294 | IRON FOUNDRIES 

FONDERIES DE FER 2 
2941]IRON FOUNDRIES 

FONDERIES DE FER 2 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 2 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX (CALUM.COMP ) 2 
296 |ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 2 
2961|ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 2 
297 |COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 1 
2971|COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 1 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 3 
2999|OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 3 


MANITOBA 


1987 
1987 


Total Activity - Activité totale 


Employees 


Salariés 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 
Salaries 
and wages 


Number Coût des 


matières, des 
fournitures et 
des marchandises 
destinées à la 
revente 


Nombre 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


5,320 127,427 3,586 164,432 435,885 267,829 
2,503 59,928 2,020 94,673 208,836 111,787 
321 9,796 226 10,178 28,137 17,432 
2,182 50,131 1,794 84,495 180,700 94,356 
548 10,963 264 10,101 27,751 17,398 
548 10,963 264 10,101 27,751 17,398 

x x x x x x 

x x x x x x 

212 4,851 - 7,071 13,587 6,516 

x x x Xx x x 
1,356 35,339 887 34,000 121,078 86,232 
x x x Xx x x 
2,270 73,748 43,821 208,258 435,029 179,442 
x x Xx x x x 

x x x x x x 

x x x x x x 

x x x x x x 

x x x x x x 

x x x Xx x x 

x x X | x x x 

x x x x Xx x 

x x x x x x 

x x x x x x 

x] x Xx x x x 

x x x x x x 

x x x x x x 

x x x x x x 

x x x x x x 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- es Cost of Cost of Value of 
ments Salariés fliettand materials, shipments 
supplies and and other 


Major group and industry SOHO goods for resale revenue 


— Salaries 


Groupe et industrie and wages = ene 


Coût des 
Nombre Coût du matiéres, des Valeur des 
d’etablis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


30 |FABRICATED METAL PRODUCT INDUSTRIES 


FABRICATION DE PRODUITS EN METAL 151 3,927 91,425 4,710 215,277 413,516 192,364 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 1 x x x x x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 1 x x x x x x 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 12 x x x x x x 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 3 x x x x x x 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 1 Xx Xx x Xx x x 
3023/PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 4 160 4,423 246 15,329 26,461 11,159 
3029/OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 4 553 16,007 1,029 32,537 87,564 54,401 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 24 x X x Xx X x 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 17 431 7,734 377 14,737 26,846 11,995 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 7 x x x x x x 
304 | STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 38 x x Xx Xx Xx x 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 7 x x x x x x 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 2 x x x x x x 
3049|OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 29 606 15,428 945 58,379 93,076 34,998 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 5 143 3,226 233 3,628 7,617 3,757 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES coe x x eee x x X 
3053|INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 2 XI x Xx x Xx x 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 3 x Xx x X x x 
306 | HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 11 67 1,941 »4 2,215 4,584 2,312 
3061|BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 2 x x x X x x 
3062|METAL DIES. MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL 7 x x x x x x 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS 1 x x x X x x 
3069/OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 1 x x x x x x 
307 | HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE a 5 321 6,945 302 11,432 22,177 9,640 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 5 321 6,945 302 11,932 22,177 9,640 
308 |MACHINE SHOP INDUSTRY 

ATELIERS D’USINAGE 48 787 17,846 694 24,256 52,127 27,214 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 48 787 17,846 694 24,256 52,127 27,214 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 7 x x x x x x 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 1 x x x x x x 


3099|OTHER METAL FABRICATING INDS, NEC 
AUTRES IND. DE PRODUITS METAL., NCA 6 111 2,563 89 11,620 16,840 5,110 


31 


311 
3111 
312 
3121 
319 
3191 
3192 
3194 


3199 


32 


321 
3211 
323 
3231 
324 
3241 
3242 
3243 
3244 


325 


3251 
3252 
3254 
3255 
3256 
3257 
3259 
326 


3261 
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MANITOBA 
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TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


MACHINERY INDUSTRIES 
INDUSTRIES DE LA MACHINERIE 


AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
OTHER MACHINERY & EQUIPMENT INDS. 
AUTRE MACHINERIE & EQUIPEMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
COMPRESSEURS, POMPES & VENTILATEURS 
CONSTRUCTION & MINING MACHINERY 
MACHINERIE DE CONSTRUCTION & MINES 
TURBINE & POWER TRANSMISSION EQUIP. 
TURBINES & MATERIEL DE TRANSMISSION 
OTHER MACHINERY & EQUIPMENT, NEC 
AUTRE MACHINERIE & EQUIPEMENT NCA 


TRANSPORTATION EQUIPMENT INDUSTRIES 
INDUSTRIES DU MATERIEL DE TRANSPORT 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D'AERONEFS & PIECES D'AERONEFS 
AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D'AERONEFS & PIECES D'AERONEFS 
MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 
MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 
TRUCK & BUS BODY & TRAILER INDS. 
CARROSSERIES DE CAMIONS & REMORQUES 
TRUCK & BUS BODY INDUSTRY 


CARROSSERIES DE CAMIONS & D’AUTOBUS 


COMMERCIAL TRAILER INDUSTRY 
REMORQUES D' USAGE COMMERCIAL 
NON-COMMERCIAL TRAILER INDUSTRY 
REMORQUES D’' USAGE NON COMMERCIAL 
MOBILE HOME INDUSTRY 
INDUSTRIE DES MAISONS MOBILES 
MOTOR VEHICLE PARTS & ACCESSORIES 
PIECES & ACCESSOIRES POUR VEHICULES 


MOTOR VEHICLE ENGINE & PARTS IND. 
MOTEURS & PIECES DE VEHICULES 
MOTOR VEHICLE WIRING ASSEMBLIES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
MOTOR VEHICLE STEERING & SUSPENSION 
DIRECTION, SUSPENSION POUR VEHICULE 
MOTOR VEHICLE WHEEL & BRAKE IND. 
ROUES & FREINS POUR VEHICULES 
MOTOR VEHICLE PLASTIC PARTS IND. 
PIECES EN PLASTIQUE POUR VEHICULE 
MOTOR VEHICLE FABRIC ACCESSORIES 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
AUTRES PIECES & ACC. POUR VEHICLE 
RAILROAD ROLLING STOCK INDUSTRY 
IND DU MATERIEL FERROVIAIRE ROULANT 
RAILROAD ROLLING STOCK INDUSTRY 
IND DU MATERIEL FERROVIAIRE ROULANT 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


17 


61 


10 


15 


D ON a 


Employees 


Salariés 


Salaries 
and wages 
Number 


Nombre 
Traitements 
et salaires 


3,424 81,626 
1,817 45,002 
1,817 45,002 
X x 

x x 

x x 

x X 

427 7,462 

x x 

404 9,709 
6,300 164,514 
3,211 84,307 
3,211 84,307 
x X 

x Xx 

x x 

x x 

x x 

339 8,522 

x x 

x x 

x x 

x x 

x x 

x x 

61 1,120 

x x 

86 1,826 

x x 

x x 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matieres, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 
recettes 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


3,683 179,173 347,550 158,358 
2,095 104,956 194,426 83,779 
2,095 104,956 194,426 83,779 
x x x x 

x X x x 

x x x Xx 

x xX x x 

372 19,754 36,564 17,104 

Xx x x x 

313 27,094 51,109 20,688 
6,695 285,471 588,573 284,642 
2,326 128,884 284,923 133,342 
2,326 128,884 284,923 133,342 
x x x x 

x X x x 

x Xx Xx x 

x x x x 

x x x x 

254 30,423 46,507 15,379 

x Xx x x 

x x x x 

x x x Xx 

x x x X 

eee x x x 

x x x x 

68 1,679 4,714 2,967 

x x x Xx 

70 2,809 6,741 3,904 

x x x x 

x x x x 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- Rx Cost of Value of 
ments Salariés Va tinal materials, shipments 
3 à ser supplies and and other 
Major group and industry Salaries CN goods for resale revenue 
Groupe et industrie and wages — ren — 


Number Coût des 


Nombre = Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


BOATBUILDING & REPAIR INDUSTRY 


CONSTRUCTION D’ EMBARCATIONS 12 208 3,526 310 11,898 19,009 6,674 
BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 12 208 3,526 310 11,898 19,009 6,674 
OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 1 x X x x x x 
OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 1 xX x Xx x x x 


ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 33 2,740 75,257 2,206 251,895 480,388 244,865 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES coe x Xx coe x x x 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES coe x x coe Xx x x 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) cee x x coe x x x 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee x x eee Xx x x 


ELECTRIC LIGHTING INDUSTRIES 


IND. DES APPAREILS D' ECLAIRAGE 4 96 2,182 85 1,185 4,821 3,551 
LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 2 Xx x x x x x 
ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT-—JOUR 2 x x x x x x 
ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES (CAMPOULES,TUBES) eee Xx Xx coe x x x 
RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV eee x x eee x x x 
RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV coe x x eee x x x 
ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 13 x x x x x x 
TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 4 X|. x x x x x 
ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 5 xX x x x x Xx 
OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE & X Xx xX Xx x x 
OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 4 x x x x x x 
ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 3 x x x Xx x x 
OTHER OFFICE,BUS MACHCINC ELECTRON) | 

AUTRE MACHINE DE BURCELECTRON COMP) 1 x x x x x x 
ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 7 x x x x x x 
ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 3 x x x x x x 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. . 

MAT. ELEC. COMMUTATION & PROTECTION eee x x eee x x x 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 4 42 601 32 1,896 3,459 1,615 
COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION 1 x x Xx x x x 
COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 1 x x x x x x 
OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 4 x x x x x x 
BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS 1 x X X x x x 
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TABLE 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Number 


of 
: — Cost of Value of 
sic asin" Salariés ances materials, shipments 
Code 4 i) alactricit supplies and and other 
Major group and industry À Ÿ | goods for resale revenue 
— Salaries 
— Groupe et industrie pad ates = = 
Coût des 
Nombre Coût du matières, des Valeur des 
Code d’établis- combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises] et autres ajoutée 
et salaires l’électricité | destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


3392|NON-CURRENT CARRYING WIRING DEVICES 


DISPOSITIFS DE CABLAGE SANS COURANT 1 x x x x X x 
3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS ELECTRIQUES NCA 2 x x x x x x 


35 |NON-METALLIC MINERAL PRODUCTS INDS. 


PRODUITS MINERAUX NON METALLIQUES 56 1,718 46,067 14,133 126,710 249,228 106,996 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 2 x x x x x x 
3511/|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 2 x x x Xx Xx x 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE eee x x coe x x x 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 2 Xx x x x x x 
3521|CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 2 Xx x x x x x 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 3 x x x x x x 
3541|/CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 1 x x x x x x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 2 x x Xx x x x 
3549|/OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 6 183 4,223 617 9,252 20,708 10,946 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 26 835 19,889 2,962 56,167 106,561 47,390 
3551/|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 26 835 19,889 2,962 56,167 106,561 47,390 
356 [GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 8 x x x x x Xx 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 1 x x x x x X 
3562|GLASS PRODUCTS (EXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 7 97 2,322 138 6,228 9,701 3,366 
357 |ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 1 x x x x x Xx 
3571) ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 1 x x x x Xx x 
358 | LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 1 x x x x Xx x 
3581|LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 1 x x X x xX x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 7 244 7,543 2,245 25,861 35,553 7,743 
3591/|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES coe x x eee x Xx Xx 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 2 x x x x Xx x 
3594|NON-METAL. MINERAL INSULATING MAT'L 

ISOLANT DE MINERAUX NON METALLIQUES 1 x x x X x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA à 73 2,393 135 731 4,308 3,442 


36 |REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 5 x x x x x x 


361 |REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 2 x x x x x SEX 
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TABLEAU 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
ah ao Cost of Value of 
SIC FR he Salariés Seon materials, shipments 
Code : 3 electricle supplies and and other 
Major group and industry : Y goods for resale revenue 
== Salaries 
— Groupe et industrie apd wanes — a ar 
P Number Coit des 
Nombre ee Coût du matières, des Valeur des 
Code d’établis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises] et autres ajoutée 
et salaires l'électricité | destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


3612|LUBRICATING OIL & GREASE INDUSTRY 


HUILES & GRAISSES LUBRIFIANTES 2 x x x x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 3 15 394 159 3,746 4,847 940 
3699|OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 3 15 394 159 3,746 4,847 940 


37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIES CHIMIQUES 28 1,064 30,172 16,822 155,178 274,280 96,464 
371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 4 x x Xx x x x 
3711|INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 4 132 4,106 3,649 3,673 23,820 10,373 
3712) INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA eee x x eee Xx xX x 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D’ USAGE AGRICOLE 3 x x x x x Xx 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 1 x x x x x x 
3729|OTHER AGRICULTURAL CHEMICAL INDS. 

AUTRES PROD. CHIMIQUES AGRICOLES 2 x x x x x x 
374 | PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 3 Xx x x x x x 
3741|/PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 3 x x x x x x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 4 214 5,388 240 18,007 29,590 11,294 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS & 214 5,388 240 18,007 29,590 11,294 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 4 x x x x x X 
3761|SO0AP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 4 x x x x x x 
377 | TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 1 Xx Xx X x x x 
3771} TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 1 x x x x x x 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 3 x x Xx x x Xx 
3791|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D’ IMPRIMERIE 4 35 1,001 51 2,942 4,429 1,265 
3792|ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 1 Xx Xx x x x x 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 4 35 1,028 499 3,494 9,584 5,637 
39 OTHER MANUFACTURING INDUSTRIES 

AUTRES INDUSTRIES MANUFACTURIERES 94 1,230 26,112 949 36,668 82,261 44,766 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 19 x x x x x Xx 
3911]INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D'INDICATION, ETC. € 186 3,580 66 6,622 11,615 4,926 
3912|O0THER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 5 Xx x x x x x 
3913|CLOCK & WATCH INDUSTRY 

INDUSTRIE DES HORLOGES & MONTRES 1 x x x x x x 
3914|/OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 6 x x x x x x 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 7 x x x X x x 
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Total Activity - Activité totale 


Employees 


Number 


of 
: — Cost of Value of 
sic scm Salariés rl materials, shipments 
Code i 9 olectricit supplies and and other 
Major group and industry à Y | goods for resale revenue 
— Salaries 
_ Groupe et industrie and wages — Èt om 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
Code d’établis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de des marchandises] et autres ajoutée 
et salaires l'électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


3921| JEWELLERY & SILVERWARE INDUSTRY 
BIJOUTERIE & ARGENTERIE 6 94 713 19 1,351 2,068 698 
3922|PRECIOUS METAL SECONDARY REFINING 


AFFINAGE SECONDAIRE METAUX PRECIEUX 1 x x x x x x 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 8 x x x x Xx xX 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 4 x x x x x x 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX à 21 286 46 1,167 1,677 464 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 16 307 7,334 297 6,350 21,941 15,455 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 16 307 7,334 297 6,350 21,941 15,455 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 44 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 3 x x x x Xx x 
3992|BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 1 x x X Xx x x 


3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 1 x x x x x x 
3999|OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 39 355 7,824 255 6,867 20,509 13,388 


SIC 
Code 


TABLE 20. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 20. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


VEGETABLE OIL MILLS CEXC CORN OIL) 
BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 


TEA & COFFEE INDUSTRY 

DRY PASTA PRODUCTS INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 
OTHER RUBBER PROD IND CINCL TIRES) 
PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 


TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 


OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & BOYS" COAT INDUSTRY 

MEN'S & BOYS" SUIT & JACKET IND. 
MEN'S & BOYS' PANTS INDUSTRY 

MEN'S & BOYS" SHIRT & UNDERWEAR IND 
MEN'S & BOYS" CLOTHING CONTRACTORS 


WOMEN'S COAT & JACKET INDUSTRY 
WOMEN'S SPORTSWEAR INDUSTRY 
WOMEN'S DRESS INDUSTRY 

WOMEN'S CLOTHING CONTRACTORS 
CHILDREN'S CLOTHING INDUSTRY 


SWEATER INDUSTRY 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 |1000 
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1987 
1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


HUILES VEGETALES CSAUF DE MAIS) 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
CONFISERIES & CHOCOLAT 


INDUSTRIE DU THE & DU CAFE 
INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA CMALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 
PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 


INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 
ARTICLES DE MAISON EN TEXTILE 


AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES , SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, HOMMES 


MANTEAUX & VESTES POUR DAMES 
VETEMENTS DE SPORT POUR DAMES 
INDUSTRIE DES ROBES POUR DAMES 
CONFECTION A FORFAIT, DAMES 
IND. DES VETEMENTS POUR ENFANTS 


INDUSTRIE DES CHANDAILS 


Code 
CTI 


SIC 
Code 
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TABLE 20. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 20. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 

FUR GOODS INDUSTRY 

OTHER CLOTHING & APPAREL INDS. NEC 


WOOD INDUSTRIES 


SAWMILL & PLANING MILL PRODUCTS 
PREFABRICATED WOODEN BUILDINGS IND. 
KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 


WOODEN BOX & PALLET INDUSTRY 
COFFIN & CASKET INDUSTRY 
WOOD PRESERVATION INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
OTHER OFFICE FURNITURE INDUSTRIES 
BED SPRING & MATTRESS INDUSTRY 


HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


NEWSPRINT INDUSTRY 

PAPERBOARD INDUSTRY 

OTHER PAPER INDUSTRIES 

ASPHALT ROOFING INDUSTRY 
FOLDING CARTON & SET-UP BOX IND. 


CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

COATED & TREATED PAPER INDUSTRY 
STATIONERY PAPER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
OTHER COMBINED PUBLISHING, PRINTING 


PRIMARY METAL INDUSTRIES 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 


ALUMINUM ROLLING, CASTING,EXTRUDING 
COPPER ROLLING, CASTING & EXTRUDING 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 

OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 


INDUSTRIAL FASTENER INDUSTRY 
OTHER WIRE PRODCINC.UPHOLST SPRING) 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
S| ae eee | ee TOTAL 
199 | 499 | 999 
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1987 
1987 


INDUSTRIE 


IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 

INDUSTRIE DES ARTICLES EN FOURRURE 
AUTRES IND. DE L'HABILLEMENT, NCA 


INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 


IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 
IND. DE LA PRESERVATION DU BOIS 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE MAISON 
AUTRES IND. DES MEUBLES DE BUREAU 
INDUSTRIE DES SOMMIERS & MATELAS 


AMEUBLEMENT D’HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

AUTRES INDUSTRIES DU PAPIER 

IND. DU PAPIER-TOITURE ASPHALTE 
IND. DES BOITES PLIANTES & RIGIDES 


IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 
INDUSTRIE DES PRODUITS DE PAPETERIE 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D" IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L*EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 


LAMINAGE & MOULAGE DE L" ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 


IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 


Code 


MANITOBA 
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TABLEAU 20. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


BASIC HARDWARE INDUSTRY 

METAL DIES, MOULDS & PATTERNS IND. 
HAND TOOL & IMPLEMENT INDUSTRY 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 


MACHINE SHOP INDUSTRY 
METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
TURBINE & POWER TRANSMISSION EQUIP. 


OTHER MACHINERY & EQUIPMENT, NEC 
TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER. INDUSTRY 


MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS. IND. 
MOTOR VEHICLE WIRING ASSEMBLIES 
MOTOR VEHICLE WHEEL & BRAKE IND. 
MOTOR VEHICLE PLASTIC PARTS IND. 


MOTOR VEHICLE FABRIC ACCESSORIES 


OTHER MOTOR VEHICLE ACCESS. & PARTS! 


RAILROAD ROLLING STOCK INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


LIGHTING FIXTURE INDUSTRY 
ELECTRIC LAMP & SHADE INDUSTRY 
TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 


ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 
ELECTRICAL TRANSFORMER INDUSTRY 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 


BATTERY INDUSTRY 
NON-CURRENT CARRYING WIRING DEVICES 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 
OTHER CONCRETE PRODUCTS INDUSTRIES 


READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS CEXCEPT CONTAINERS) 
ABRASIVES INDUSTRY 

LIME INDUSTRY 


GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT'L 
OTHER NON-METAL. MINERAL PRODS. NEC 
REFINED PETROLEUM & COAL PRODUCTS 


LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 |1000 
Pas. | lore TOTAL 
199 | 499 | 999 
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1987 


INDUSTRIE 


IND. DE LA QUINCAILLERIE DE BASE 
IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 


ATELIERS D'USINAGE 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 

TURBINES & MATERIEL DE TRANSMISSION 


AUTRE MACHINERIE & EQUIPEMENT NCA 
INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D*AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 
ASSEMBLAGES DE CABLES POUR VEHICULE 
ROUES & FREINS POUR VEHICULES 
PIECES EN PLASTIQUE POUR VEHICULE 


ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 
IND DU MATERIEL FERROVIAIRE ROULANT 
CONSTRUCTION D'EMBARCATIONS 

AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 


ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 
IND DES TRANSFORMATEURS ELECTRIQUES 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 


INDUSTRIE DES ACCUMULATEURS 
DISPOSITIFS DE CABLAGE SANS COURANT 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 
AUTRES PRODUITS EN BETON 


INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE CSAUF CONTENANTS) 
INDUSTRIE DES ABRASIFS 

INDUSTRIE DE LA CHAUX 


INDUSTRIE DES PRODUITS EN GYPSE 

ISOLANT DE MINERAUX NON METALLIQUES 
AUTRES PROD. MINERAUX NON METAL NCA 
PRODS RAFFINES DE PETROLE & CHARBON 


HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


SIC 


Code 


37 


3711 
3721 
3729 
3741 
3751 


3761 
3771 
3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 
3994 
3999 
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TABLE 20. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 20. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
CHEMICAL FERTILIZERS INDUSTRY 
OTHER AGRICULTURAL CHEMICAL INDS. 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PAINT & VARNISH INDUSTRY 


SOAP & CLEANING COMPOUNDS INDUSTRY 
TOILET PREPARATIONS INDUSTRY 
PRINTING INK INDUSTRY 

ADHESIVES INDUSTRY 

OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
CLOCK & WATCH INDUSTRY 

OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 


PRECIOUS METAL SECONDARY REFINING 
SPORTING GOODS INDUSTRY 

TOYS & GAMES INDUSTRY 

SIGN & DISPLAY INDUSTRY 

BROOM, BRUSH & MOP INDUSTRY 


BUTTON, BUCKLES & CLOTHES FASTENERS 
MUSICAL INSTRUMENT, SOUND RECORDING 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 
100 | 200 | 500 |1000 
- - - + |TOTAL 
199 | 499 | 999 


28) INDUSTRIES CHIMIQUES 
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INDUSTRIE 


PRODUITS CHIMIQUES INORGANIQUES NCA 
INDUSTRIE DES ENGRAIS CHIMIQUES 
AUTRES PROD. CHIMIQUES AGRICOLES 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
INDUSTRIE DES PEINTURES & VERNIS 


SAVONS & COMPOSES DE NETTOYAGE 
INDUSTRIE DES PRODUITS DE TOILETTE 
INDUSTRIE DES ENCRES D'IMPRIMERIE 
INDUSTRIE DES ADHESIFS 

AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES HORLOGES & MONTRES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 


AFFINAGE SECONDAIRE METAUX PRECIEUX 
INDUSTRIE DES ARTICLES DE SPORT 
INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
BALAIS, BROSSES & VADROUILLES 


IND. DES ATTACHES POUR VETEMENTS 
ENREGISTREMENT & INSTR. DE MUSIQUE 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


37 


3711 
3721 
3729 
3741 
3751 


3761 
3771 
3791 
3792 
3799 


39 


3911 
3912 
3913 
3914 
3921 


3922 
3931 
3932 
3971 
3991 


3992 
3994 
3999 
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TABLE 21. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 21. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- Se Cost of Value of 
ments Salariés ee! materials, shipments 


degen supplies and and other 
Major group and industry reas) goods for resale revenue 


= Salaries 


Groupe et industrie and wages sait es. 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 
TOTAL, TOUTES IND. MANUFACTURIERES 810 19,772 516,865 110,302 2,050,042 3,522,989 153715214 


10 | FOOD INDUSTRIES 


INDUSTRIES DES ALIMENTS 90 3,858 101,717 17,800 750,215 1,062,726 294,822 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 29 Xx x x x Xx x 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 27 1,438 34,637 3,314 298,318 477,239 175,153 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 2 x x Xx x X Xx 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x Xx x Xx x x 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x x x x x X 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 2 Xx x Xx x x x 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 2 Xx x Xx x x x 
104 | DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 15 X x Xx x x x 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 11 x x x x x x 
1049|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS à | x x x x x x 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 23 x x Xx x x x 
1051|CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 2 x x x x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 21 416 9,027 4,154 58,452 83,553 22,212 
106 |VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (CSAUF DE MAIS) 1 x x x x x x 
1061|VEGETABLE OIL MILLS. CEXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 1 X| - x x x x x 
107 |BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 12 x x x Xx x x 
1071| BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS eee x Xx coe x x x 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 12 253 6,352 885 7,082 15,763 7,796 
108 | SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 1 x x x x Xx x 
1082|CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER eee x x coe x x x 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 1 x x x X x x 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES : 6 Xx x x x x x 
1091|}TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE eee x x eee x x Xx 
1092|DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 1 Xx x x x x x 
1093|POTATO CHIP, PRETZEL & POPCORN IND. 

CROUSTILLES, BRETZELS, MAIS SOUFFLE eee x x coe x x x 
1098|OTHER FOOD PROD IND NECCINCL MALT) 

AUTRES PRODS ALIMEN NCA (MALT COMP) 5 110 3,008 1,278 18,484 30,045 10,025 
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Total Activity - Activité totale 


Employees 
tablish- ES Cost of Value of 
Sets Salaries sree hgh materials, shipments 
G : electricity supplies and and other 
Major group and industry eae goods for resale revenue 
= alaries 


Groupe et industrie and wages ee mek 
3 Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


11 BEVERAGE INDUSTRIES 


INDUSTRIES DES BOISSONS 13 906 28,088 2,520 46,690 137,071 88,272 
111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 10 593 16,424 1,321 30,090 75,285 44,032 
1111|]SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 10 593 16,424 1,321 30,090 75,285 44,032 
113 | BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 3 313 11,664 1,199 16,600 61,786 44,240 
1131|BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 3 313 11,664 1,199 16,600 61,786 44,240 


15 |RUBBER PRODUCTS INDUSTRIES 


IND. DES PRODUITS EN CAOUTCHOUC coe x x cee x x x 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC coe x x eee x x x 
1598|OTHER RUBBER PROD IND CINCL TIRES) 

AUTRES PROD EN CAOUTCH CPNEUS COMP) eee x x eee x x x 


16 PLASTIC PRODUCTS INDUSTRIES 


PRODUITS EN MATIERE PLASTIQUE 15 257 5,149 895 14,125 24,334 9,727 
161 |FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 1 X x x x x x 
1611|FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 1 x x x x x X 
162 |PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 3 x x x x x x 
1621|PLASTIC PIPE & PIPE FITTINGS IND. 

TUYAUX EN PLASTIQUE 3 x x x x x x 
169 |OTHER PLASTIC PRODUCTS INDUSTRIES 

AUTRES PROD. EN MATIERE PLASTIQUE 11 x Xx x x x x 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 11 x x x x x x 
17 LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 10 x x x x x x 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 10 x x x x Xx x 
1711|LEATHER TANNERIES 

TANNERIES 1 x x x x x x 
1712| FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 6 x x x x x xX 
1713|LUGGAGE, PURSE & HANDBAG INDUSTRY 

VALISES, BOURSES & SACS A MAIN 1 Xx x x xX x x 
1719|OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 2 x x x x x x 
19 |TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 13 82 1,138 74 6,438 9,021 2,631 
193 |CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 X x x x x x 
1931|CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 5 x x x x x x 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 8 x x x x Xx x 
1993|HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 6 x x x x x x 
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Total Activity - Activité totale 


Employees 
establish- Fr Cost of Value of 
ments Salariés gs) materials, shipments 


rene supplies and and other 
Major group and industry electricity | Goods for resale revenue 


— Salaries 


Groupe et industrie and wages = DE 
P Number Coût des 
Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


1998|OTHER TEXTILE PROD CINCL TIRE CORD) 
AUTRES PROD TEXTILCARMAT PNEU COMP) 2 x x x X x x 


24 |CLOTHING INDUSTRIES 


INDUSTRIES DE L'HABILLEMENT 5 394 4,897 163 7,530 16,228 7,078 
243 |MEN’S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 3 Xx x x x x x 
2431|MEN'"S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 1 x x x x x Xx 
2432|MEN'S & BOYS’ SUIT & JACKET IND. 

COMPLETS-VESTONS, HOMMES-GARCONNETS 1 x x x x x x 
2433|MEN'S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 1 Xx X x x x x 
245 |CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 1 x x x x x x 
2451|CHILDREN'S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 1 x x x x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 1 x x x x x x 
2492|OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 1 Xx Xx x x x x 
25 |WOOD INDUSTRIES 

INDUSTRIES DU BOIS 58 1,354 37,943 5,857 95,755 164,110 58,491 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 10 481 15,995 2,303 39,529 66,928 22,198 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 10 481 15,995 2,303 39,529 66,928 22,198 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 1 x x X xX x x 
2522} SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 1 Xx x x x x x 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 36 x x x x x x 
2541|PREFABRICATED WOODEN BUILDINGS IND. ù 

BATIMENTS PREFAB. CHARPENTE DE BOIS eee x x eee x x x 
2542| KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 16 x x x x x x 
2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 3 x x x x x x 
2549|OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 11 168 3,896 209 16,622 21,301 4,262 
256 |WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 2 x x x Xx x x 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 2 x x x x x x 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 3 X x x x x x 
2591|WO00D PRESERVATION INDUSTRY ; 

IND. DE LA PRESERVATION DU BOIS 4 90 1,972 334 5,787 10,047 2,683 
2593|WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 1 x x x x x x 


2599|/OTHER WOOD INDUSTRIES NEC 
AUTRES INDUSTRIES DU BOIS NCA 4 31 549 12 248 955 694 
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Employees 
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nue Salariés Core materials, shipments 


twerrand supplies and and other 
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Groupe et industrie and wages 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


26 FURNITURE & FIXTURE INDUSTRIES 


MEUBLES & ARTICLES D'AMEUBLEMENT 19 151 3,020 109 4,612 10,635 5,856 
261 | HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 12 x x x x Xx x 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 11 41 699 27 922 1,960 1,012 
2612|UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 1 x x x x x x 
264 |OFFICE FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE BUREAU 1 Xx x xX x x x 
2649|OTHER OFFICE FURNITURE INDUSTRIES 

AUTRES IND. DES MEUBLES DE BUREAU 1 x x x x x x 
269 |OTHER FURNITURE & FIXTURE INDS. 

AUTRES ARTICLES D'AMEUBLEMENT 6 x x x x x x 
2692|HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D'HOTELS & RESTAURANTS 5 x x x x x x 
2699|OTHER FURNITURE & FIXTURE INDS. NEC 

AUTRES ARTICLES D'AMEUBLEMENT NCA 1 x x x x x x 
27 PAPER & ALLIED PRODUCTS INDUSTRIES 

IND. DU PAPIER & PRODUITS CONNEXES 5 x x x x x x 
271 |PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 1 x x x x x x 
2711;PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 1 x x x x x x 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 2 x Xx x x Xx Xx 
2732|CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 1 x Xx x x x Xx 
2733| PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 1 x x x x Xx X 
279 |OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 2 x x x x x x 
2792|STATIONERY PAPER PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DE PAPETERIE 1 x x x x x x 
2799|]OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 1 x x x x x x 
28 PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 166 2,817 68,671 2,220 64,560 190,118 122,972 
281 | COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 71 x x x x x x 
2811|BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX 6 x x x x x x 
2819|OTHER COMMERCIAL PRINTING INDS. . 

AUTRES IND D’ IMPRESSION COMMERCIALE 65 759 19,304 681 23,467 54,249 29,724 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 28 232 4,553 190 5,681 15,019 3,148 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 28 232 4,553 190 5,681 15,019 9,148 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L'EDITION 24 145 2,600 - 4,338 9,428 5,083 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE G 13 239 - 586 861 268 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 20 132 2,361 - 3,752 8,567 4,815 
284 | COMBINED PUBLISHING & PRINTING IND. 

L' IMPRESSION & L’ EDITION COMBINEE 43 x x x x x x 


2841|NEWSPAPERS, MAGAZINES & PERIODICALS 
JOURNAUX, REVUES & PERIODIQUES 41 1,527 37,813 1,263 25,033 97,867 71,541 
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2849|OTHER COMBINED PUBLISHING, PRINTING 
AUTRES IMPRESSION-EDITION COMBINEES 2 x x x x x x 


29 |PRIMARY METAL INDUSTRIES 


PREMIERE TRANSFORMATION DES METAUX 5 x x x x x x 
291 |PRIMARY STEEL INDUSTRIES 

INDUSTRIES SIDERURGIQUES 2 x X Xx xX x x 
2912|STEEL FOUNDRIES 

FONDERIES D'ACIER 1 x x x x x x 
2919|O0THER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 1 x x x x x x 
292 |STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 1 X x Xx x x x 
2921|/STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D’ACIER 1 x x Xx x x x 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 1 Xx x x x x X 
2958|NON-FERROUS SMELTING.REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 1 x x x x x x 
296 |ALUMINUM ROLLING, CASTING,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 1 x x x x x X 
2961|ALUMINUM ROLLING, CASTING ,EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 1 x x x Xx x xX 
30 FABRICATED METAL PRODUCT INDUSTRIES À 

FABRICATION DE PRODUITS EN METAL 109 1,510 33,162 1,876 64,233 135,186 69,730 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 2 x x x x x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 2 x x x x x x 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 12 x x x x x x 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 2 x x x X X Xx 
3022|PLATE WORK INDUSTRY : 

INDUSTRIE DES TOLES FORTES 1 x x x x x x 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 3 x x x x x x 
3029|O0OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 6 91 2,286 91 3,238 7,192 3,961 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 15 x x x x x x 
3031|]METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 12 178 2,223 121 4,275 6,585 2,189 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 3 x x x x x x 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 24 x x x x x x 
3041]CUSTOM COATING OF METAL PRODUCTS 1 

REVETEMENT DU METAL, SUR COMMANDE 6 30 2,190 287 1,577 5,997 4,134 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 3 x x x x x x 
3049/OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 15 299 5,959 327 19,128 35,506 16,210 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 1 x x x x x x 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES eee x Xx eee Xx x x 


3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 
AUTR PROD EN FILCRESSORT REMB COMP) 1 x x x x x x 
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306 |HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE eee 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS eee 
308 |MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 45 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 45 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 10 
3099|OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 10 
31 MACHINERY INDUSTRIES 

INDUSTRIES DE LA MACHINERIE 63 
311 |AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 41 
3111]/ AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 41 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 22 
3191] COMPRESSORS PUMPS & INDUSTRIAL FANS 

COMPRESSEURS, POMPES & VENTILATEURS 1 
3192|CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 13 
3194|TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 1 
3199|O0THER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 7 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 


INDUSTRIES DU MATERIEL DE TRANSPORT 26 
321 | AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D’AERONEFS 3 
3211)/AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 3 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 1 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 1 
324 | TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 19 
3241|]TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D'AUTOBUS 3 
3242] COMMERCIAL TRAILER INDUSTRY 

REMORQUES D’ USAGE COMMERCIAL 3 
3243|NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D’' USAGE NON COMMERCIAL 6 
3299| MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES 1 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 

PIECES & ACCESSOIRES POUR VEHICULES 3 
3257|MOTOR VEHICLE FABRIC ACCESSORIES 

ACCESSOIRES, TEXTILE, POUR VEHICULE 2 
3259|O0OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 1 
326 |RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT coe 
3261|RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT eee 


PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
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1987 
1987 


Total Activity - Activité totale 


Employees 
ar Cost of 
materials, 
supplies and 


goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Salariés 


Salaries 
and wages 


Number Coût des 


matières, des 
fournitures et 
des marchandises 
destinées à la 
revente 


Nombre 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


Xx x coe X x x 

x x eee x xX x 
493 12,519 588 19,565 45,003 25,033 
493 12,519 588 19,565 45,003 25,033 
58 1,254 133 3,986 6,365 2,246 

58 1,254 133 3,986 6,365 2,246 
1,813 41,227 2,794 86,022 167 5447 72,746 
1,296 29,902 2,093 54,496 109,863 47,018 
1,296 29,902 2,093 54,496 109,863 47,018 
517 11,326 701 31,526 57,585 25,728 
x x X Xx x x 

226 5,407 301 z 14,695 28,464 13,634 
x x Xx x x Xx 

x x x x x Xx 
796 17,102 649 37,478 60,189 21,937 

x xX x x x x 

x x x x Xx x 

x x Xx x x x 

x x x x Xx x 

x x x x x x 

x x x x x x 
372 8,993 417 17,156 31,097 12,552 
x x x x x x 

x x x x x x 

16 260 8 565 965 392 

x x x x x 

x x x x x x 

x x eee x x x 

x x coe x x x 
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33 |ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 18 1,475 40,543 2,227 101,159 1725777 74,087 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 1 x Xx x Xx x x 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 1 x x Xx x x X 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) 

. | GROS APPAREILS (ELECTRIQUES OU NON) eee Xx x eee x x x 

3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee x x coe Xx Xx x 
335 |ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 5 x x x x x x 
3351]TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION eee x x coe x x x 
3352) ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES 1 x x x x x x 
3359|OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 4 x x Xx x x x 
336 |OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS & x x x x x x 
3361|ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 1 x x x x x x 
3368|OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 3 x x Xx x x xX 
337 | ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 4 195 5,267 934 14,759 23,034 6,984 
3371|ELECTRICAL TRANSFORMER INDUSTRY 

IND DES TRANSFORMATEURS ELECTRIQUES 1 x Xx Xx x x x 
3372|ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 

MAT. ELEC. COMMUTATION & PROTECTION 2 Xx Xx x x x X 
3379|OTHER ELECTRICAL INDUSTRIAL EQUIP. 

AUTRE MATERIEL ELECT. INDUSTRIEL 1 Xx Xx Xx x x X 
338 |COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION 3 x x x x x x 
3381| COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 3 x Xx x x x x 
339 |OTHER ELECTRICAL PRODUCTS INDS. & 

AUTRES IND. DE PRODUITS ELECTRIQUES 1 x Xx x x x x 
3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 1 x x x x x x 
35 NON-METALLIC MINERAL PRODUCTS INDS. 

PRODUITS MINERAUX NON METALLIQUES 85 1,276 33,668 8,902 77,366 161,987 75 » 147 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 3 x x x x xX Xx 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 3 Xx x x x x x 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 1 x x x x x x 
3521|/CEMENT INDUSTRY ‘ 

INDUSTRIE DU CIMENT 1 x x x x x x 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 11 x x Xx x xX x 
3541|CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 1 x Xx x x x x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 1 Xx x x x x x 
3549|OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 9 67 1,545 249 3,952 6,363 4,349 


355 |READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 55 654 16,491 3,176 38,427 74,074 32,403 
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TABLE 21. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 21. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
ish- Fae Cost of Value of 
eetepye" Salaries coPael materials, shipments 


ments 
eae supplies and and other 
ee ee ae goods for resale revenue 


= Salaries 


Groupe et industrie CHERS — : — 
Coût des 


Nombre Coût du matières, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3551]READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 55 654 16,491 3,176 38,427 74,074 32,403 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 


VERRE & ARTICLES EN VERRE 7 72 1,380 207 3,694 6,501 2,625 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 3 Xx x x x x x 
3562|GLASS PRODUCTS CEXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 4 x x x x x Xx 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 8 x x x x x x 
3591)REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES 1 x x x x x x 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 1 Xx x x x x x 
3594] NON-METAL. MINERAL INSULATING MAT’L 

ISOLANT DE MINERAUX NON METALLIQUES 2 x x x x x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 4 70 1,285 70 2,003 4,310 2,254 
36 |REFINED PETROLEUM & COAL PRODUCTS 

PRODS RAFFINES DE PETROLE & CHARBON 7 x x x x x x 
361 |REFINED PETROLEUM PRODUCTS INDS. 

PRODUITS RAFFINES DU PETROLE 2 x x x x x x 
3611|)PETROLEUM PROD (EXC LUB OIL,GREASE) 

PROD. PETROLIERS (SAUF LUBRIFIANTS) 1 x x x x x x 
3612|LUBRICATING OIL & GREASE INDUSTRY 

HUILES & GRAISSES LUBRIFIANTES 1 x x Xx x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 5 x x Xx x x Xx 
3699|O0OTHER PETROLEUM & COAL PRODUCTS 

x x x x x Xx 


AUTRES PROD. DU PETROLE & CHARBON 5 


37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 
INDUSTRIES CHIMIQUES 24 469 15,430 9,906 118,073 216,358 84,689 


371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 


PRODS CHIMIQUES D'USAGE INDUST. NCA 8 x x Xx x x x 
3711) INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 6 x x Xx x x X 
3712|INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 2 X x Xx x x x 
372 | AGRICULTURAL CHEMICAL INDUSTRIES 

PRODUITS CHIMIQUES D’' USAGE AGRICOLE 6 xX x x x x x 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 2 x x x x x x 
3729|O0OTHER AGRICULTURAL CHEMICAL INDS. 

AUTRES PROD. CHIMIQUES AGRICOLES 4 165 5,877 276 688,043 137,792 46,502 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 1 x Xx x x x Xx 
3741|PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 1 x x x x x x 
375 |PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 2 x x xX Xx x x 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 2 x x x x x x 
376 | SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE coe x x eee x x 
3761|SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE cee x x eee x xX x 


377 | TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 1 x x x Xx xX Xx 


3771 
379 

3791 
3799 


39 


391 
3911 
3912 
3914 
392 
3921 
393 
3931 
3932 
397 


3971 
399 


3999 


TABLE 21. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 21. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 
OTHER CHEMICAL PRODUCTS INDUSTRIES 
AUTRES IND. DES PRODUITS CHIMIQUES 
PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 
OTHER CHEMICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS CHIMIQUES NCA 


OTHER MANUFACTURING INDUSTRIES 
AUTRES INDUSTRIES MANUFACTURIERES 


SCIENTIFIC & PROFESSIONAL EQUIPMENT 
EQUIP. SCIENTIFIQUE & PROFESSIONEL 
INDICATING & RECORDING INSTRUMENTS 
INSTRUMENTS D' INDICATION, ETC. 
OTHER INSTRUMENTS, RELATED PRODUCTS 
AUTRES INSTRUMENTS & PROD. CONNEXES 
OPHTHALMIC GOODS INDUSTRY 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
JEWELLERY & PRECIOUS METAL INDS. 
BIJOUTERIE & ORFEVRERIE 
JEWELLERY & SILVERWARE INDUSTRY 
BIJOUTERIE & ARGENTERIE 
SPORTING GOODS & TOY INDUSTRIES 
IND DES ARTICLES DE SPORT & JOUETS 
SPORTING GOODS INDUSTRY 
INDUSTRIE DES ARTICLES DE SPORT 
TOYS & GAMES INDUSTRY 
INDUSTRIE DES JOUETS & JEUX 
SIGN & DISPLAY INDUSTRY 
INDUSTRIE DES ENSEIGNES & ETALAGES 


SIGN & DISPLAY INDUSTRY 
INDUSTRIE DES ENSEIGNES & ETALAGES 
OTHER MANUFACTURED PRODUCTS INDS. 
AUTRES PRODUITS MANUFACTURES 
OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


SASKATCHEWAN 


1987 


1987 


179 


Total Activity - Activité totale 


Salaries 
and wages 


Number 


Employees 
Salariés Cost of 
fuel and 
electricity 


es Coût du 
Nombre combus- 
Traitements tible et de 
et salaires I’électricité 


x x 
x x 
x x 
54 1,567 
486 9,951 
x x 
x x 
x x 
99 2,171 
11 181 
11 181 
x x 
18 241 
x x 
122 2,550 
122 2,550 
172 3,133 
172 3,133 


100 


100 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


4,911 


thousands of dollars 


milliers de dollars 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
ajoutée 


SIC 
Code 


180 
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TABLE 22. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 22. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS CEXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FLUID MILK INDUSTRY 


OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 

FEED INDUSTRY 

VEGETABLE OIL MILLS CEXC CORN OIL) 
BREAD & OTHER BAKERY PRODUCTS IND. 


SUGAR & CHOCOLATE CONFECTIONS IND. 
DRY PASTA PRODUCTS INDUSTRY 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
BREWERY PRODUCTS INDUSTRY 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


TEXTILE PRODUCTS INDUSTRIES 


CANVAS & RELATED PRODUCTS INDUSTRY 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


MEN'S & BOYS" COAT INDUSTRY 
MEN'S & BOYS" SUIT & JACKET IND. 
MEN'S & BOYS" PANTS INDUSTRY 
CHILDREN'S CLOTHING INDUSTRY 
OCCUPATIONAL CLOTHING INDUSTRY 


WOOD INDUSTRIES 


SAWMILL & PLANING MILL PRODUCTS 
SOFTWOOD VENEER & PLYWOOD IND. 
KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 


WOODEN BOX & PALLET INDUSTRY 
WOOD PRESERVATION INDUSTRY 
WAFER BOARD INDUSTRY 

OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER OFFICE FURNITURE INDUSTRIES 
HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

STATIONERY PAPER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 |1000 
- - - + |TOTAL 
199 | 499 | 999 
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INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
INDUSTRIE DU LAIT DE CONSOMMATION 


AUTRES PRODUITS LAITIERS 

MEUNERIES 

INDUSTRIES DES ALIMENTS A BETAIL 
HUILES VEGETALES CSAUF DE MAIS) 
PAIN & AUTRES PROD. DE BOULANGERIE 


CONFISERIES & CHOCOLAT 
INDUSTRIE DES PATES SECHES 
AUTRES PRODS ALIMEN NCA CMALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
INDUSTRIE DE LA BIERE 


PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


INDUSTRIES DES PRODUITS TEXTILES 


ARTICLES EN GROSSE TOILE 
ARTICLES DE MAISON EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
IND. DES VETEMENTS POUR ENFANTS 
IND. DES VETEMENTS PROFESSIONNELS 


INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES RESINEUX 
ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 


IND. DES BOITES & PALETTES DE BOIS 
IND. DE LA PRESERVATION DU BOIS 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 
AUTRES IND. DES MEUBLES DE BUREAU 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 

IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 
INDUSTRIE DES PRODUITS DE PAPETERIE 
AUTRES PRODS, PAPIER TRANSFORME NCA 


Code 
CTI 


TABLE 22. 
TABLEAU 22. 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
OTHER COMBINED PUBLISHING, PRINTING 


PRIMARY METAL INDUSTRIES 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 
NON-FERROUS SMELTING,REFCINC. ALUM) 
ALUMINUM ROLLING, CASTING,EXTRUDING 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 

OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 


OTHER WIRE PRODCINC.UPHOLST SPRING) 
MACHINE SHOP INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOBILE HOME INDUSTRY 
MOTOR VEHICLE FABRIC ACCESSORIES 
OTHER MOTOR VEHICLE ACCESS. & PARTS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 


ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 
OTHER CONCRETE PRODUCTS INDUSTRIES 


READY-MIX CONCRETE INDUSTRY 
PRIMARY GLASS & CONTAINERS INDUSTRY 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 |1000 
Posed | tole TOTAL 
199 | 499 | 999 
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NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, 


INDUSTRY 


~ 
WWOUWR CON NN 


~ 


1987 


PAR INDUSTRIE, 1987 


INDUSTRIE 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONTE & AFF.NON-FERREUX CALUM.COMP) 
LAMINAGE & MOULAGE DE L'ALUMINIUM 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 


1|AUTR PROD EN FILCRESSORT REMB COMP) 


OWE WW 


CRE 


Le 
RB pumve weeee & 


un 
CAN UT ORR be (NN 


ATELIERS D'USINAGE 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D’AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 


IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 
AUTRES PRODUITS EN BETON 


INDUSTRIE DU BETON PREPARE 
VERRE PRIMAIRE, CONTENANTS EN VERRE 


Code 


SIC 


Code 


3562 
3591 
3593 
3594 
3599 


36 


3611 
3612 
3699 


37 


3711 
3712 
3722 
3729 
3741 


3751 
3771 
3791 
3799 


39 


3911 
3912 
3914 
3921 
3931 


3932 
3971 
3999 
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TABLE 22. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 22. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


GLASS PRODUCTS (EXCEPT CONTAINERS) 
REFRACTORIES INDUSTRY 

GYPSUM PRODUCTS INDUSTRY 

NON-METAL. MINERAL INSULATING MAT'L 
OTHER NON-METAL. MINERAL PRODS. NEC 


REFINED PETROLEUM & COAL PRODUCTS 


PETROLEUM PROD (EXC LUB OIL,GREASE) 
LUBRICATING OIL & GREASE INDUSTRY 
OTHER PETROLEUM & COAL PRODUCTS 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


INDUSTRIAL INORGANIC CHEMICALS NEC 
INDUSTRIAL ORGANIC CHEMICALS NEC 
MIXED FERTILIZER INDUSTRY 

OTHER AGRICULTURAL CHEMICAL INDS. 
PHARMACEUTICAL & MEDICINE INDUSTRY 


PAINT & VARNISH INDUSTRY 

TOILET PREPARATIONS INDUSTRY 
PRINTING INK INDUSTRY 

OTHER CHEMICAL PRODUCTS INDS. NEC 


OTHER MANUFACTURING INDUSTRIES 


INDICATING & RECORDING INSTRUMENTS 
OTHER INSTRUMENTS, RELATED PRODUCTS 
OPHTHALMIC GOODS INDUSTRY 

JEWELLERY & SILVERWARE INDUSTRY 
SPORTING GOODS INDUSTRY 


TOYS & GAMES INDUSTRY 
SIGN & DISPLAY INDUSTRY 
OTHER MANUFACTURED PRODUCTS NEC 


Employment size group - Tranche de taille d’effectif 
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INDUSTRIE 


PRODUITS EN VERRE CSAUF CONTENANTS) 
INDUSTRIE DES PRODUITS REFRACTAIRES 
INDUSTRIE DES PRODUITS EN GYPSE 

ISOLANT DE MINERAUX NON METALLIQUES 
AUTRES PROD. MINERAUX NON METAL NCA 


PRODS RAFFINES DE PETROLE & CHARBON 


PROD. PETROLIERS (SAUF LUBRIFIANTS) 
HUILES & GRAISSES LUBRIFIANTES 
AUTRES PROD. DU PETROLE & CHARBON 


INDUSTRIES CHIMIQUES 


PRODUITS CHIMIQUES INORGANIQUES NCA 
PRODUITS CHIMIQUES ORGANIQUES NCA 
INDUSTRIE DES ENGRAIS COMPOSES 
AUTRES PROD. CHIMIQUES AGRICOLES 
PROD. PHARMACEUTIQUES & MEDICAMENTS 


INDUSTRIE DES PEINTURES & VERNIS 
INDUSTRIE DES PRODUITS DE TOILETTE 
INDUSTRIE DES ENCRES D'IMPRIMERIE 
AUTRES PRODUITS CHIMIQUES NCA 


AUTRES INDUSTRIES MANUFACTURIERES 


INSTRUMENTS D'INDICATION, ETC. 
AUTRES INSTRUMENTS & PROD. CONNEXES 
INDUSTRIE DES ARTICLES OPHTALMIQUES 
BIJOUTERIE & ARGENTERIE 

INDUSTRIE DES ARTICLES DE SPORT 


INDUSTRIE DES JOUETS & JEUX 
INDUSTRIE DES ENSEIGNES & ETALAGES 
AUTRES PRODUITS MANUFACTURES NCA 


Code 
CTI 


3562 
3591 
3593 
3594 
3599 


36 


3611 
3612 
3699 


37 


3711 
3712 
3722 
3729 
3741 


3751 
3771 
3791 
3799 


39 


3911 
3912 
3914 
3921 
3931 


3932 
3971 
3999 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


Cost of 
Salariés 


materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


establish- 
ments 


Cost of 
fuel and 
electricity 


Major group and industry 


Groupe et industrie 


Salaries 
and wages 


Number 


Nombre 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Nombre 
d’établis- 
sements 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


TOTAL, ALL MANUFACTURING INDUSTRIES 


TOTAL, TOUTES IND. MANUFACTURIERES 2,590 78,220) 2,278,685 438 ,604 11,275,650 17,242,833 | 5,538,627 
10 FOOD INDUSTRIES 

INDUSTRIES DES ALIMENTS 263 12,086 336,052 42,826 3,407,723 4,224,832 787,695 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES } 

VIANDE & VOLAILLE, TRANSFORMATION 70 4,726 137,792 11,650 2,197,365 2,507,286 304,495 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 64 3,937 119,395 9,747 2,071,750 2,340,450 263,969 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 6 783 18,397 1,903 125,616 166,836 40,526 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x x x x x x 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 1 x X x x X x 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 6 313 7,431 963 34,804 63,605 24,363 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 4 x x x x x x 
1032| FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 2 xX x x x Xx x 
104 |DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 38 x x x x x x 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 6 x x x x x x 
1049]OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 32 1,358 38,802 4,993 270,186 344,704 70,724 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 71 x x X xX x x 
1051|CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 4 321 10,072 1,202 105,378 122,836 16,594 
1052|PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 2 Xx x x x x x 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 65 1,025 24,852 6,787 220,753 289,325 62,404 
106 |VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (CSAUF DE MAIS) 6 x x x x x x 
1061|VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) 6 x x x x x x 
107 | BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 36 x x Xx x x x 
1071|BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 2 x x x x x X 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE 34 1,191 30,213 1,958 59,147 122,425 61,282 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 

SUCRE & CONFISERIES 8 Xx x x x x x 
1081|CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 1 x x x x x x 
1082|CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER eee x Xx eee x x x 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 7 58 1,306 80 1,611 1,849 158 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 27 1,297 29,917 5,913 147,208 255,234 109,604 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 1 x x x x Xx x 
1092|DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 6 x x x x Xx x 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


1987 
1987 


Total Activity - Activité totale 


Employees 


— Cost of 


Salariés Cost of Value of 


establish- 


ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


1093|POTATO CHIP, PRETZEL & POPCORN IND. 


CROUSTILLES, BRETZELS, MAIS SOUFFLE 3 
1098|OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA (MALT COMP) 17 


11 |BEVERAGE INDUSTRIES 
INDUSTRIES DES BOISSONS 27 


111 |SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 15 
SOFT DRINK INDUSTRY 

INDUSTRIE DES BOISSONS GAZEUSES 15 
DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 3 
DISTILLERY PRODUCTS INDUSTRY 

IND. DE PRODUITS DE DISTILLATION 3 
BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 7 
BREWERY PRODUCTS INDUSTRY 

INDUSTRIE DE LA BIERE 7 
WINE INDUSTRY 

INDUSTRIE DU VIN 2 
WINE INDUSTRY 

INDUSTRIE DU VIN 2 


12 |TOBACCO PRODUCTS INDUSTRIES 


INDUSTRIES DU TABAC eee 
122 | TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC coe 
1221| TOBACCO PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DU TABAC eee 


15 |RUBBER PRODUCTS INDUSTRIES 


IND. DES PRODUITS EN CAOUTCHOUC 6 
152 |RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 1 
1521|RUBBER HOSE & BELTING INDUSTRY 

BOYAUX & COURROIES EN CAOUTCHOUC 1 
159 |OTHER RUBBER PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN CAOUTCHOUC 5 
1598|OTHER RUBBER PROD IND CINCL TIRES) 

AUTRES PROD EN CAOUTCH (PNEUS COMP) 5 


16 PLASTIC PRODUCTS INDUSTRIES 
PRODUITS EN MATIERE PLASTIQUE 71 


161 |FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 9 
FOAMED & EXPANDED PLASTIC PRODUCTS 

PROD. EN PLASTIQUE MOUSSE & SOUFFLE 9 
PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 
PLASTIC PIPE & PIPE FITTINGS IND. 
TUYAUX EN PLASTIQUE 
PLASTIC FILM & SHEETING INDUSTRY 
PELLICULES & FEUILLES PLASTIQUES 
PLASTIC FILM & SHEETING INDUSTRY 
PELLICULES & FEUILLES PLASTIQUES 


1611 
162 
1621 
163 


1631 


vu uw © © 


Number 


Nombre 


Ca 2 a SEA S 


Salaries 
and wages 


Traitements 
et salaires 


14,065 


64,275 


30,850 


30,850 


MPG LE 


fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


PONT TES 


materials, 
supplies and 


goods for resale 


Coût des 
matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


milliers de dollars 


95,523 


210,929 


125,050 


125,050 


DC UE ee DC AU 


143,640 


20,987 
20,987 
37,714 
37,714 
x 
x 


shipments 
and other 
revenue 


Valeur des 
livraisons 
et autres 
recettes 


x 
132,799 


409,884 


205,518 
205,518 
x 
x 
132,941 
132,941 
x 
x 


Valeur 
ajoutée 


40,587 


187,984 


77,193 


77,193 


DCR TOME DE 


108 , 769 


18,997 
18,997 
13,782 
13,762 
x 
x 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 


of Employees 
establish- Gars Cost of Value of 


Sante Salariés rata materials, shipments 


é : sde supplies and and other 
Major group and industry eter electricity GET resale revenue 
= alaries 


Groupe et industrie and wages — y — 
Number Coût des 


Nombre = Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de {des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


169 |OTHER PLASTIC PRODUCTS INDUSTRIES 


AUTRES PROD. EN MATIERE PLASTIQUE 49 x x x x x x 
1691|PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 8 x Xx Xx X Xx x 
1699|OTHER PLASTIC PRODUCTS INDS. NEC 

AUTRES PROD., MATIERE PLASTIQUE NCA 41 331 19,134 2,444 47,1491 99,558 49,417 


17 LEATHER & ALLIED PRODUCTS INDS. 


IND. DU CUIR & PRODUITS CONNEXES 14 x x x x x x 
171 |LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 14 x xX x x x Xx 
1711]LEATHER TANNERIES 

TANNERIES 3 xX Xx x x Xx Xx 
1712| FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 3 49 702 19 890 2,129 1,400 
1713|LUGGAGE, PURSE & HANDBAG INDUSTRY 

VALISES, BOURSES & SACS A MAIN 3 x Xx x x x x 
1713|OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 5 x x x x x x 
18 PRIMARY TEXTILE INDUSTRIES 

| TEXTILES DE PREMIERE TRANSFORMATION 3 x x x X X X 

181 |MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 1 x Xx x x x x 
1811|MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS 1 x x x X x x 
182 |SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES 2 x x x x x x 
1821|WOOL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 1 x x x Xx x x 
18629|OTHER SPUN YARN & WOVEN CLOTH INDS. 

AUTRES FILES 2 TISSUS TISSES 1 x x x x x x 
19 |TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 55 779 13,159 897 33,599 54,058 19,864 
192 |CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 1 x x Xx x x x 
1921|CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES 1 x x x x x x 
193 |CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 13 226 4,535 165 12,397 19,040 6,279 
1931|CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 13 226 4,535 165 12,397 19,040 6,279 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 41 x x x x x x 
1991|NARROW FABRIC INDUSTRY 

INDUSTRIE DES TISSUS ETROITS 1 Xx Xx x x Xx x 
1992|CONTRACT TEXTILE DYEING & FINISHING 

TEINTURE & FINISSAGE, PROD TEXTILES 7 x x x x x x 
1993|HOUSEHOLD PRODS OF TEXTILE MATERIAL ‘ 

ARTICLES DE MAISON EN TEXTILE 11 154 2,680 91 7,213 12,267 4,994 
1994|HYGIENE PRODS. OF TEXTILE MATERIAL 

ARTICLES D'HYGIENE EN TEXTILE 1 x x Xx x Xx X 


1998|OTHER TEXTILE PROD CINCL TIRE CORD) 
AUTRES PROD TEXTILCARMAT PNEU COMP) 21 217 2,579 197 6,950 11,257 4,111 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- PE Cost of Value of 
ments Salariés Sr materials, shipments 
É Ë elacaicit supplies and and other 
Major group and industry a Ÿ | goods for resale revenue 
= alaries 


Groupe et industrie and wages Les 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


24 |CLOTHING INDUSTRIES 


INDUSTRIES DE L'HABILLEMENT 47 1,843 29,253 825 60,850 139,299 79,3B2 
243 |MEN'S & BOYS’ CLOTHING INDUSTRIES 

VETEMENTS POUR HOMMES & GARCONNETS 14 x Xx x x Xx x 
2431|MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 7 x x X x x x 
2932|MEN’S & BOYS’ SUIT & JACKET IND. 

COMPLETS-VESTONS, HOMMES-GARCONNETS 3 x x x Xx x x 
2933|MEN'S & BOYS’ PANTS INDUSTRY 

PANTALONS POUR HOMMES & GARCONNETS 2 x x x x x x 
2435|MEN"S & BOYS’ CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, HOMMES 2 x x X x X x 
244 | WOMEN’S CLOTHING INDUSTRIES 

INDUSTRIES DES VETEMENTS POUR DAMES 14 Xx x x x x x 
2491} WOMEN’S COAT & JACKET INDUSTRY 

MANTEAUX & VESTES POUR DAMES 2 x x x x Xx X 
2442|WOMEN'S SPORTSWEAR INDUSTRY 

VETEMENTS DE SPORT POUR DAMES 8 x x x x x x 
2493) WOMEN’S DRESS INDUSTRY 

INDUSTRIE DES ROBES POUR DAMES 1 x x x x x x 
2445|WOMEN’S CLOTHING CONTRACTORS 

CONFECTION A FORFAIT, DAMES 3 x x x x x x 
245 |CHILDREN'S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 2 x x x x x x 
2451|CHILDREN'S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 2 x x x x x x 
249 |OTHER CLOTHING & APPAREL INDUSTRIES 

AUTRES INDUSTRIES DE L'HABILLEMENT 17 x x x x x x 
2991) SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 3 x x Xx x x x 
2492|OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 7 462 7,275 132 7,264 18,093 10,803 
2493|GLOVE INDUSTRY 

INDUSTRIE DES GANTS 2 x x x x x x 
2499|OTHER CLOTHING & APPAREL INDS. NEC 

AUTRES IND. DE L'HABILLEMENT, NCA 5 x x x x x x 
25 |WOOD INDUSTRIES 

INDUSTRIES DU BOIS 209 6,082 174,576 21,564 394,924 762,108 347,791 
251 |SAWMILLS, PLANING & SHINGLE MILLS 

SCIERIES, RABOTAGE & BARDEAUX 45 2,664 86,281 12,998 175,626 357,328 167,701 
2512|SAWMILL & PLANING MILL PRODUCTS 

SCIERIES & ATELIERS DE RABOTAGE 45 2,664 86,281 12,998 175,626 357,328 167,701 
252 |VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 5 x x x x x x 
2521|HARDWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES FEUILLUS 1 x Xx x x x x 
2522| SOFTWOOD VENEER & PLYWOOD IND. 

PLACAGES & CONTREPLAQUES RESINEUX 4 x x x x x x 
254 |SASH, DOOR & OTHER MILLWORK INDS. 

PORTES, CHASSIS, AUTRES BOIS OUVRES 115 2,063 48,955 2,260 123,929 216,405 90,392 
2541|PREFABRICATED WOODEN BUILDINGS IND. 

BATIMENTS PREFAB. CHARPENTE DE BOIS 11 661 17,313 507 50,327 81,994 30,968 
2542|KITCHEN CABINETS, BATHROOM VANITIES 

ARMOIRES DE CUISINE & SALLE DE BAIN 42 390 7,932 493 13,216 25,230 11,679 
2543|WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 24 475 11,350 546 30,554 55,575 24,651 


2549|OTHER MILLWORK INDUSTRIES 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 38 537 12,360 764 29,832 53,606 23,094 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number | 


of Employees 
establish- Re Cost of Value of 
ments Salariés costal materials, shipments 


end supplies and and other 
Major group and industry ee goods for resale revenue 


— Salaries 


Groupe et industrie and wages AE 


Number Coût des 
Nombre = Coût du matières, des Valeur des 
d’établis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


256 |WOODEN BOX & PALLET INDUSTRY 


IND. DES BOITES & PALETTES DE BOIS 11 179 3,513 318 7,483 13,685 5,960 
2561|WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 11 179 3,513 318 7-983 13,685 5,960 
258 |COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 4 30 585 23 1,730 2,707 953 
2581|COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 4 30 585 23 1,730 2,707 953 
259 |OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 29 x Xx x x x x 
2591|WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 12 184 5,034 828 16,902 28,372 11,866 
2592|PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 1 x x x x x x 
2593|WAFER BOARD INDUSTRY 

INDUSTRIE DES PANNEAUX DE COPEAUX 2 x x x x x x 
2599]OTHER WOOD INDUSTRIES NEC 

AUTRES INDUSTRIES DU BOIS NCA 14 159 3,712 267 6,873 12,342 5,202 


26 |FURNITURE & FIXTURE INDUSTRIES 


MEUBLES & ARTICLES D'AMEUBLEMENT 86 2,532 46,013 2,082 87,018 166,582 78,604 
261 |HOUSEHOLD FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE MAISON 36 x x x x x x 
2611|WOODEN HOUSEHOLD FURNITURE INDUSTRY 

IND. DES MEUBLES DE MAISON EN BOIS 23 370 5,275 231 10,708 19,465 8,512 
2612|UPHOLSTERED HOUSEHOLD FURNITURE 

MEUBLES DE MAISON REMBOURRES 10 661 10,804 446 23,265 42,479 19,075 
2619]O0THER HOUSEHOLD FURNITURE INDUSTRY 

AUTRES IND. DES MEUBLES DE MAISON 3 x x Xx x x x 
264 |OFFICE FURNITURE INDUSTRIES 

INDUSTRIES DES MEUBLES DE BUREAU 20 x x x Xx x x 
2641|METAL OFFICE FURNITURE INDUSTRY 

IND. DES MEUBLES DE BUREAU EN METAL 6 x x Xx x x x 
2649|OTHER OFFICE FURNITURE INDUSTRIES 

AUTRES IND. DES MEUBLES DE BUREAU 14 717 12,667 557 17,999 38,036 19,905 
269 |OTHER FURNITURE & FIXTURE INDS. 

AUTRES ARTICLES D’ AMEUBLEMENT 30 585 13,003 562 27,620 51,374 23,928 
2691|BED SPRING & MATTRESS INDUSTRY 

INDUSTRIE DES SOMMIERS & MATELAS 6 216] - 5,335 257 16,916 29,223 13,132 
2692|HOTEL & RESTAURANT FURNITURE IND. 

AMEUBLEMENT D’HOTELS & RESTAURANTS 14 265 5,877 238 9,357 17,928 8,486 


2699/OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D'AMEUBLEMENT NCA 10 104 1,792 66 1,847 4,223 2,309 


27 |PAPER & ALLIED PRODUCTS INDUSTRIES 


IND. DU PAPIER & PRODUITS CONNEXES 29 2,361 81,568 16,240 261,784 B39,833 262,408 
271 |PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 3 x x x x x x 
2711|PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 2 x x x x x x 
2713|PAPERBOARD INDUSTRY ” 

INDUSTRIE DU CARTON 1 x x x x x x 
272 | ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 3 337 11,022 2,025 50,911 86,898 33,972 
2721) ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 3 337 11,022 2,025 50,911 86,898 33,972 
273 |PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 12 627 18,107 1,119 76,871 119,457 42,076 


2731|FOLDING CARTON & SET-UP BOX IND. 
IND. DES BOITES PLIANTES & RIGIDES 3 x x x x x Xx 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- SR + Cost of Value of 
ments Salariés SE materials, shipments 


fuel and 5 
6 Fee supplies and and other 
Major group and industry electricity goods for resale revenue 


— Salaries 
Groupe et industrie and wages 


Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de {des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


2732|CORRUGATED BOX INDUSTRY 


IND. DES BOITES EN CARTON ONDULE 7 x x x x x Xx 
2733|PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 2 x x x x x x 
279 |OTHER CONVERTED PAPER PRODUCTS INDS 

AUTRES PRODS EN PAPIER TRANSFORME 11 x x x x x x 
2791|COATED & TREATED PAPER INDUSTRY 

IND. DES PAPIERS COUCHES & TRAITES 1 x Xx X Xx x x 
2792| STATIONERY PAPER PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS DE PAPETERIE 5 111 2,653 161 7,741 15,635 7831 
2799|OTHER CONVERTED PAPER PRODUCTS NEC 

AUTRES PRODS, PAPIER TRANSFORME NCA 5 x x x x x x 
28 |PRINTING, PUBLISHING & ALLIED INDS. 

IMPRIMERIE, EDITION & IND. CONNEXES 463 8,387 227,671 6,965 252,737 661,280 402,671 
281 |COMMERCIAL PRINTING INDUSTRIES 

IND. DE L’ IMPRESSION COMMERCIALE 245 3,329 83,924 3,260 135,571 277,303 139,449 
2811|]BUSINESS FORMS PRINTING INDUSTRY 

IMPRESSION, FORMULAIRES COMMERCIAUX 20 620 17,897 428 25,750 57,365 32,066 
2819|OTHER COMMERCIAL PRINTING INDS. 

AUTRES IND D' IMPRESSION COMMERCIALE 225 2,709 66,027 2,831 109,821 219,938 107,384 
282 |PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 86 967 22,057 824 21,735 56,606 34,045 
2821|PLATEMAKING, TYPESETTING & BINDERY 

CLICHAGE, COMPOSITION & RELIURE 86 967 22,057 824 21,735 56,606 34,045 
283 |PUBLISHING INDUSTRIES 

INDUSTRIES DE L'EDITION 77 x x Xx x x x 
2831|BOOK PUBLISHING INDUSTRY 

INDUSTRIE DE L'EDITION DU LIVRE 7 x x Xx x x x 
2839|OTHER PUBLISHING INDUSTRIES 

AUTRES INDUSTRIES D’ EDITION 70 x Xx Xx x Xx x 
284 |COMBINED PUBLISHING & PRINTING IND. 

L' IMPRESSION & L’ EDITION COMBINEE 55 x x x x x x 
2841|NEWSPAPERS, MAGAZINES & PERIODICALS 

JOURNAUX, REVUES & PERIODIQUES 55 3,274 102,805 2,881 69,674 268,414 196,032 
2849|OTHER COMBINED PUBLISHING, PRINTING 

AUTRES IMPRESSION-EDITION COMBINEES eee x x eve x x x 


29 |PRIMARY METAL INDUSTRIES 
PREMIERE TRANSFORMATION DES METAUX 30 3,190 110,854 31,902 439,720 779,695 299,627 


291 |PRIMARY STEEL INDUSTRIES 


INDUSTRIES SIDERURGIQUES 5 x x x x x x 
2912|STEEL FOUNDRIES 

FONDERIES D’ACIER 3 x Xx x x x | x 
2919]|O0THER PRIMARY STEEL INDUSTRIES 

AUTRES INDUSTRIES SIDERURGIQUES 2 x x x x x x 
292 |STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 6 749 27,705 2,762 179,897 288,637 99,154 
2921|]STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 6 749 27,705 2,762 179,897 288,637 99,154 
294 |IRON FOUNDRIES 

FONDERIES DE FER 8 394 10,286 911 12,728 35,372 22,303 
2941] IRON FOUNDRIES 

FONDERIES DE FER 8 394 10,286 911 12,728 35,372 22,303 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 1 x x x x x x 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 1 x x x x x x 


296 |ALUMINUM ROLLING, CASTING, EXTRUDING 
LAMINAGE & MOULAGE DE L' ALUMINIUM 4 x x x x x art x 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
of Employees 


establish- CREA Cost of Cost of | Value of 
ments Salariés duatlent materials, shipments 


: À ss supplies and and other 
Major group and industry can ie goods for resale revenue 
LE alaries 


Groupe et industrie and wages 22 ns 
RSS Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


2961|ALUMINUM ROLLING, CASTING,EXTRUDING 


LAMINAGE & MOULAGE DE L'ALUMINIUM 4 x x x x x x 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 6 50 899 151 3,462 5,467 1,804 
2999|OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 6 50 699 151 3,482 5,467 1,804 


30 |FABRICATED METAL PRODUCT INDUSTRIES 


FABRICATION DE PRODUITS EN METAL 395 8,581 207,057 11,874 445,550 861,256 404,232 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 4 232 6,615 230 12,136 21,898 9,361 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 4 232 6,615 230 12,136 21,898 9,361 
302 | FABRICATED STRUCTURAL METAL PRODS. 

ELEMENTS DE CHARPENTE EN METAL 56 x x x x x x 
3021|METAL TANKS (HEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 14 472 11,989 993 17,323 45,368 27,127 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 2 x x x x x x 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 8 520 16,693 645 36,869 67,433 31,449 
3029|O0THER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 32 680 18,121 7e2 43,812 83,783 39,205 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 67 1,615 36,259 1,870 74,606 139,797 63,903 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 28 1,029 23,898 1,122 40,520 78,480 37,361 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL CTRANSP. ) 7 201 3,423 210 9,163 18,583 9,224 
3039|0THER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 32 385 8,938 539 24,924 42,734 17,318 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 72 1,460 37,165 3,705 134,842 237,380 99,113 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 20 368 11,069 1,527 17,170 43,682 24,775 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 11 613 14,569 1,778 82,345 138,132 | 54,179 
3049|/OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 41 479 11,527 399 35,328 55,567 20,160 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 8 200 4,970 242 6,039 9,987 3,984 
3052|WIRE & WIRE ROPE INDUSTRY 

IND. DES FILS & CABLES METALLIQUES 1 x x x x x x 
3053) INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 1 x x x x x x 
3058|OTHER WIRE PRODCINC.UPHOLST SPRING) 

AUTR PROD EN FILCRESSORT REMB COMP) 6 x x x x x x 
306 |HARDWARE TOOL & CUTLERY INDUSTRIES 

ARTICLES DE QUINCAILLERIE 13 x x x x Xx x 


3061|BASIC HARDWARE INDUSTRY F 

IND. DE LA QUINCAILLERIE DE BASE 1 x x x x x Xx 
3062|METAL DIES, MOULDS & PATTERNS IND. 

IND. DES MATRICES & MOULES EN METAL à 
3063|HAND TOOL & IMPLEMENT INDUSTRY 

INDUSTRIE DES OUTILS & INSTRUMENTS 4 x x x x x x 
3069|/OTHER HARDWARE & CUTLERY INDUSTRIES 

AUTRES ARTICLES DE QUINCAILLERIE 4 
307 |HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 11 637 12,123 375 20,107 49,426 28,906 
3071|HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 11 637 12,123 375 20,107 49,926 28,906 


33 880 46 1,080 1,857 731 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 
establish- PR she Cost of Value of 
ments a viele materials, shipments 


fuel and supplies and and other 
Major group and industry ATS goods for resale revenue 


— Salaries 
and wages mA = seat à 


Groupe et industrie 
Cott des 


Nombre Coût du matiéres, des Valeur des 
d’établis- combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes é 
revente 


thousands of dollars 


milliers de dollars 


308 |MACHINE SHOP INDUSTRY 


ATELIERS D'USINAGE M OS 1,388 33,221 1,491 36,792 87,487 49,257 
3081|MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 113 1,388 33,221 1,491 36,792 87,487 49,257 
309 |OTHER METAL FABRICATING INDUSTRIES 

AUTRES IND. DE PRODUITS EN METAL 51 x x x x x x 
30911METAL PLUMBING FIXTURES & FITTINGS 

GARNITURES DE PLOMBERIE EN METAL 1 x x x x x x 
3092|METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 11 x Xx x x x x 
3099]OTHER METAL FABRICATING INDS, NEC 

AUTRES IND. DE PRODUITS METAL., NCA 39 733 13,162 837 27,884 55,700 24,382 


31 |MACHINERY INDUSTRIES : 
INDUSTRIES DE LA MACHINERIE 199 5,842 160,609 8,388 382,678 695,541 296,602 


311 |AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 34 577 11,256 894 19,600 39,998 17,301 
3111!/AGRICULTURAL IMPLEMENT INDUSTRY 

INDUSTRIE DES INSTRUMENTS ARATOIRES 34 577 11,256 894 19,600 39,998 17,301 
312 |COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 2 x x x x x x 
3121} COMMERCIAL REFRIGERATION EQUIPMENT 

EQUIPE. COMMERCIAL DE REFRIGERATION 2 x xX X x x x 
319 |OTHER MACHINERY & EQUIPMENT INDS. 

AUTRE MACHINERIE & EQUIPEMENT 163 x x X x x x 
3191|COMPRESSORS PUMPS & INDUSTRIAL FANS 

COMPRESSEURS, POMPES & VENTILATEURS 16 362 10,777 570 40,489 73,632 25,137 
3122] CONSTRUCTION & MINING MACHINERY 

MACHINERIE DE CONSTRUCTION & MINES 117 4,439 127,396 6,455 296,593 539,744 238,200 
3193|SAWMILL & WOODWORKING MACHINERY 

MACHINERIE POUR SCIERIES 1 x Xx x x x Xx 
3194|/TURBINE & POWER TRANSMISSION EQUIP. 

TURBINES & MATERIEL DE TRANSMISSION 3 Xx x x x x x 
3199]O0THER MACHINERY & EQUIPMENT, NEC 

AUTRE MACHINERIE & EQUIPEMENT NCA 26 323 7,903 314 20,815 31,486 10,619 


32 |TRANSPORTATION EQUIPMENT INDUSTRIES 


INDUSTRIES DU MATERIEL DE TRANSPORT 71 25277 65,927 2,053 90,723 176,130 83,050 
321 |AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D'AERONEFS 16 x x x x x x 
3211|AIRCRAFT & AIRCRAFT PARTS INDUSTRY 

IND. D'AERONEFS & PIECES D’AERONEFS 16 x x x x x x 
323 |MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES eee 251 9,480 eee - - - 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES eee 251 3,480 coe - - - 
324 |TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 36 x x x x x x 
3241]TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D’AUTOBUS 14 295 6,295 338 16,637 29,747 12,898 
3242] COMMERCIAL TRAILER INDUSTRY 

REMORQUES D'USAGE COMMERCIAL 11 x x x x X x 
3243 |NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D' USAGE NON COMMERCIAL 8 201 6,880 168 19,147 28,187 7,951 
3244] MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES 3 Xx x Xx x x x 
325 |MOTOR VEHICLE PARTS & ACCESSORIES : 

PIECES & ACCESSOIRES POUR VEHICULES 10 x x x x x x 


3253|MOTOR VEHICLE STAMPINGS INDUSTRY 
PIECES EMBOUTIES POUR VEHICULES 1 x x x x x x 


TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Number 
of 
establish- 
ments 


Major group and industry 


Groupe et industrie 


Nombre 
d’établis- 
sements 


MOTOR VEHICLE STEERING & SUSPENSION 

DIRECTION, SUSPENSION POUR VEHICULE 1 
MOTOR VEHICLE PLASTIC PARTS IND. 
PIECES EN PLASTIQUE POUR VEHICULE 
MOTOR VEHICLE FABRIC ACCESSORIES 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
AUTRES PIECES & ACC. POUR VEHICLE 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 
RAILROAD ROLLING STOCK INDUSTRY 

IND DU MATERIEL FERROVIAIRE ROULANT 1 
BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 3 
BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D'EMBARCATIONS 3 
OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 5 

5 


a wa N 


OTHER TRANSPORTATION EQUIPMENT INDS 
AUTRES IND. DU MATERIEL TRANSPORT 


ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 60 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 3 
SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 3 
MAJOR APPLIANCES CELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) coe 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) eee 
ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE 1 
LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 1 
ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES CAMPOULES,TUBES) eee 
RECORD PLAYERS,RADIO & TV RECEIVERS 
PHONOGRAPHES, RECEPTEURS RADIO & TV eee 
RECORD PLAYERS,RADIO & TV RECEIVERS 
PHONOGRAPHES, RECEPTEURS RADIO & TV eee 
ELECTRONIC EQUIPMENT INDUSTRIES 

INDUSTRIE DU MATERIEL ELECTRONIQUE 23 
TELECOMMUNICATION EQUIPMENT IND. 

EQUIPEMENT DE TELECOMMUNICATION 5 
ELECTRONIC PARTS & COMPONENTS IND. 

PIECES & COMPOSANTES ELECTRONIQUES ? 7 
OTHER ELECTRONIC EQUIPMENT INDS. 

AUTRE MATERIEL ELECTRONIQUE 11 
OFFICE, STORE & BUSINESS MACHINES 

MACHINES POUR BUREAUX & MAGASINS 10 


ELECTRONIC COMPUTERS & PERIPHERALS 

ORDINATEURS & EQUIP. PERIPHERIQUE 8 
OTHER OFFICE,BUS MACHCINC ELECTRON) 

AUTRE MACHINE DE BURCELECTRON COMP) 2 
ELECTRICAL INDUSTRIAL EQUIP. INDS. 

MATERIEL ELECTRIQUE, INDUSTRIEL 17 
ELECTRICAL TRANSFORMER INDUSTRY 


IND DES TRANSFORMATEURS ELECTRIQUES 2 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
MAT. ELEC. COMMUTATION & PROTECTION 5 
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Employees 


Salariés 


Salaries 


and wages 
Number 


Nombre 
Traitements 
et salaires 


x x 
x x 
30 499 
x x 
x x 

x x 
40 717 
40 717 
X x 
x x 
3,363 100,636 
x x 
x x 
x x 
x x 
X|° x 

x x 
x x 
x Xx 
x x 
x x 
x x 
147 2,294 
x x 
x x 
233 7,716 
x x 
x x 

x x 
176 4,932 


1987 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Cott des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


thousands of dollars 


milliers de dollars 


x X x 
x x x 
17 1,118 1,866 
x x x 
Xx x x 

x x x 
51 1,731 2,079 
51 1,731 2,079 
Xx x x 
x x x 
1,296 150,465 293,090 
x x x 
x x x 
coe Xx Xx 
coe x x 
x x x 
x x x 
eee x x 
eee x x 
eee x x 
x x x 
x x Xx 
62 3,765 6,678 
x x x 
x x x 
77 9,266 18,670 
x x x 
x x x 
x x x 
192 9,580 20,803 
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Valeur 
ajoutée 


139,610 


nm Xe MT MI NM EN OC 


2,851 


10,859 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 
Number 
= Employees 
a. — Cost of Value of 
establish- Salariés Cost of materials shipments 
ments fuel and supplies and and other 
Major group and industry uns EU goods for resale revenue 
LE! alaries 


Groupe et industrie 


and wages = — 
Number Coit des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3379|0THER ELECTRICAL INDUSTRIAL EQUIP. 


AUTRE MATERIEL ELECT. INDUSTRIEL 10 221 5,767 164 11,321 23,624 12,299 
338 |COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT./COMMUNICATION à 65 1,720 52 856 3,296 1,996 
3381|COMMUNICATIONS, ENERGY WIRE & CABLE 

FILS & CABLES, ELECT. /COMMUNICATION 4 65 1,720 52 896 3,296 1,996 
339 |OTHER ELECTRICAL PRODUCTS INDS. 

AUTRES IND. DE PRODUITS ELECTRIQUES 2 Xx x x x x x 
3391) BATTERY INDUSTRY 

INDUSTRIE DES ACCUMULATEURS coe x x eee x x x 
3399|OTHER ELECTRICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS ELECTRIQUES NCA 2 x x x x x Xx 


35 |NON-METALLIC MINERAL PRODUCTS INDS. 


PRODUITS MINERAUX NON METALLIQUES 170 4,311 129,961 38,364 291,029 642, 150 313,628 
351 |CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 10 x Xx x x x x 
3511|CLAY PRODUCTS (FROM DOMESTIC CLAY) 

PRODUITS EN ARGILE CANADIENNE 4 x x x x x x 
3512|CLAY PRODUCTS (FROM IMPORTED CLAY) 

PRODUITS EN ARGILE IMPORTEE 6 x x x x x x 
352 |CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 3 x x x x x x 
3521|CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 3 x x x xX x x 
354 |CONCRETE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS EN BETON 33 x x x x x x 
3541] CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 5 x x x x Xx x 
3542| STRUCTURAL CONCRETE PRODUCTS IND. 

PRODUITS DE CONSTRUCTION EN BETON 10 400 11,926 687 16,006 36,270 19,454 
3549]OTHER CONCRETE PRODUCTS INDUSTRIES 

AUTRES PRODUITS EN BETON 18 342 8,539 828 16,203 30,332 13,160 
355 |READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 85 1,203 32,738 7,138 102,635 177,974 68,298 
3551|READY-MIX CONCRETE INDUSTRY 

INDUSTRIE DU BETON PREPARE 85 1,203 32,738 7,138 102,635 177,974 68,298 
356 |GLASS & GLASS PRODUCTS INDUSTRIES 

VERRE & ARTICLES EN VERRE 15 x x x x x x 
3561|PRIMARY GLASS & CONTAINERS INDUSTRY 

VERRE PRIMAIRE, CONTENANTS EN VERRE 2 x x x x x x 
3562|GLASS PRODUCTS CEXCEPT CONTAINERS) 

PRODUITS EN VERRE (SAUF CONTENANTS) 13 230 4,372 325 14,961 24,050 6,863 
358 |LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 2 x x x x x x 
3581|LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 2 x Xx x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 22 832 25,273 7,595 79,748 135,289 48,266 
3591|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES eee 26 740 coe _ _ - 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 6 252 7,166 2,354 49,696 59,008 6,970 
3594 |NON-METAL. MINERAL INSULATING MAT’L 

ISOLANT DE MINERAUX NON METALLIQUES 8 462 15,826 5,110 28,310 72,233 39,120 


3599|/OTHER NON-METAL. MINERAL PRODS. NEC 
AUTRES PROD. MINERAUX NON METAL NCA 8 932 1,540 131 1,742 4,048 2,176 


36 


361 
3611 
3612 
369 
3699 


37 


371 
3711 
3712 
372 
3721 
3722 
3729 
373 
3731 
374 


3741 
375 
3751 
376 
3761 
377 
3771 
379 
3791 
3799 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 


REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 
PETROLEUM PROD (EXC LUB OIL,GREASE) 
PROD. PETROLIERS (SAUF LUBRIFIANTS) 
LUBRICATING OIL & GREASE INDUSTRY 
HUILES & GRAISSES LUBRIFIANTES 
OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 
OTHER PETROLEUM & COAL PRODUCTS 
AUTRES PROD. DU PETROLE & CHARBON 


CHEMICAL & CHEMICAL PRODUCTS INDS. 
INDUSTRIES CHIMIQUES 


INDUSTRIAL CHEMICALS INDUSTRIES NEC 
PRODS CHIMIQUES D’ USAGE INDUST. NCA 
INDUSTRIAL INORGANIC CHEMICALS NEC 
PRODUITS CHIMIQUES INORGANIQUES NCA 
INDUSTRIAL ORGANIC CHEMICALS NEC 
PRODUITS CHIMIQUES ORGANIQUES NCA 
AGRICULTURAL CHEMICAL INDUSTRIES 
PRODUITS CHIMIQUES D'USAGE AGRICOLE 
CHEMICAL FERTILIZERS INDUSTRY 
INDUSTRIE DES ENGRAIS CHIMIQUES 
MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 
OTHER AGRICULTURAL CHEMICAL INDS. 
AUTRES PROD. CHIMIQUES AGRICOLES 
PLASTIC & SYNTHETIC RESIN INDUSTRY 
MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PLASTIC & SYNTHETIC RESIN INDUSTRY 
MAT. PLASTIQUE & RESINE SYNTHETIQUE 
PHARMACEUTICAL & MEDICINE INDUSTRY 
PROD. PHARMACEUTIQUES & MEDICAMENTS 


PHARMACEUTICAL & MEDICINE INDUSTRY 
PROD. PHARMACEUTIQUES & MEDICAMENTS 
PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 
PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 
SOAP & CLEANING COMPOUNDS INDUSTRY 
SAVONS & COMPOSES DE NETTOYAGE 
SOAP & CLEANING COMPOUNDS INDUSTRY 
SAVONS & COMPOSES DE NETTOYAGE 
TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 
TOILET PREPARATIONS INDUSTRY 
INDUSTRIE DES PRODUITS DE TOILETTE 
OTHER CHEMICAL PRODUCTS INDUSTRIES 
AUTRES IND. DES PRODUITS CHIMIQUES 
PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D'IMPRIMERIE 
OTHER CHEMICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS CHIMIQUES NCA 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


N N Wt N W 


106 


NON VW WM a 


30 


428 


Salariés 


Salaries 
and wages 


Traitements 


et salaires 


175,932 


171,740 
167,974 
3,766 
4,192 
4,192 


226,264 


107,675 
24,260 
63,415 


53,563 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


837,827 


56,039 
55,512 
528 
1,787 


1,787 


178,226 


98,375 
20,103 
78,272 


66,057 


11,876 
11,876 


95 | 


95 
41 
41 

x 


1,056 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 


matières, des 
fournitures et 


des marchandises 


destinées a la 
revente 


thousands of dollars 


3,000,620 


2,932,091 
2,914,364 
17,727 
68,528 
68,528 


15458 ,964 


809,396 
100,958 
708,439 

x 
265,646 


x 

x 
49,367 
4,116 


45,251 


milliers de dollars 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


3,441,955 


3,359,740 
3,331,781 
27,959 
82,215 


82,215 


2,825 ,840 


1,613,990 
274,061 
1,339,928 
x 
491,370 
x 

x 

524,571 
524,571 
9,628 


3,628 
8,727 
8,727 
x 

x 

x 

x 
109,303 
6,594 
102,709 


195 


Total Activity - Activité totale 


Employees 


Valeur 
ajoutée 


451,122 


438,394 
428,732 
2,662 
12,728 


12,728 


1: 133,303 


690,729 
146,562 
544,167 

X 


130,324 


196 
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TABLE 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


1987 
1987 


Total Activity - Activité totale 


Number 
of 
establish- 
ments 


Employees 


— Cost of 
Salariés Cost of materials, 


fuel and x 
an supplies and 
electriciy goods for resale 


Value of 
shipments 
and other 


Major group and industry revenue 


— Salaries 
and wages 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Groupe et industrie 


Number 
Nombre — 


d’établis- Nombre 
sements 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES 267 2,815 61,277 2,097 104,581 202,707 93,099 
391 [SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 51 1,080 26,408 516 55,910 94,609 34,885 
3911|INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D' INDICATION, ETC. 23 792 20,662 280 43,769 71,409 24,441 
3912|O0OTHER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 11 98 1,752 124 4,293 9,401 4,611 
3914|OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 17 130 3,994 112 7,898 13,799 5,833 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 16 x x x x x X 
3921|JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 16 x x X x x x 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 14 X x x x x X 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 11 38 666 65 4,303 5-170 802 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 3 x x x x x x 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 61 611 13,142 754 14,042 36,717 22,198 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 61 611 13,142 754 14,042 36,717 22,198 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 125 383 19,641 677 27,417 61,644 33,643 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 3 x x x x x x 
3992) BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 2 x x x x x x 
3993|FLOOR TILE, LINOLEUM, COATED FABRIC 

DALLES, LINOLEUM & TISSUS ENDUITS 1 x x x x x x 
3994|MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 1 Xx x x Xx x x 
3999)/OTHER MANUFACTURED PRODUCTS NEC 

AUTRES PRODUITS MANUFACTURES NCA 118 884 16,992 574 21,574 52,559 30,414 


SIC 
Code 


TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 24. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


VEGETABLE OIL MILLS CEXC CORN OIL) 
BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 


TEA & COFFEE INDUSTRY 

DRY PASTA PRODUCTS INDUSTRY 

POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 

SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 

RUBBER PRODUCTS INDUSTRIES 


RUBBER HOSE & BELTING INDUSTRY 


| OTHER RUBBER PROD IND CINCL TIRES) 


PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 


MAN-MADE FIBRE & FILAMENT YARN IND. 
WOOL YARN & WOVEN CLOTH INDUSTRY 
OTHER SPUN YARN & WOVEN CLOTH INDS. 


TEXTILE PRODUCTS INDUSTRIES 


CARPET, MAT & RUG INDUSTRY 

CANVAS & RELATED PRODUCTS INDUSTRY 
NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 


HYGIENE PRODS. OF TEXTILE MATERIAL 
OTHER TEXTILE PROD CINCL TIRE CORD) 


CLOTHING INDUSTRIES 


COAT INDUSTRY 

SUIT & JACKET IND. 
MEN'S & BOYS" PANTS INDUSTRY 

MEN'S & BOYS" CLOTHING CONTRACTORS 
WOMEN’S COAT & JACKET INDUSTRY 


MEN'S & BOYS" 
MEN'S & BOYS’ 


WOMEN'S SPORTSWEAR INDUSTRY 
WOMEN'S DRESS INDUSTRY 

WOMEN’S CLOTHING CONTRACTORS 
CHILDREN'S CLOTHING INDUSTRY 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
AE À E ol & TOTAL 
199 | 499 | 999 
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1987 
1987 


INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


HUILES VEGETALES CSAUF DE MAIS) 
INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
CONFISERIES & CHOCOLAT 


INDUSTRIE DU THE & DU CAFE 
INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA (MALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 


BOYAUX & COURROIES EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 


PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 


FIBRES CHIMIQUES,FILES DE FILAMENTS 
FILATURE & TISSAGE DE LA LAINE 
AUTRES FILES & TISSUS TISSES 


INDUSTRIES DES PRODUITS TEXTILES 


TAPIS, CARPETTES & MOQUETTES 
ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 
ARTICLES DE MAISON EN TEXTILE 


ARTICLES D'HYGIENE EN TEXTILE 
AUTRES PROD TEXTILCARMAT PNEU COMP) 


INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CONFECTION A FORFAIT, HOMMES 
MANTEAUX & VESTES POUR DAMES 


VETEMENTS DE SPORT POUR DAMES 
INDUSTRIE DES ROBES POUR DAMES 
CONFECTION A FORFAIT, DAMES 
IND. DES VETEMENTS POUR ENFANTS 


Code 
CTI 


198 


ALBERTA 


TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 


TABLEAU 24. NOMBRE 


INDUSTRY 


SHEATER INDUSTRY 

OCCUPATIONAL CLOTHING INDUSTRY 
GLOVE INDUSTRY 

OTHER CLOTHING & APPAREL INDS. NEC 


WOOD INDUSTRIES 


SAWMILL & PLANING MILL PRODUCTS 
HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 
PREFABRICATED WOODEN BUILDINGS IND. 
KITCHEN CABINETS, BATHROOM VANITIES 


WOODEN DOOR & WINDOW INDUSTRY 
OTHER MILLWORK INDUSTRIES 
WOODEN BOX & PALLET INDUSTRY 
COFFIN & CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


PARTICLE BOARD INDUSTRY 
WAFER BOARD INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 
OTHER OFFICE FURNITURE INDUSTRIES 


BED SPRING & MATTRESS INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

PAPERBOARD INDUSTRY 

ASPHALT ROOFING INDUSTRY 
FOLDING CARTON & SET-UP BOX IND. 
CORRUGATED BOX INDUSTRY 


PAPER BAG INDUSTRY 

COATED & TREATED PAPER INDUSTRY 
STATIONERY PAPER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
PRIMARY METAL INDUSTRIES 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 


ALUMINUM ROLLING, CASTING,EXTRUDING 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 
PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 
METAL CLOSURE & CONTAINER INDUSTRY 


Employment size group - Tranche de taille d’effectif 
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D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRIE 


INDUSTRIE DES CHANDAILS 

IND. DES VETEMENTS PROFESSIONNELS 
INDUSTRIE DES GANTS 

AUTRES IND. DE L'HABILLEMENT, NCA 


INDUSTRIES DU BOIS 


SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 
ARMOIRES DE CUISINE & SALLE DE BAIN 


IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 
IND. DE LA PRESERVATION DU BOIS 


IND. DES PANNEAUX DE PARTICULES 
INDUSTRIE DES PANNEAUX DE COPEAUX 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 

AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
AUTRES IND. DES MEUBLES DE BUREAU 


INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU CARTON 

IND. DU PAPIER-TOITURE ASPHALTE 
IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 


INDUSTRIE DES SACS EN PAPIER 

IND. DES PAPIERS COUCHES & TRAITES 
INDUSTRIE DES PRODUITS DE PAPETERIE 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D'IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
PREMIERE TRANSFORMATION DES METAUX 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 


LAMINAGE & MOULAGE DE L"ALUMINIUM 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 
BATIMENTS PREFAB EN METAL CTRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 


Code 


TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 
TABLEAU 24. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 


INDUSTRY 


OTHER STAMPED & PRESSED METAL PRODS 
WIRE & WIRE ROPE INDUSTRY 
INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 


METAL DIES, MOULDS & PATTERNS IND. 
HAND TOOL & IMPLEMENT INDUSTRY 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 


METAL PLUMBING FIXTURES & FITTINGS 
METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 


TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 
MOBILE HOME INDUSTRY 


MOTOR VEHICLE STAMPINGS INDUSTRY 
MOTOR VEHICLE STEERING & SUSPENSION 
MOTOR VEHICLE PLASTIC PARTS IND. 
MOTOR VEHICLE FABRIC ACCESSORIES 
OTHER MOTOR VEHICLE ACCESS. & PARTS 


RAILROAD ROLLING STOCK INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
LIGHTING FIXTURE INDUSTRY 
TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 


ELECTRONIC COMPUTERS & PERIPHERALS 
OTHER OFFICE,BUS MACHCINC ELECTRON) 
ELECTRICAL TRANSFORMER INDUSTRY 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 


COMMUNICATIONS, ENERGY WIRE & CABLE 
OTHER ELECTRICAL PRODUCTS INDS. NEC 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 


OTHER CONCRETE PRODUCTS INDUSTRIES 
READY-MIX CONCRETE INDUSTRY 

PRIMARY GLASS & CONTAINERS INDUSTRY 
GLASS PRODUCTS CEXCEPT CONTAINERS) 
LIME INDUSTRY 


GYPSUM PRODUCTS INDUSTRY 
NON-METAL. MINERAL INSULATING MAT’L 
OTHER NON-METAL. MINERAL PRODS. NEC 


Employment size group - Tranche de taille d’effectif 


100 | 200 | 500 [1000 
EE -| Eola TOTAL 
199 | 499 | 999 
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1987 
1987 


INDUSTRIE 


AUTRE EMBOUTISSAGE DES METAUX 

IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 


IND. DES MATRICES & MOULES EN METAL 
INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 


GARNITURES DE PLOMBERIE EN METAL 
INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 
INDUSTRIE DES MAISONS MOBILES 


PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 
PIECES EN PLASTIQUE POUR VEHICULE 
ACCESSOIRES, TEXTILE, POUR VEHICULE 
AUTRES PIECES & ACC. POUR VEHICLE 


IND DU MATERIEL FERROVIAIRE ROULANT 
CONSTRUCTION D'EMBARCATIONS 
AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 
APPAREILS D'ECLAIRAGE FIXES 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 


ORDINATEURS & EQUIP. PERIPHERIQUE 
AUTRE MACHINE DE BURCELECTRON COMP) 
IND DES TRANSFORMATEURS ELECTRIQUES 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 


FILS & CABLES, ELECT./COMMUNICATION 
AUTRES PRODUITS ELECTRIQUES NCA 


PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 


AUTRES PRODUITS EN BETON 

INDUSTRIE DU BETON PREPARE 

VERRE PRIMAIRE, CONTENANTS EN VERRE 
PRODUITS EN VERRE CSAUF CONTENANTS) 
INDUSTRIE DE LA CHAUX 


INDUSTRIE DES PRODUITS EN GYPSE 
ISOLANT DE MINERAUX NON METALLIQUES 
AUTRES PROD. MINERAUX NON METAL NCA 
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TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 24. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


Employment size group - Tranche de taille d’effectif 
INDUSTRY INDUSTRIE 
sic 10 50 | 100 | 200 | 500 |1000 Code 
Coa 2 = = : - | + |TOTAL ctl 
oie: 19 99 | 199 | 499 | 999 


36 REFINED PETROLEUM & COAL PRODUCTS 4 3 3 2 3 1 2 1 = 19|PRODS RAFFINES DE PETROLE & CHARBON | 36 

3611 | PETROLEUM PROD (EXC LUB OIL ,GREASE) 1 = 1 = 1 1 2 1 = 7|PROD. PETROLIERS (SAUF LUBRIFIANTS) | 3611 
3612 | LUBRICATING OIL & GREASE INDUSTRY 1 1 1 1 1 — = = = S|HUILES & GRAISSES LUBRIFIANTES 3612 
3699 | OTHER PETROLEUM & COAL PRODUCTS 2 Ca 1 1 1 = = = = 7|AUTRES PROD. DU PETROLE & CHARBON _ | 3699 
37 CHEMICAL & CHEMICAL PRODUCTS INDS. 34 14 14 17 12 9 5 1 = 106| INDUSTRIES CHIMIQUES 37 

3711 | INDUSTRIAL INORGANIC CHEMICALS NEC 2 2 2 3 5 1 = = = PRODUITS CHIMIQUES INORGANIQUES NCA | 3711 
3712 | INDUSTRIAL ORGANIC CHEMICALS NEC 2 = = = 1 5 1 1 = PRODUITS CHIMIQUES ORGANIQUES NCA | 3712 
3721 | CHEMICAL FERTILIZERS INDUSTRY 1 = = 1 2 2 2 = = INDUSTRIE DES ENGRAIS CHIMIQUES 3721 
3722 | MIXED FERTILIZER INDUSTRY 2 2 1 1 = = = = = 6| INDUSTRIE DES ENGRAIS COMPOSES 3722 
3729 | OTHER AGRICULTURAL CHEMICAL INDS. = 1 1 1 = > = = = 3}AUTRES PROD. CHIMIQUES AGRICOLES 3729 
3731 | PLASTIC & SYNTHETIC RESIN INDUSTRY 3 = 1 1 1 1 2 = = 9IMAT. PLASTIQUE & RESINE SYNTHETIQUE | 3731 
3741 | PHARMACEUTICAL & MEDICINE INDUSTRY 4 = = = 2 = = = = 6|PROD. PHARMACEUTIQUES & MEDICAMENTS | 3741 
3751 | PAINT & VARNISH INDUSTRY 3 = 1 1 = = = = = 5|/INDUSTRIE DES PEINTURES & VERNIS 3751 
3761 | SOAP & CLEANING COMPOUNDS INDUSTRY ra 1 1 5 = = = > = 7|SAVONS & COMPOSES DE NETTOYAGE 3761 
3791 | PRINTING INK INDUSTRY 2 4 1 = = = = = = 7) INDUSTRIE DES ENCRES D'IMPRIMERIE 3791 
3799 | OTHER CHEMICAL PRODUCTS INDS. NEC 13 4 6 6 1 = = = = 30} AUTRES PRODUITS CHIMIQUES NCA 3799 
39 OTHER MANUFACTURING INDUSTRIES 155 67 32 27 4 2 = = = 267|AUTRES INDUSTRIES MANUFACTURIERES 39 

3911 | INDICATING & RECORDING INSTRUMENTS 9 4 3 4 1 2 = = = 23|INSTRUMENTS D'INDICATION, ETC. 3911 
3912 | OTHER INSTRUMENTS, RELATED PRODUCTS 4 = 2 2 = = = = = 11]/AUTRES INSTRUMENTS & PROD. CONNEXES | 3912 
3914 | OPHTHALMIC GOODS INDUSTRY 6 5 3 3 = > 2 = = 17] INDUSTRIE DES ARTICLES OPHTALMIQUES | 3914 
3921 | JEWELLERY & SILVERWARE INDUSTRY 10 6 > a = = = = = 16|BIJOUTERIE & ARGENTERIE 3921 
3931 | SPORTING GOODS INDUSTRY 2 1 1 ae = = = = = 11|INDUSTRIE DES ARTICLES DE SPORT 3931 
3932 | TOYS & GAMES INDUSTRY 2 = = 1 = = = = = 3) INDUSTRIE DES JOUETS & JEUX 3932 
3971 | SIGN & DISPLAY INDUSTRY SSI? 6 9 1 = = = = 61|INDUSTRIE DES ENSEIGNES & ETALAGES 3971 
3991 | BROOM, BRUSH & MOP INDUSTRY Fa = a = = = = = = 3|/BALAIS, BROSSES & VADROUILLES 3991 
3992 | BUTTON, BUCKLES & CLOTHES FASTENERS 2 = = = = = = = = 2|IND. DES ATTACHES POUR VETEMENTS 3992 
3993 | FLOOR TILE, LINOLEUM, COATED FABRIC = = 1 = = = = = = 1|DALLES, LINOLEUM & TISSUS ENDUITS 3993 
3994 | MUSICAL INSTRUMENT, SOUND RECORDING = oe 1 = = = = 1}ENREGISTREMENT & INSTR. DE MUSIQUE 3994 
3999 | OTHER MANUFACTURED PRODUCTS NEC 75 19 14 8 2 = = 118]AUTRES PRODUITS MANUFACTURES NCA 3999 
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BRITISH COLUMBIA - COLOMBIE-BRITANNIQUE 


TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
Employees 


of 


establish- 
ments 


Major group and industry 


PE, Cost of 
Salariés 


Cost of 
fuel and 
electricity 


materials, 
supplies and 


Value of 
shipments 
and other 

revenue 


; goods for resale 
— Salaries 


and wages 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Groupe et industrie 


Nombre 
d’établis- 
sements 


Coût du 
combus- 
tible et de 
l’électricité 


Valeur des 
livraisons 
et autres 

recettes 


Valeur 
Traitements ajoutée 


et salaires 


thousands of dollars 


milliers de dollars 


TOTAL; ALL MANUFACTURING INDUSTRIES 


TOTAL, TOUTES IND. MANUFACTURIERES 3,969 142,512| 4,610,679 781,600 13,450,792 24,805,204 | 10,708,896 
10 |FOO0D INDUSTRIES 

INDUSTRIES DES ALIMENTS 290 15,896 430,818 32,413 2,415 ,663 3,407,766 924,802 
101 |MEAT & POULTRY PRODUCTS INDUSTRIES 

VIANDE & VOLAILLE, TRANSFORMATION 55 3,686 96,025 7,056 615,810 820,543 198,215 
1011|MEAT & MEAT PRODUCTS (EXC POULTRY) 

VIANDE SAUF VOLAILLE 45 2,794 74,661 5,597 467,216 625,625 151,745 
1012|POULTRY PRODUCTS INDUSTRY 

INDUSTRIE DE LA VOLAILLE 10 942 e1,364 1,459 148,594 194,918 46,470 
102 |FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 48 4,156 100,725 6,435 817,410 1,067,023 211,050 
1021|FISH PRODUCTS INDUSTRY 

TRANSFORMATION DU POISSON 48 4,156 100,725 6,435 817,410 1,067,023 211,050 
103 |FRUIT & VEGETABLE INDUSTRIES 

INDUSTRIES DES FRUITS & LEGUMES 35 1,534 36,307 3,024 154,510 237,480 77,813 
1031|CANNED & PRESERVED FRUIT & VEG. IND 

CONSERVERIES DE FRUITS & LEGUMES 26 1,044 24,901 1,892 100,507 152,034 52,213 
1032|FROZEN FRUIT & VEGETABLE INDUSTRY 

IND. DES FRUITS & LEGUMES CONGELES 3 490 11,407 1,131 54,003 85,446 25,600 
104 |DAIRY PRODUCTS INDUSTRIES 

INDUSTRIES LAITIERES 26 2,349 78,731 6,962 433,444 608,847 168,608 
1041|FLUID MILK INDUSTRY 

INDUSTRIE DU LAIT DE CONSOMMATION 22 2,238 75,945 6,715 414,686 583,424 162,234 
10493|OTHER DAIRY PRODUCTS INDUSTRIES 

AUTRES PRODUITS LAITIERS 4 111 2,787 248 18,757 25,424 6,375 
105 |FLOUR, CEREAL FOOD & FEED INDS. 

FARINE, CEREALES, ALIMENTS A BETAIL 28 x x x Xx x x 
1051|CEREAL GRAIN FLOUR INDUSTRY 

MEUNERIES 2 x x x x x x 
1052|PREPARED FLOUR MIXES & CEREAL FOODS 

MELANGE DE FARINE,CEREALES DE TABLE 3 100 2,547 67 5,421 8,578 3,061 
1053|FEED INDUSTRY 

INDUSTRIES DES ALIMENTS A BETAIL 23 493 16,420 2,906 130,038 175,614 42,350 
106 |VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES (SAUF DE MAIS) see x x eee x x x 
1061|VEGETABLE OIL MILLS (EXC CORN OIL) 

HUILES VEGETALES CSAUF DE MAIS) eee Xx x coe x x x 
107 |BAKERY PRODUCTS INDUSTRIES 

PRODUITS DE BOULANGERIE-PATISSERIE 48 x x x x x x 
1071} BISCUIT INDUSTRY 

INDUSTRIE DES BISCUITS 4 X x x x x x 
1072|BREAD & OTHER BAKERY PRODUCTS IND. 

PAIN & AUTRES PROD. DE BOULANGERIE aa 1,589 43,859 2,382 53,1686 124,503 68,950 
108 |SUGAR & SUGAR CONFECTIONERY INDS. 1 

SUCRE & CONFISERIES 13 x x x x x x 
1081|}CANE & BEET SUGAR INDUSTRY 

SUCRE DE CANNE & DE BETTERAVE 1 x x x x x x 
1082| CHEWING GUM INDUSTRY 

INDUSTRIE DE LA GOMME A MACHER eee xX X eee x x Xx 
1083|SUGAR & CHOCOLATE CONFECTIONS IND. 

CONFISERIES & CHOCOLAT 12 201 3,780 181 9,134 26,282 17,058 
109 |OTHER FOOD PRODUCTS INDUSTRIES 

AUTRES PRODUITS ALIMENTAIRES 37 x x x x Xx Xx 
1091|TEA & COFFEE INDUSTRY 

INDUSTRIE DU THE & DU CAFE 4 360 13,179 432 94,997 163,126 66,770 
1092|DRY PASTA PRODUCTS INDUSTRY 

INDUSTRIE DES PATES SECHES 7 127 1,929 159 5,015 9,736 4,593 


1093 
1098 


122 


1221 


15 


159 


1598 


16 


161 
1611 
162 
1621 
163 
1631 
169 


1691 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


POTATO CHIP, PRETZEL & POPCORN IND. 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
OTHER FOOD PROD IND NECCINCL MALT) 
AUTRES PRODS ALIMEN NCA CMALT COMP) 


BEVERAGE INDUSTRIES 
INDUSTRIES DES BOISSONS 


SOFT DRINK 
INDUSTRIE 
SOFT DRINK 
INDUSTRIE DES BOISSONS GAZEUSES 

DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
DISTILLERY PRODUCTS INDUSTRY 
IND. DE PRODUITS DE DISTILLATION 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
BREWERY PRODUCTS INDUSTRY 
INDUSTRIE DE LA BIERE 
WINE INDUSTRY 
INDUSTRIE DU 
WINE INDUSTRY 
INDUSTRIE DU 


INDUSTRY 
DES BOISSONS GAZEUSES 
INDUSTRY 


VIN 


VIN 


TOBACCO PRODUCTS INDUSTRIES 
INDUSTRIES DU TABAC 


TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 

TOBACCO PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DU TABAC 


RUBBER PRODUCTS INDUSTRIES 
IND. DES PRODUITS EN CAOUTCHOUC 


OTHER RUBBER PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN CAOUTCHOUC 
OTHER RUBBER PROD IND CINCL TIRES) 
AUTRES PROD EN CAOUTCH CPNEUS COMP) 


PLASTIC PRODUCTS INDUSTRIES 
PRODUITS EN MATIERE PLASTIQUE 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
FOAMED & EXPANDED PLASTIC PRODUCTS 
PROD. EN PLASTIQUE MOUSSE & SOUFFLE 


PLASTIC 
TUYAUX 
PLASTIC 
TUYAUX 
PLASTIC 


PIPE & PIPE FITTINGS IND. 
EN PLASTIQUE 
PIPE & PIPE FITTINGS IND. 
EN PLASTIQUE 
FILM & SHEETING INDUSTRY 


PELLICULES & FEUILLES PLASTIQUES 
PLASTIC FILM & SHEETING INDUSTRY 
PELLICULES & FEUILLES PLASTIQUES 
OTHER PLASTIC PRODUCTS INDUSTRIES 
AUTRES PROD. EN MATIERE PLASTIQUE 
PLASTIC BAG INDUSTRY 

IND. DES SACS EN MATIERE PLASTIQUE 


BRITISH COLUMBIA 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


25 


36 


17 
17 


89 
11 


Employees 


Salariés 


Salaries 
and wages 
Number 


Nombre 
Traitements 
et salaires 


x x 

520 13,070 
2,667 95,077 
x x 

x xX 

x x 

x x 
1,211 45,047 
1,211 45,047 
346 11,581 
346 11,581 
123 4,884 
123 4,884 
123 4,884 

X X 

x x 

x x 
2,561 61,274 
282 7,174 
282 7,174 
236 7,794 
236 7,794 
39 524 

39 524 
2,004 45,782 
466 14,867 


- COLOMBIE -BRITANNIQUE 


1987 
1987 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Valeur des 
livraisons 
et autres 

recettes 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur 
ajoutée 


thousands of dollars 


milliers de dollars 


x x x x 

682 52,282 76,337 23,532 
7,238 249,693 B22 ,586 273,976 
x Xx x x 

Xx x x x 

Xx x Xx x 

x x Xx x 
3,486 79,769 219,923 138,243 
3,486 79,769 219,923 138,243 
613 45,879 79,915 40,466 
613 45,879 79,915 40,466 

X X X x 

x x x x 

x Xx x x 
5,493 167,891 298,471 131,846 
811 18,957 36,918 17,413 
811 18,957 36,918 17,413 
616 26,399 39,474 14,933 
616 26,399 39,474 14,933 
25 2,129 3,473 1,334 

25 2,129 3,473 1,334 
4,040 120,405 218,606 98,167 
1,471 44,535 76,080 31,258 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


ish- a Cost of Value of 
sic esc Salariés meee bes materials, shipments 
Code i À electric supplies and and other 
Major group and industry À 'Y | goods for resale revenue 
_ Salaries 
— Groupe et industrie and wages — be: — 
L Number Coût des 
Nombre = Coût du matiéres, des Valeur des 
Code d’etablis- | Nombre combus- fournitures et livraisons Valeur 
CTI sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 


revente 


thousands of dollars 


milliers de dollars 


1699|OTHER PLASTIC PRODUCTS INDS. NEC 
AUTRES PROD., MATIERE PLASTIQUE NCA 78 1,538] 30,915 2,570 75,870 142,526 66,909 


17 |LEATHER & ALLIED PRODUCTS INDS. 


IND. DU CUIR & PRODUITS CONNEXES 13 X x x x x x 
171 | LEATHER & ALLIED PRODUCTS INDS. 

IND. DU CUIR & PRODUITS CONNEXES 13 x x x x x x 
1711|LEATHER TANNERIES 

TANNERIES 2 x x x x x x 
1712| FOOTWEAR INDUSTRY 

INDUSTRIE DE LA CHAUSSURE 5 43 647 is 722 1,778 935 
1713|LUGGAGE, PURSE & HANDBAG INDUSTRY 

VALISES, BOURSES & SACS A MAIN 5 141 1,810 40 3,179 6,951 3,903 
1719]O0OTHER LEATHER & ALLIED PRODUCT INDS 

AUTRES INDUSTRIES DU CUIR 1 x x x x x x 
18 PRIMARY TEXTILE INDUSTRIES 

TEXTILES DE PREMIERE TRANSFORMATION 4 249 8,827 129 3,696 15,230 11,427 
181 |MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS eee x x eee x x x 
1811]MAN-MADE FIBRE & FILAMENT YARN IND. 

FIBRES CHIMIQUES,FILES DE FILAMENTS eoe x Xx coe x x x 
182 |SPUN YARN & WOVEN CLOTH INDUSTRIES 

IND. DES FILES & TISSUS TISSES G x x Xx x x x 
1821|WO0OL YARN & WOVEN CLOTH INDUSTRY 

FILATURE & TISSAGE DE LA LAINE 4 x x x X Xx x 
19 |TEXTILE PRODUCTS INDUSTRIES 

INDUSTRIES DES PRODUITS TEXTILES 85 1,101 20,356 768 36,488 67,394 29,447 
191 [NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 1 x x X x x x 
.1911}NATURAL FIBRES & FELT PRODUCTS IND. 

INDUSTRIE DU FEUTRE 1 x x x x Xx x 
192 |CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES eee x x coe x x x 
1921|CARPET, MAT & RUG INDUSTRY 

TAPIS, CARPETTES & MOQUETTES eee x x coe x Xx x 
193 |CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 34 311! 4,951 266 8,913 15,690 6,437 
1931|CANVAS & RELATED PRODUCTS INDUSTRY 

ARTICLES EN GROSSE TOILE 34 311 4,951 266 8,913 15,690 6,437 
199 |OTHER TEXTILE PRODUCTS INDUSTRIES 

AUTRE IND. DES PRODUITS TEXTILES 50 x x x x Xx x 
1991]NARROW FABRIC INDUSTRY 

INDUSTRIE DES TISSUS ETROITS 0 3 11 218 8 202 333 123 
1992]CONTRACT TEXTILE DYEING & FINISHING 

TEINTURE & FINISSAGE, PROD TEXTILES 6 Xx x x x x x 
1993|HOUSEHOLD PRODS OF TEXTILE MATERIAL 

ARTICLES DE MAISON EN TEXTILE 27 299 4,439 168 13,924 23,688 9,584 


1994) HYGIENE PRODS. OF TEXTILE MATERIAL 

ARTICLES D'HYGIENE EN TEXTILE eee x x coe x x x 
1998/OTHER TEXTILE PROD (INCL TIRE CORD) 

AUTRES PROD TEXTILCARMAT PNEU COMP) 14 259 5,057 145 8,448 18,703 9,491 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 


TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 


Major group and industry 


Groupe et industrie 


CLOTHING INDUSTRIES 
INDUSTRIES DE L'HABILLEMENT 


MEN'S & BOYS’ CLOTHING INDUSTRIES 
VETEMENTS POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ COAT INDUSTRY 

MANTEAUX POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ SUIT & JACKET IND. 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
MEN’S & BOYS’ PANTS INDUSTRY 
PANTALONS POUR HOMMES & GARCONNETS 
MEN'S & BOYS’ SHIRT & UNDERWEAR IND 
CHEMISES, SOUS-VETEMENTS POUR HOMMES 
MEN’S & BOYS’ CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, HOMMES 
WOMEN’S CLOTHING INDUSTRIES 
INDUSTRIES DES VETEMENTS POUR DAMES 
WOMEN’S COAT & JACKET INDUSTRY 
MANTEAUX & VESTES POUR DAMES 
WOMEN’S SPORTSWEAR INDUSTRY 
VETEMENTS DE SPORT POUR DAMES 
WOMEN’S DRESS INDUSTRY 

INDUSTRIE DES ROBES POUR DAMES 


WOMEN’S BLOUSE & SHIRT INDUSTRY 
BLOUSES & CHEMISES POUR DAMES 
WOMEN’S CLOTHING CONTRACTORS 
CONFECTION A FORFAIT, DAMES 
CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 
CHILDREN’S CLOTHING INDUSTRY 

IND. DES VETEMENTS POUR ENFANTS 
OTHER CLOTHING & APPAREL INDUSTRIES 
AUTRES INDUSTRIES DE L* HABILLEMENT 
SWEATER INDUSTRY 

INDUSTRIE DES CHANDAILS 
OCCUPATIONAL CLOTHING INDUSTRY 

IND. DES VETEMENTS PROFESSIONNELS 
HOSIERY INDUSTRY 

INDUSTRIE DES BAS & CHAUSSETTES 
FUR GOODS INDUSTRY 

INDUSTRIE DES ARTICLES EN FOURRURE 
OTHER CLOTHING & APPAREL INDS. NEC 
AUTRES IND. DE L'HABILLEMENT, NCA 


WOOD INDUSTRIES 
INDUSTRIES DU BOIS 


SAWMILLS, PLANING & SHINGLE MILLS 
SCIERIES, RABOTAGE & BARDEAUX 
SHINGLE & SHAKE INDUSTRY 

IND. DU BARDEAU & DU BARDEAU FENDU 
SAWMILL & PLANING MILL PRODUCTS 
SCIERIES & ATELIERS DE RABOTAGE 
VENEER & PLYWOOD INDUSTRIES 

IND. DES PLACAGES & CONTREPLAQUES 
HARDWOOD VENEER & PLYWOOD IND. 
PLACAGES & CONTREPLAQUES FEUILLUS 
SOFTWOOD VENEER & PLYWOOD IND. 
PLACAGES & CONTREPLAQUES RESINEUX 
SASH, DOOR & OTHER MILLWORK INDS. 
PORTES, CHASSIS, AUTRES BOIS OUVRES 
PREFABRICATED WOODEN BUILDINGS IND. 
BATIMENTS PREFAB. CHARPENTE DE BOIS 


Employees 


establish- Salariés 


ments 


Salaries 
and wages 


Nombre 
d’établis- 
sements Traitements 


et salaires 


69 3,771 63,366 
27 x x 
9 501 9,692 

7 Xx x 

2 x x 

6 219 3,059 

3 x x 
21 x x 
3 x x 
11 1,710 29,530 
2 x x 

1 x x 

4 x x 

1 x x 

1 x x 
20 x x 
5 294 5,507 

3 113 1,838 
eee x x 
3 x x 

3 x x 
740 42,425 1,490,287 
421 32,683 1,199,712 
85 1,437 41,621 
336 31,246 1,158,091 
22 4,670 155,761 
2 x x 
20 x x 
213 3,784 99,006 
19 333 8,098 


Total Activity - Activité totale 


Cost of 
materials, 
supplies and 
goods for resale 


Cost of 
fuel and 
electricity 


Coût des 
matières, des 
fournitures et 

des marchandises 
destinées à la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


thousands of dollars 


milliers de dollars 


983 87,454 

x x 

111 13,781 

x x 

x x 

44 3,862 

x x 

x x 

x x 

522 43,055 

x x 

Xx x 

x x 

x x 

x X 

x x 

85 7,258 

34 1,656 

eee x 

x x 

22e 1,438 
169,174 3,625,926 
141,131 2,982,233 
3,521 121,424 
137,610 2,860,809 
18,306 321,932 
x x 

x x 
5,188 222,738 
602 15,680 


1987 


Value of 


shipments 
and other 


revenue 


Valeur des 
livraisons 
et autres 


recettes 


201,067 


33,339 


3,462 


6,736,809 


5,546,483 
189,929 
5,356,553 
630,866 

x 

x 

390,234 
28,170 


Valeur 
ajoutée 


114,690 


20,384 


2,002 


3,088,644 


2,566,287 
67,638 
2,498,649 


292,523 


2542 
2543 
2549 
256 

2561 
258 

2581 
259 

2591 
2592 


2599 


26 


261 
2611 
2612 
2619 
264 
2641 
2649 
269 
2691 


2692 


2699 


e7 


271 

2711 
2712 
2713 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


KITCHEN CABINETS, BATHROOM VANITIES 
ARMOIRES DE CUISINE & SALLE DE BAIN 
WOODEN DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN BOIS 
OTHER MILLWORK INDUSTRIES 

AUTRES INDUSTRIES DU BOIS TRAVAILLE 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
WOODEN BOX & PALLET INDUSTRY 

IND. DES BOITES & PALETTES DE BOIS 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
COFFIN & CASKET INDUSTRY 

INDUSTRIE DES CERCUEILS & BIERES 
OTHER WOOD INDUSTRIES 

AUTRES INDUSTRIES DU BOIS 
WOOD PRESERVATION INDUSTRY 

IND. DE LA PRESERVATION DU BOIS 
PARTICLE BOARD INDUSTRY 

IND. DES PANNEAUX DE PARTICULES 


OTHER WOOD INDUSTRIES NEC 
AUTRES INDUSTRIES DU BOIS NCA 


FURNITURE & FIXTURE INDUSTRIES 
MEUBLES & ARTICLES D*AMEUBLEMENT 


HOUSEHOLD FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE MAISON 
WOODEN HOUSEHOLD FURNITURE INDUSTRY 
IND. DES MEUBLES DE MAISON EN BOIS 
UPHOLSTERED HOUSEHOLD FURNITURE 
MEUBLES DE MAISON REMBOURRES 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
AUTRES IND. DES MEUBLES DE MAISON 
OFFICE FURNITURE INDUSTRIES 
INDUSTRIES DES MEUBLES DE BUREAU 
METAL OFFICE FURNITURE INDUSTRY 
IND. DES MEUBLES DE BUREAU EN METAL 
OTHER OFFICE FURNITURE INDUSTRIES 
AUTRES IND. DES MEUBLES DE BUREAU 
OTHER FURNITURE & FIXTURE INDS. 
AUTRES ARTICLES D'AMEUBLEMENT 
BED SPRING & MATTRESS INDUSTRY 
INDUSTRIE DES SOMMIERS & MATELAS 
HOTEL & RESTAURANT FURNITURE IND. 
AMEUBLEMENT D'HOTELS & RESTAURANTS . 


OTHER FURNITURE & FIXTURE INDS. NEC 
AUTRES ARTICLES D'AMEUBLEMENT NCA 


PAPER & ALLIED PRODUCTS INDUSTRIES 
IND. DU PAPIER & PRODUITS CONNEXES 


PULP & PAPER INDUSTRIES 

INDUSTRIES DES PATES & PAPIERS 
PULP INDUSTRY 

INDUSTRIE DES PATES A PAPIER 
NEWSPRINT INDUSTRY 

INDUSTRIE DU PAPIER JOURNAL 
PAPERBOARD INDUSTRY 

INDUSTRIE DU CARTON 


Number 
of 
establish- 
ments 


Nombre 
d’établis- 
sements 


140 


25 
16 


Number 


Nombre 


Employees 
larié Cost of 
Salariés ol RS 

electricity supplies and 


goods for resale 


Salaries 
and wages 


Coût des 


Coût du matières, des 

combus- fournitures et 
Traitements tible et de es marchandises 
et salaires l'électricité destinées à la 


revente 


thousands of dollars 


milliers de dollars 


26,321 1,180 41,392 
38,202 1,752 102,432 
26,384 1,654 63,235 
x x x 

x x Xx 

x x Xx 

x x x 
30,502 4,304 85,590 
13,414 1,811 43,480 
x x Xx 

x x x 
49,348 2,046 102,476 
x X Xx 
17,598 878 43,050 
4,469 135 8,621 

x x x 

Xx Xx x 

x x x 

1,844 107 2,108 
20,727 753 36,235 
6,563 194 16,108 
11,948 466 17,283 
2,216 94 2,844 
736,901 367,581 2,273,218 
677,330 364,796 2,097,170 
322,950 149,825 1,139,761 
262,219 171,838 712,616 
x x x 


Total Activity - Activité totale 


Value of 
shipments 
and other 

revenue 


Valeur des 


livraisons 
et autres 
recettes 


x 


x 
145,432 
69,655 
x 


186 5374 


5,165,680 


4,870,423 
2,629,804 
1,719,818 

x 
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Valeur 
ajoutée 


2,510,496 


2,391,268 
1,328,604 
828,586 

x 
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1987 


TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Number 
Employees 


231 
2912 
2919 


Major group and industry 


Groupe et industrie 


BUILDING BOARD INDUSTRY 

IND. DES PANNEAUX DE CONSTRUCTION 
OTHER PAPER INDUSTRIES 

AUTRES INDUSTRIES DU PAPIER 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
ASPHALT ROOFING INDUSTRY 

IND. DU PAPIER-TOITURE ASPHALTE 
PAPER BOX & BAG INDUSTRIES 

BOITES EN CARTON & SACS EN PAPIER 
FOLDING CARTON & SET-UP BOX IND. 
IND. DES BOITES PLIANTES & RIGIDES 
CORRUGATED BOX INDUSTRY 

IND. DES BOITES EN CARTON ONDULE 
PAPER BAG INDUSTRY 

INDUSTRIE DES SACS EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS INDS 
AUTRES PRODS EN PAPIER TRANSFORME 
STATIONERY PAPER PRODUCTS INDUSTRY 
INDUSTRIE DES PRODUITS DE PAPETERIE 


PAPER CONSUMER PRODUCTS INDUSTRY 
PRODUITS DE CONSOMMATION EN PAPIER 
OTHER CONVERTED PAPER PRODUCTS NEC 
AUTRES PRODS, PAPIER TRANSFORME NCA 


PRINTING, PUBLISHING & ALLIED INDS. 
IMPRIMERIE, EDITION & IND. CONNEXES 


COMMERCIAL PRINTING INDUSTRIES 
IND. DE L' IMPRESSION COMMERCIALE 
BUSINESS FORMS PRINTING INDUSTRY 
IMPRESSION, FORMULAIRES COMMERCIAUX 
OTHER COMMERCIAL PRINTING INDS. 
AUTRES IND D' IMPRESSION COMMERCIALE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PLATEMAKING, TYPESETTING & BINDERY 
CLICHAGE, COMPOSITION & RELIURE 
PUBLISHING INDUSTRIES 
INDUSTRIES DE L’ EDITION 
BOOK PUBLISHING INDUSTRY 
INDUSTRIE DE L'EDITION DU LIVRE 
OTHER PUBLISHING INDUSTRIES 
AUTRES INDUSTRIES D’ EDITION 
COMBINED PUBLISHING & PRINTING IND. 
L' IMPRESSION & L’ EDITION COMBINEE 
NEWSPAPERS, MAGAZINES & PERIODICALS 
JOURNAUX, REVUES & PERIODIQUES 


OTHER COMBINED PUBLISHING, PRINTING 
AUTRES IMPRESSION-EDITION COMBINEES 


PRIMARY METAL INDUSTRIES 
PREMIERE TRANSFORMATION DES METAUX 


PRIMARY STEEL INDUSTRIES 
INDUSTRIES SIDERURGIQUES 
STEEL FOUNDRIES 
FONDERIES D’ACIER 
OTHER PRIMARY STEEL INDUSTRIES 
AUTRES INDUSTRIES SIDERURGIQUES 


of 
establish- 
ments 


Nombre 
d’établis- 
sements 


En 
D OO vv NY N N 


126 


105 


39 


Salariés 


Number 


Nombre 


Salaries 
and wages 


Traitements 


et salaires 


Cost of 
materials, 
supplies and 
goods for resale 


Value of 
shipments 
and other 

revenue 


Cost of 
fuel and 
electricity 


Cott des 
matières, des 
fournitures et 

des marchandises 
destinées a la 
revente 


Coût du 
combus- 
tible et de 
l'électricité 


Valeur des 
livraisons 
et autres 

recettes 


thousands of dollars 


milliers de dollars 


6,446 


293,222 


112,018 
18,859 
93,160 
22,173 


22,173 


29,836 


124,242 


218,621 


2,146 


12,398 


D MX TP RC DE Oe 


101,883 
x 
X 


23,422 


x 


19,329 


279764 


158,878 
12,528 
139,349 
15,513 


15,513 


34,108 


60,366 


375 ,003 


7775463 


338,093 
50,527 
287,566 
49,061 
49,061 
x 

x 


100,808 


268,553 


950,198 


Valeur 
ajoutée 


492,609 


176,788 
31,124 
145,664 
32,895 


32,895 


563,172 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Total Activity - Activité totale 


Employees 


establish- pe Costof Cost of Value of 
ments Salariés fuel and materials, shipments 


supplies and and other 


Major group and industry electricity ls Ness le revenue 


=— Salaries 


Groupe et industrie and wages et oa > 
Nimes Coût des 


Nombre == Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


292 |STEEL PIPE & TUBE INDUSTRY 


IND. DES TUBES & TUYAUX D'ACIER 1 x x x x x x 
2921|STEEL PIPE & TUBE INDUSTRY 

IND. DES TUBES & TUYAUX D'ACIER 1 x x x x x x 
294 | IRON FOUNDRIES 

FONDERIES DE FER 10 359 11,062 1,767 23,847 45,861 20,357 
2941|IRON FOUNDRIES 

FONDERIES DE FER 10 359 11,062 1,767 23,847 45,861 20,357 
295 |NON-FERROUS SMELTING & REFINING 

FONTE & AFFINAGE,METAUX NON FERREUX 2 x x x Xx x xX 
2958|NON-FERROUS SMELTING,REFCINC. ALUM) 

FONTE & AFF.NON-FERREUX CALUM.COMP ) 2 x x x x x x 
296 | ALUMINUM ROLLING, CASTING, EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 3 x x x x x x 
2961|ALUMINUM ROLLING, CASTING, EXTRUDING 

LAMINAGE & MOULAGE DE L’ ALUMINIUM 9 x x x x x x 
297 |COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 7 x x x X x x 
2271|COPPER ROLLING, CASTING & EXTRUDING 

LAMINAGE, MOULAGE, ETC. DU CUIVRE 7 Xx x x x x x 
299 |OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE, MOULAGE NON-FERREUX 5 95 3,550 473 7,593 15,257 7,120 
2999|OTHER METAL ROLLING, CASTING ETC. 

AUTRE LAMINAGE & MOULAGE DES METAUX 5 35 3,550 473 7,593 15,257 7,120 


30 |FABRICATED METAL PRODUCT INDUSTRIES 


FABRICATION DE PRODUITS EN METAL 544 9,688 280,572 15,529 619,003 1,163,933 531,066 
301 |POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 3 x Xx x x x x 
3011|POWER BOILER & HEAT EXCHANGER IND. 

CHAUDIERES & ECHANGEURS DE CHALEUR 3 Xx X x x x x 
302 |FABRICATED STRUCTURAL METAL PRODS. | 

ELEMENTS DE CHARPENTE EN METAL 38 x Xx Xx xX x x 
3021|METAL TANKS CHEAVY GAUGE) INDUSTRY 

IND DES RESERVOIRS EN METAL CEPAIS) 6 43 1,442 21 3,064 5,674 2,564 
3022|PLATE WORK INDUSTRY 

INDUSTRIE DES TOLES FORTES 3 x Xx x x x x 
3023|PRE-ENG. METAL BLDGS (EXC PORTABLE) 

BATIMENTS PREFABRIQUES EN METAL 1 x x x x x x 
3029|OTHER FABRICATED STRUCTURAL METAL 

AUTRES ELEMENTS DE CHARPENTE, METAL 28 895 30,215 1,031 61,191 134,729 64,891 
303 |ORNAMENTAL & ARCHITECT. METAL PRODS 

PRODUITS D'ARCHITECTURE EN METAL 85 Xx x x Xx x x 
3031|METAL DOOR & WINDOW INDUSTRY 

IND. DES PORTES & FENETRES EN METAL 44 1,021 28,816 1,006 57,466 104,745 46,326 
3032|PREFAB. PORTABLE METAL BUILDING IND 

BATIMENTS PREFAB EN METAL (TRANSP. ) ; 3 x x x x x x 
3039|OTHER ARCHITECTURAL METAL PRODUCTS 

AUTRES PRODUITS D'ARCHITECTURE 38 298 6,905 423 21,455 34,945 13,048 
304 |STAMPED, PRESSED & COATED METALS 

EMBOUTISSAGE & MATRICAGE DES METAUX 25 1,997 57,605 3,559 162,588 269,849 111,067 
3041|CUSTOM COATING OF METAL PRODUCTS 

REVETEMENT DU METAL, SUR COMMANDE 24 260 7894 865 4,783 19,699 13,960 
3042|METAL CLOSURE & CONTAINER INDUSTRY 

RECIPIENTS & FERMETURES EN METAL 8 486 13,210 1,030 62,084 90,234 33,865 
3049|OTHER STAMPED & PRESSED METAL PRODS 

AUTRE EMBOUTISSAGE DES METAUX 63 1,251 36,501 1,663 95,720 159,916 63,242 
305 |WIRE & WIRE PRODUCTS INDUSTRIES 

FIL METALLIQUE & SES PRODUITS 26 x x Xx x x x 


3052|WIRE & WIRE ROPE INDUSTRY 
IND. DES FILS & CABLES METALLIQUES 6 x x x x x x 


3053 
3058 
306 

3061 
3062 
3063 
3069 
307 

3071 


308 


3081 
309 

3091 
3092 


3099 


31 


311 

3111 
312 

3121 
319 

3191 
3192 
3193 
3194 
3199 


32 


321 


3211 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


INDUSTRIAL FASTENER INDUSTRY 

IND. DES ATTACHES, USAGE INDUSTRIEL 
OTHER WIRE PRODCINC.UPHOLST SPRING) 
AUTR PROD EN FILC(RESSORT REMB COMP) 
HARDWARE TOOL & CUTLERY INDUSTRIES 
ARTICLES DE QUINCAILLERIE 

BASIC HARDWARE INDUSTRY 

IND. DE LA QUINCAILLERIE DE BASE 
METAL DIES, MOULDS & PATTERNS IND. 
IND. DES MATRICES & MOULES EN METAL 
HAND TOOL & IMPLEMENT INDUSTRY 
INDUSTRIE DES OUTILS & INSTRUMENTS 
OTHER HARDWARE & CUTLERY INDUSTRIES 
AUTRES ARTICLES DE QUINCAILLERIE 
HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 
HEATING EQUIPMENT INDUSTRY 

INDUSTRIE DU MATERIEL DE CHAUFFAGE 
MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 


MACHINE SHOP INDUSTRY 

ATELIERS D'USINAGE 

OTHER METAL FABRICATING INDUSTRIES 
AUTRES IND. DE PRODUITS EN METAL 
METAL PLUMBING FIXTURES & FITTINGS 
GARNITURES DE PLOMBERIE EN METAL 
METAL VALVE INDUSTRY 

INDUSTRIE DES SOUPAPES EN METAL 
OTHER METAL FABRICATING INDS, NEC 


AUTRES IND. DE PRODUITS METAL., NCA 


MACHINERY INDUSTRIES 
INDUSTRIES DE LA MACHINERIE 


AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
AGRICULTURAL IMPLEMENT INDUSTRY 
INDUSTRIE DES INSTRUMENTS ARATOIRES 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMMERCIAL REFRIGERATION EQUIPMENT 
EQUIPE. COMMERCIAL DE REFRIGERATION 
OTHER MACHINERY & EQUIPMENT INDS. 
AUTRE MACHINERIE & EQUIPEMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
COMPRESSEURS, POMPES & VENTILATEURS 
CONSTRUCTION & MINING MACHINERY 
MACHINERIE DE CONSTRUCTION & MINES 
SAWMILL & WOODWORKING MACHINERY 
MACHINERIE POUR SCIERIES 
TURBINE & POWER TRANSMISSION EQUIP. 
TURBINES & MATERIEL DE TRANSMISSION 
OTHER MACHINERY & EQUIPMENT, NEC 
AUTRE MACHINERIE & EQUIPEMENT NCA 


TRANSPORTATION EQUIPMENT INDUSTRIES 
INDUSTRIES DU MATERIEL DE TRANSPORT 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D’AERONEFS & PIECES D’ AERONEFS 

AIRCRAFT & AIRCRAFT PARTS INDUSTRY 
IND. D'AERONEFS & PIECES D'AERONEFS 


establish- 
ments 


Nombre 
d’établis- 
sements 


191 


177 


196 


28 
28 


Number 


Nombre 


628 


508 


5,417 


511 
511 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


18,451 


160,115 


5,000 
5,000 
x 

x 

x 

x 
57,044 
48,792 
8,303 


30,489 


175,932 


14,646 
14,646 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l’électricité 


1,859 


83e 


5,418 


344 


344 


Cost of 
materials, 
supplies and 
goods for resale 


Cott des 
matieres, des 
fournitures et 

des marchandises 
destinées a la 
revente 


thousands of dollars 


x 


60,174 


15,719 
15,719 


67,159 


67,159 
29,373 
1,332 
3,797 


24,243 


311,143 


7,562 
7562 
x 

x 

x 

x 
135,138 
69,156 
10,928 
49,368 


487,314 


16,785 


16,785 


milliers de dollars 


Total Activity - Activité totale 


Employees 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


105,330 


31,032 
31,032 


171,660 


171,660 
55,826 
1,864 
8,212 
45,750 


631,483 


15,081 
15,081 
x 

x 

x 

x 
297,175 
181,470 
29,236 
112,847 


956,441 


40,651 
40,651 


Valeur 
ajoutée 


44,032 


15,252 
15,252 
102,162 


102,162 
25,003 
503 
4,282 


20,219 


321,746 


7,377 
7,377 
x 

Xx 

x 

x 
115,523 
92,617 
19,467 
63,519 


433,944 


24,444 
24,444 
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TABLE 25. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1987 
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Total Activity - Activité totale 


Employees 
establish- 44 Cost of Value of 
ment Salariés HU materials, shipments 
ents fuel and = 
supplies and and other 


Major group and industry electricity goods for resale revenue 


— Salaries 


Groupe et industrie and wages ime ee 
Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


323 |MOTOR VEHICLE INDUSTRY 


INDUSTRIE DES VEHICULES AUTOMOBILES 3 x x x x x x 
3231|MOTOR VEHICLE INDUSTRY 

INDUSTRIE DES VEHICULES AUTOMOBILES 3 Xx x x x x x 
324 |TRUCK & BUS BODY & TRAILER INDS. 

CARROSSERIES DE CAMIONS & REMORQUES 38 1,041 26,340 1,000 79,082 122,551 44,467 
3241|TRUCK & BUS BODY INDUSTRY 

CARROSSERIES DE CAMIONS & D'AUTOBUS 12 190 4,945 228 6,402 15,690 7,040 
3242] COMMERCIAL TRAILER INDUSTRY 

REMORQUES D' USAGE COMMERCIAL 9 322 10,014 438 23,074 36,015 12,956 
3243|NON-COMMERCIAL TRAILER INDUSTRY 

REMORQUES D' USAGE NON COMMERCIAL 13 382 7,957 216 37,150 53,921 18,059 
3244 | MOBILE HOME INDUSTRY 

INDUSTRIE DES MAISONS MOBILES 4 147 3,424 118 10,456 16,925 6,413 
325 |MOTOR VEHICLE PARTS & ACCESSORIES 

PIECES & ACCESSOIRES POUR VEHICULES 29 x x x x x Xx 
3251|MOTOR VEHICLE ENGINE & PARTS IND. 

MOTEURS & PIECES DE VEHICULES 4 x x x x x x 
3253|MOTOR VEHICLE STAMPINGS INDUSTRY 

PIECES EMBOUTIES POUR VEHICULES 1 x x x x x x 
3254|MOTOR VEHICLE STEERING & SUSPENSION 

DIRECTION. SUSPENSION POUR VEHICULE 5 46 1,265 139 2,274 5,164 2,765 
3255|MOTOR VEHICLE WHEEL & BRAKE IND. 

ROUES & FREINS POUR VEHICULES 1 x x x x x x 
3256|MOTOR VEHICLE PLASTIC PARTS IND. 

PIECES EN PLASTIQUE POUR VEHICULE 6 x x x x x x 
3259/OTHER MOTOR VEHICLE ACCESS. & PARTS 

AUTRES PIECES & ACC. POUR VEHICLE 12 x x x x x x 
327 |SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 17 1,550 58,313 2,512 43,625 152,502 70,343 
3271|SHIPBUILDING & REPAIR INDUSTRY 

CONSTRUCTION, REPARATION DE NAVIRE 17 1,550 58,313 2,512 43,625 152,502 70,343 
328 |BOATBUILDING & REPAIR INDUSTRY 

CONSTRUCTION D’ EMBARCATIONS 7 937 20,594 841 59,168 90,377 31,197 
3281|BOATBUILDING & REPAIR INDUSTRY 4 

CONSTRUCTION D’ EMBARCATIONS 79 937 20,594 841 59,168 90,377 31,197 
329 |OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 2 x Xx x x x x 
3299|OTHER TRANSPORTATION EQUIPMENT INDS 

AUTRES IND. DU MATERIEL TRANSPORT 2 x x x x x x 


33 | ELECTRICAL & ELECTRONIC PRODUCTS 


PROD. ELECTRIQUES & ELECTRONIQUES 131 5,006 150,157 3,299 191,468 408,563 220,962 
331 |SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 2 x x x x Xx x 
3311|SMALL ELECTRICAL APPLIANCE INDUSTRY 

PETITS APPAREILS ELECTRIQUES 2 x x x x x x 
332 |MAJOR APPLIANCES (ELEC. & NON-ELEC) ; 

GROS APPAREILS (ELECTRIQUES OU NON) 1 x x x x x x 
3321|MAJOR APPLIANCES (ELEC. & NON-ELEC) 

GROS APPAREILS (ELECTRIQUES OU NON) 1 x x x x x x 
333 |ELECTRIC LIGHTING INDUSTRIES 

IND. DES APPAREILS D'ECLAIRAGE 17 424 10,244 276 11,650 20,418 8,874 
3331|LIGHTING FIXTURE INDUSTRY 

APPAREILS D'ECLAIRAGE FIXES 13 x x x x x x 
3332|ELECTRIC LAMP & SHADE INDUSTRY 

LAMPES ELECTRIQUES & ABAT-JOUR 3 x Xx x x x x 
3333|ELECTRIC LAMP (BULB & TUBE) IND. 

LAMPES ELECTRIQUES (AMPOULES, TUBES) 1 x x x x x x 
334 |RECORD PLAYERS,RADIO & TV RECEIVERS 

PHONOGRAPHES, RECEPTEURS RADIO & TV 1 x x Xx x x x 


3341 
335 

3351 
3352 
3359 
336 

3361 
3368 
337 

3372 


3379 
338 
3381 
339 
3391 
3392 


3399 


35 


351 
3511 
3512 
352 
3521 
354 
3541 
3542 
3549 


355 


3551 


356 
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TABLEAU 25. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1987 


Major group and industry 


Groupe et industrie 


RECORD PLAYERS,RADIO & TV RECEIVERS 
PHONOGRAPHES, RECEPTEURS RADIO & TV 
ELECTRONIC EQUIPMENT INDUSTRIES 
INDUSTRIE DU MATERIEL ELECTRONIQUE 
TELECOMMUNICATION EQUIPMENT IND. 
EQUIPEMENT DE TELECOMMUNICATION 
ELECTRONIC PARTS & COMPONENTS IND. 
PIECES & COMPOSANTES ELECTRONIQUES 
OTHER ELECTRONIC EQUIPMENT INDS. 
AUTRE MATERIEL ELECTRONIQUE 
OFFICE, STORE & BUSINESS MACHINES 
MACHINES POUR BUREAUX & MAGASINS 
ELECTRONIC COMPUTERS & PERIPHERALS 
ORDINATEURS & EQUIP. PERIPHERIQUE 
OTHER OFFICE,BUS MACHCINC ELECTRON) 
AUTRE MACHINE DE BURCELECTRON COMP) 
ELECTRICAL INDUSTRIAL EQUIP. INDS. 
MATERIEL ELECTRIQUE, INDUSTRIEL 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
MAT. ELEC. COMMUTATION & PROTECTION 


OTHER ELECTRICAL INDUSTRIAL EQUIP. 
AUTRE MATERIEL ELECT. INDUSTRIEL 
COMMUNICATIONS, ENERGY WIRE & CABLE 
FILS & CABLES, ELECT./COMMUNICATION 
COMMUNICATIONS, ENERGY WIRE & CABLE 
FILS & CABLES, ELECT./COMMUNICATION 
OTHER ELECTRICAL PRODUCTS INDS. 
AUTRES IND. DE PRODUITS ELECTRIQUES 
BATTERY INDUSTRY 
INDUSTRIE DES ACCUMULATEURS 
NON-CURRENT CARRYING WIRING DEVICES 
DISPOSITIFS DE CABLAGE SANS COURANT 
OTHER ELECTRICAL PRODUCTS INDS. NEC 
AUTRES PRODUITS ELECTRIQUES NCA 


NON-METALLIC MINERAL PRODUCTS INDS. 
PRODUITS MINERAUX NON METALLIQUES 


CLAY PRODUCTS INDUSTRIES 

INDUSTRIE DES PRODUITS EN ARGILE 
CLAY PRODUCTS (FROM DOMESTIC CLAY) 
PRODUITS EN ARGILE CANADIENNE 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
PRODUITS EN ARGILE IMPORTEE 
CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 
CEMENT INDUSTRY 

INDUSTRIE DU CIMENT 
CONCRETE PRODUCTS INDUSTRIES 
INDUSTRIES DES PRODUITS EN BETON 
CONCRETE PIPE INDUSTRY 

INDUSTRIE DES TUYAUX EN BETON 
STRUCTURAL CONCRETE PRODUCTS IND. 
PRODUITS DE CONSTRUCTION EN BETON 
OTHER CONCRETE PRODUCTS INDUSTRIES 
AUTRES PRODUITS EN BETON 
READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 


READY-MIX CONCRETE INDUSTRY 
INDUSTRIE DU BETON PREPARE 

GLASS & GLASS PRODUCTS INDUSTRIES 
VERRE & ARTICLES EN VERRE 


Number 
of 
establish- 

ments 


Nombre 
d’établis- 
sements 


175 


81 
18 


Em 


Number 


Nombre 


EU D DR ee 7 Se oS 


ployees 


Salariés 


Salaries 
and wages 


Traitements 
et salaires 


136,216 


Cost of 
fuel and 
electricity 


Coût du 
combus- 
tible et de 
l'électricité 


Cost of 
materials, 
supplies and 
goods for resale 


Coût des 
matières, des 
fournitures et 


des marchandises 


destinées à la 
revente 


thousands of dollars 


x 


x 
5,279 
68,607 
24,128 
19,948 
4,181 
25,238 


13,547 


11,691 


16,019 


116,358 


116,358 
x 


milliers de dollars 


Total Activity - Activité totale 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


x 

x 
11,666 
138,500 
88,669 
79,239 
9,429 
56,592 


30,380 


26,212 


29,202 


208,533 


208,533 
x 


Valeur 
ajoutée 


2775304 


12,493 
85,451 


85,451 
x 
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Total Activity - Activité totale 


Number 
Employees 


of 


establish- PE Cost of Value of 


te Salariés “a à materials, shipments 


supplies and and other 


Major group and industry electricity goods for resale revenue 


= Salaries 


Groupe et industrie and wages — = 
P Number Coût des 
Nombre = Coût du matiéres, des Valeur des 
d’etablis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de des marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


3561|PRIMARY GLASS & CONTAINERS INDUSTRY 


VERRE PRIMAIRE, CONTENANTS EN VERRE 1 x x x x x x 
3562|GLASS PRODUCTS (EXCEPT CONTAINERS) 

PRODUITS EN VERRE (CSAUF CONTENANTS) 17 311 7,451 316 15,880 27,461 11,287 
357 |ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 2 x x x xX x Xx 
3571| ABRASIVES INDUSTRY 

INDUSTRIE DES ABRASIFS 2 x x X Xx x Xx 
358 |LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 2 x x x x x x 
3581|/LIME INDUSTRY 

INDUSTRIE DE LA CHAUX 2 x x x x x x 
359 |OTHER NON-METALLIC MINERAL PRODUCTS 

AUTRES PROD. MINERAUX NON METALL. 24 677 24,130 7,732 60,480 123,760 56,035 
3591|REFRACTORIES INDUSTRY 

INDUSTRIE DES PRODUITS REFRACTAIRES 2 x x x x x x 
3592| ASBESTOS PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN AMIANTE 1 X x Xx x x x 
3593|GYPSUM PRODUCTS INDUSTRY 

INDUSTRIE DES PRODUITS EN GYPSE 3 221 7,677 2,966 32,147 55,332 20,196 
3594|NON-METAL. MINERAL INSULATING MAT’L 

ISOLANT DE MINERAUX NON METALLIQUES g x x x x x x 
3599|OTHER NON-METAL. MINERAL PRODS. NEC 

AUTRES PROD. MINERAUX NON METAL NCA 14 35 3,098 138 6,933 11,738 4,690 


36 |REFINED PETROLEUM & COAL PRODUCTS 
PRODS RAFFINES DE PETROLE & CHARBON 13 957 49 ,026 20,575 1,439 5438 1,640,981 192,975 


361 |REFINED PETROLEUM PRODUCTS INDS. 
PRODUITS RAFFINES DU PETROLE 11 Xx x x x x x 
3611|PETROLEUM PROD CEXC LUB OIL,GREASE) 


PROD. PETROLIERS (SAUF LUBRIFIANTS) 6 866 45,889 20,122 1,416,213 1,606,164 182,747 
3612|LUBRICATING OIL & GREASE INDUSTRY 

HUILES & GRAISSES LUBRIFIANTES 5 x X x x x x 
369 |OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 2 x x x x Xx x 
3699|OTHER PETROLEUM & COAL PRODUCTS 

AUTRES PROD. DU PETROLE & CHARBON 2 Xx x x Xx x x 
37 |CHEMICAL & CHEMICAL PRODUCTS INDS. 

INDUSTRIES CHIMIQUES 117 3,071 101,036 56,378 386,859 816,051 366,066 
371 |INDUSTRIAL CHEMICALS INDUSTRIES NEC 

PRODS CHIMIQUES D'USAGE INDUST. NCA 23 308 39,062 51,580 133,989 366,805 180,933 
3711|INDUSTRIAL INORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES INORGANIQUES NCA 19 713 31,346 48,019 75,258 280,245 155,820 
3712] INDUSTRIAL ORGANIC CHEMICALS NEC 

PRODUITS CHIMIQUES ORGANIQUES NCA 4 195 7,716 3,562 58,732 86,560 25,113 
372 |AGRICULTURAL CHEMICAL INDUSTRIES 1 

PRODUITS CHIMIQUES D'USAGE AGRICOLE 10 x x x x x x 
3721|CHEMICAL FERTILIZERS INDUSTRY 

INDUSTRIE DES ENGRAIS CHIMIQUES 2 x x x x Xx x 
3722|MIXED FERTILIZER INDUSTRY 

INDUSTRIE DES ENGRAIS COMPOSES 8 x Xx Xx x x x 
373 |PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 7 188 6,225 685 46,194 71,206 24,681 
3731|PLASTIC & SYNTHETIC RESIN INDUSTRY 

MAT. PLASTIQUE & RESINE SYNTHETIQUE 7 188 6,225 685 46,194 71,206 24,681 
374 |PHARMACEUTICAL & MEDICINE INDUSTRY 

PROD. PHARMACEUTIQUES & MEDICAMENTS 10 230 6,313 133 11,178 22,464 11,320 


3741 |PHARMACEUTICAL & MEDICINE INDUSTRY 
PROD. PHARMACEUTIQUES & MEDICAMENTS 10 230 6,313 133 11,178 22,464 11,320 
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Total Activity - Activité totale 


Employees 
tablish- Same st Cost of Value of 
ents Salaries cool materials, shipments 


fuel and ; 
A 4 Ay: supplies and and other 
Major group and industry electricity | goods for resale revenue 


25 Salaries 


Groupe et industrie and wages —_ eal 
Number Coût des 


Nombre — Coût du matières, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l’électricité destinées à la recettes 
revente 


thousands of dollars 


milliers de dollars 


375 |PAINT & VARNISH INDUSTRY 


INDUSTRIE DES PEINTURES & VERNIS 12 426 13,111 734 79,542 149,018 73,759 
3751|PAINT & VARNISH INDUSTRY 

INDUSTRIE DES PEINTURES & VERNIS 12 426 13,111 734 79,542 149,018 73,759 
376 |SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 10 292 9,102 608 10,037 25,774 15,461 
3761|SOAP & CLEANING COMPOUNDS INDUSTRY 

SAVONS & COMPOSES DE NETTOYAGE 10 292 9,102 608 10,037 25,774 15,461 
377 |TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 3 x x Xx x x x 
3771|TOILET PREPARATIONS INDUSTRY 

INDUSTRIE DES PRODUITS DE TOILETTE 3 x Xx x x x Xx 
379 |OTHER CHEMICAL PRODUCTS INDUSTRIES 

AUTRES IND. DES PRODUITS CHIMIQUES 42 x x x x x x 
3791|PRINTING INK INDUSTRY 

INDUSTRIE DES ENCRES D’ IMPRIMERIE 8 x x x x x Xx 
3792| ADHESIVES INDUSTRY 

INDUSTRIE DES ADHESIFS 2 x x x x x x 
3799|OTHER CHEMICAL PRODUCTS INDS. NEC 

AUTRES PRODUITS CHIMIQUES NCA 32 355 10,648 697 41,673 78,344 35,873 


39 |OTHER MANUFACTURING INDUSTRIES 


AUTRES INDUSTRIES MANUFACTURIERES 407 3,192 70,847 2,629 103,868 220,428 114,297 
391 |SCIENTIFIC & PROFESSIONAL EQUIPMENT 

EQUIP. SCIENTIFIQUE & PROFESSIONEL 69 x x x x x x 
3911)/INDICATING & RECORDING INSTRUMENTS 

INSTRUMENTS D’ INDICATION, ETC. 17 191 4,487 78 5,216 7,236 1,927 
3912|O0OTHER INSTRUMENTS, RELATED PRODUCTS 

AUTRES INSTRUMENTS & PROD. CONNEXES 20 226 4,984 119 8,416 16,783 8,248 
3913|CLOCK & WATCH INDUSTRY 

INDUSTRIE DES HORLOGES & MONTRES 1 x x x x x xX 
3914] OPHTHALMIC GOODS INDUSTRY 

INDUSTRIE DES ARTICLES OPHTALMIQUES 31 301 6,381 141 10,809 18,367 7,500 
392 | JEWELLERY & PRECIOUS METAL INDS. 

BIJOUTERIE & ORFEVRERIE 42 x x x x x x 
3921| JEWELLERY & SILVERWARE INDUSTRY 

BIJOUTERIE & ARGENTERIE 41 181 4,008 84 10,065 19,660 3,736 
3922|PRECIOUS METAL SECONDARY REFINING 

AFFINAGE SECONDAIRE METAUX PRECIEUX 1 x x x X x x 
393 |SPORTING GOODS & TOY INDUSTRIES 

IND DES ARTICLES DE SPORT & JOUETS 40 385 6,444 452 13,917 24,907 10,337 
3931|SPORTING GOODS INDUSTRY 

INDUSTRIE DES ARTICLES DE SPORT 31 346 5,690 397 12,039 21,990 9,353 
3932|TOYS & GAMES INDUSTRY 

INDUSTRIE DES JOUETS & JEUX 9 39 754 55 1,878 2,917 984 
397 |SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 65 612 15,131 724 14,940 44,823 29,408 
3971|SIGN & DISPLAY INDUSTRY 

INDUSTRIE DES ENSEIGNES & ETALAGES 65 612 15,131 724 14,940 44,823 29,408 
399 |OTHER MANUFACTURED PRODUCTS INDS. 

AUTRES PRODUITS MANUFACTURES 191 x x x x x x 
3991|BROOM, BRUSH & MOP INDUSTRY 

BALAIS, BROSSES & VADROUILLES 1 x x x x x x 
3992|BUTTON, BUCKLES & CLOTHES FASTENERS 

IND. DES ATTACHES POUR VETEMENTS 1 x x x x x x 
3993|FLOOR TILE. LINOLEUM, COATED FABRIC 

DALLES, LINOLEUM & TISSUS ENDUITS 1 x x x x x x 
3994 |MUSICAL INSTRUMENT, SOUND RECORDING 

ENREGISTREMENT & INSTR. DE MUSIQUE 7 64 1,571 58 1,438 2,561 1,065 


3999|OTHER MANUFACTURED PRODUCTS NEC 
AUTRES PRODUITS MANUFACTURES NCA 181 1,208 27,305 929 36,915 83,065 45,245 
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TABLEAU 26. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FOOD INDUSTRIES 


MEAT & MEAT PRODUCTS (EXC POULTRY) 
POULTRY PRODUCTS INDUSTRY 

FISH PRODUCTS INDUSTRY 

CANNED & PRESERVED FRUIT & VEG. IND 
FROZEN FRUIT & VEGETABLE INDUSTRY 


FLUID MILK INDUSTRY 

OTHER DAIRY PRODUCTS INDUSTRIES 
CEREAL GRAIN FLOUR INDUSTRY 
PREPARED FLOUR MIXES & CEREAL FOODS 
FEED INDUSTRY 


BISCUIT INDUSTRY 

BREAD & OTHER BAKERY PRODUCTS IND. 
CANE & BEET SUGAR INDUSTRY 

SUGAR & CHOCOLATE CONFECTIONS IND. 
TEA & COFFEE INDUSTRY 


DRY PASTA PRODUCTS INDUSTRY 
POTATO CHIP, PRETZEL & POPCORN IND. 
OTHER FOOD PROD IND NECCINCL MALT) 


BEVERAGE INDUSTRIES 


SOFT DRINK INDUSTRY 
DISTILLERY PRODUCTS INDUSTRY 
BREWERY PRODUCTS INDUSTRY 
WINE INDUSTRY 


RUBBER PRODUCTS INDUSTRIES 
OTHER RUBBER PROD IND CINCL TIRES) 
PLASTIC PRODUCTS INDUSTRIES 


FOAMED & EXPANDED PLASTIC PRODUCTS 
PLASTIC PIPE & PIPE FITTINGS IND. 
PLASTIC FILM & SHEETING INDUSTRY 
PLASTIC BAG INDUSTRY 

OTHER PLASTIC PRODUCTS INDS. NEC 


LEATHER & ALLIED PRODUCTS INDS. 


LEATHER TANNERIES 

FOOTWEAR INDUSTRY 

LUGGAGE, PURSE & HANDBAG INDUSTRY 
OTHER LEATHER & ALLIED PRODUCT INDS 


PRIMARY TEXTILE INDUSTRIES 
WOOL YARN & WOVEN CLOTH INDUSTRY 
TEXTILE PRODUCTS INDUSTRIES 


NATURAL FIBRES & FELT PRODUCTS IND. 
CANVAS & RELATED PRODUCTS INDUSTRY 

NARROW FABRIC INDUSTRY 

CONTRACT TEXTILE DYEING & FINISHING 
HOUSEHOLD PRODS OF TEXTILE MATERIAL 


OTHER TEXTILE PROD CINCL TIRE CORD) 
CLOTHING INDUSTRIES 


MEN'S & BOYS’ 
MEN'S & BOYS" 
MEN'S & BOYS' 
MEN'S & BOYS’ 
MEN'S & BOYS’ 


COAT INDUSTRY 

SUIT & JACKET IND. 
PANTS INDUSTRY 

SHIRT & UNDERWEAR IND 
CLOTHING CONTRACTORS 


WOMEN'S COAT & JACKET INDUSTRY 
WOMEN'S SPORTSWEAR INDUSTRY 
WOMEN'S DRESS INDUSTRY 

WOMEN'S BLOUSE & SHIRT INDUSTRY 
WOMEN’S CLOTHING CONTRACTORS 


CHILDREN'S CLOTHING INDUSTRY 
SWEATER INDUSTRY 
OCCUPATIONAL CLOTHING INDUSTRY 


Employment size group - Tranche de taille d’effectif 


10 100 | 200 | 500 [1000 
: : ER OG ESS apy 
4 19 199 | 499 | 999 
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INDUSTRIE 


INDUSTRIES DES ALIMENTS 


VIANDE SAUF VOLAILLE 

INDUSTRIE DE LA VOLAILLE 
TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & LEGUMES 
IND. DES FRUITS & LEGUMES CONGELES 


INDUSTRIE DU LAIT DE CONSOMMATION 
AUTRES PRODUITS LAITIERS 

MEUNERIES 

MELANGE DE FARINE,CEREALES DE TABLE 
INDUSTRIES DES ALIMENTS A BETAIL 


INDUSTRIE DES BISCUITS 

PAIN & AUTRES PROD. DE BOULANGERIE 
SUCRE DE CANNE & DE BETTERAVE 
CONFISERIES & CHOCOLAT 

INDUSTRIE DU THE & DU CAFE 


INDUSTRIE DES PATES SECHES 
CROUSTILLES, BRETZELS, MAIS SOUFFLE 
AUTRES PRODS ALIMEN NCA CMALT COMP) 


INDUSTRIES DES BOISSONS 


INDUSTRIE DES BOISSONS GAZEUSES 
IND. DE PRODUITS DE DISTILLATION 
INDUSTRIE DE LA BIERE 

INDUSTRIE DU VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
AUTRES PROD EN CAOUTCH (PNEUS COMP) 
PRODUITS EN MATIERE PLASTIQUE 


PROD. EN PLASTIQUE MOUSSE & SOUFFLE 
TUYAUX EN PLASTIQUE 

PELLICULES & FEUILLES PLASTIQUES 
IND. DES SACS EN MATIERE PLASTIQUE 
AUTRES PROD., MATIERE PLASTIQUE NCA 


IND. DU CUIR & PRODUITS CONNEXES 


TANNERIES 

INDUSTRIE DE LA CHAUSSURE 
VALISES, BOURSES & SACS A MAIN 
AUTRES INDUSTRIES DU CUIR 


TEXTILES DE PREMIERE TRANSFORMATION 
FILATURE & TISSAGE DE LA LAINE 
INDUSTRIES DES PRODUITS TEXTILES 


INDUSTRIE DU FEUTRE 

ARTICLES EN GROSSE TOILE 

INDUSTRIE DES TISSUS ETROITS 
TEINTURE & FINISSAGE, PROD TEXTILES 
ARTICLES DE MAISON EN TEXTILE 


AUTRES PROD TEXTILCARMAT PNEU COMP) 
INDUSTRIES DE L'HABILLEMENT 


MANTEAUX POUR HOMMES & GARCONNETS 
COMPLETS-VESTONS, HOMMES-GARCONNETS 
PANTALONS POUR HOMMES & GARCONNETS 
CHEMISES ,SOUS-VETEMENTS POUR HOMMES 
CONFECTION A FORFAIT, HOMMES 


MANTEAUX & VESTES POUR DAMES 
VETEMENTS DE SPORT POUR DAMES 
INDUSTRIE DES ROBES POUR DAMES 
BLOUSES & CHEMISES POUR DAMES 
CONFECTION A FORFAIT, DAMES 


IND. DES VETEMENTS POUR ENFANTS 
INDUSTRIE DES CHANDAILS 
IND. DES VETEMENTS PROFESSIONNELS 


Code 
CTI 
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TABLE 26. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1987 
TABLEAU 26. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1987 


INDUSTRY 


FUR GOODS INDUSTRY 
OTHER CLOTHING & APPAREL INDS. NEC 


WOOD INDUSTRIES 


SHINGLE & SHAKE INDUSTRY 

SAWMILL & PLANING MILL PRODUCTS 
HARDWOOD VENEER & PLYWOOD IND. 
SOFTWOOD VENEER & PLYWOOD IND. 
PREFABRICATED WOODEN BUILDINGS IND. 


KITCHEN CABINETS, BATHROOM VANITIES 
WOODEN DOOR & WINDOW INDUSTRY 

OTHER MILLWORK INDUSTRIES 

WOODEN BOX & PALLET INDUSTRY 

COFFIN & CASKET INDUSTRY 


WOOD PRESERVATION INDUSTRY 
PARTICLE BOARD INDUSTRY 
OTHER WOOD INDUSTRIES NEC 


FURNITURE & FIXTURE INDUSTRIES 


WOODEN HOUSEHOLD FURNITURE INDUSTRY 
UPHOLSTERED HOUSEHOLD FURNITURE 
OTHER HOUSEHOLD FURNITURE INDUSTRY 
METAL OFFICE FURNITURE INDUSTRY 
OTHER OFFICE FURNITURE INDUSTRIES 


BED SPRING & MATTRESS INDUSTRY 
HOTEL & RESTAURANT FURNITURE IND. 
OTHER FURNITURE & FIXTURE INDS. NEC 


PAPER & ALLIED PRODUCTS INDUSTRIES 


PULP INDUSTRY 

NEWSPRINT INDUSTRY 
PAPERBOARD INDUSTRY 
BUILDING BOARD INDUSTRY 
OTHER PAPER INDUSTRIES 


ASPHALT ROOFING INDUSTRY 

FOLDING CARTON & SET-UP BOX IND. 
CORRUGATED BOX INDUSTRY 

PAPER BAG INDUSTRY 

STATIONERY PAPER PRODUCTS INDUSTRY 


PAPER CONSUMER PRODUCTS INDUSTRY 
OTHER CONVERTED PAPER PRODUCTS NEC 


PRINTING, PUBLISHING & ALLIED INDS. 


BUSINESS FORMS PRINTING INDUSTRY 
OTHER COMMERCIAL PRINTING INDS. 
PLATEMAKING, TYPESETTING & BINDERY 
BOOK PUBLISHING INDUSTRY 

OTHER PUBLISHING INDUSTRIES 


NEWSPAPERS, MAGAZINES & PERIODICALS 
OTHER COMBINED PUBLISHING, PRINTING 


PRIMARY METAL INDUSTRIES 


STEEL FOUNDRIES 

OTHER PRIMARY STEEL INDUSTRIES 
STEEL PIPE & TUBE INDUSTRY 

IRON FOUNDRIES 

NON-FERROUS SMELTING,REFCINC. ALUM) 


ALUMINUM ROLLING, CASTING,EXTRUDING 
COPPER ROLLING, CASTING & EXTRUDING 
OTHER METAL ROLLING, CASTING ETC. 


FABRICATED METAL PRODUCT INDUSTRIES 


POWER BOILER & HEAT EXCHANGER IND. 

METAL TANKS CHEAVY GAUGE) INDUSTRY 
PLATE WORK INDUSTRY 

PRE-ENG. METAL BLDGS (EXC PORTABLE) 
OTHER FABRICATED STRUCTURAL METAL 


METAL DOOR & WINDOW INDUSTRY 


Employment size group - Tranche de taille d’effectif 
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_ 
UNO DOS 


INDUSTRIE 


INDUSTRIE DES ARTICLES EN FOURRURE 
AUTRES IND. DE L'HABILLEMENT, NCA 


INDUSTRIES DU BOIS 


IND. DU BARDEAU & DU BARDEAU FENDU 
SCIERIES & ATELIERS DE RABOTAGE 
PLACAGES & CONTREPLAQUES FEUILLUS 
PLACAGES & CONTREPLAQUES RESINEUX 
BATIMENTS PREFAB. CHARPENTE DE BOIS 


ARMOIRES DE CUISINE & SALLE DE BAIN 
IND. DES PORTES & FENETRES EN BOIS 
AUTRES INDUSTRIES DU BOIS TRAVAILLE 
IND. DES BOITES & PALETTES DE BOIS 
INDUSTRIE DES CERCUEILS & BIERES 


IND. DE LA PRESERVATION DU BOIS 
IND. DES PANNEAUX DE PARTICULES 
AUTRES INDUSTRIES DU BOIS NCA 


MEUBLES & ARTICLES D'AMEUBLEMENT 


IND. DES MEUBLES DE MAISON EN BOIS 
MEUBLES DE MAISON REMBOURRES 

AUTRES IND. DES MEUBLES DE MAISON 
IND. DES MEUBLES DE BUREAU EN METAL 
AUTRES IND. DES MEUBLES DE BUREAU 


INDUSTRIE DES SOMMIERS & MATELAS 
AMEUBLEMENT D'HOTELS & RESTAURANTS 
AUTRES ARTICLES D*AMEUBLEMENT NCA 


IND. DU PAPIER & PRODUITS CONNEXES 


INDUSTRIE DES PATES A PAPIER 
INDUSTRIE DU PAPIER JOURNAL 
INDUSTRIE DU CARTON 

IND. DES PANNEAUX DE CONSTRUCTION 
AUTRES INDUSTRIES DU PAPIER 


IND. DU PAPIER-TOITURE ASPHALTE 
IND. DES BOITES PLIANTES & RIGIDES 
IND. DES BOITES EN CARTON ONDULE 
INDUSTRIE DES SACS EN PAPIER 
INDUSTRIE DES PRODUITS DE PAPETERIE 


PRODUITS DE CONSOMMATION EN PAPIER 
AUTRES PRODS, PAPIER TRANSFORME NCA 


IMPRIMERIE, EDITION & IND. CONNEXES 


IMPRESSION, FORMULAIRES COMMERCIAUX 
AUTRES IND D* IMPRESSION COMMERCIALE 
CLICHAGE, COMPOSITION & RELIURE 
INDUSTRIE DE L'EDITION DU LIVRE 
AUTRES INDUSTRIES D'EDITION 


JOURNAUX, REVUES & PERIODIQUES 
AUTRES IMPRESSION-EDITION COMBINEES 


PREMIERE TRANSFORMATION DES METAUX 


FONDERIES D'ACIER 

AUTRES INDUSTRIES SIDERURGIQUES 
IND. DES TUBES & TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE & AFF.NON-FERREUX CALUM.COMP) 


LAMINAGE & MOULAGE DE L'ALUMINIUM 
LAMINAGE, MOULAGE, ETC. DU CUIVRE 
AUTRE LAMINAGE & MOULAGE DES METAUX 


FABRICATION DE PRODUITS EN METAL 


CHAUDIERES & ECHANGEURS DE CHALEUR 
IND DES RESERVOIRS EN METAL CEPAIS) 
INDUSTRIE DES TOLES FORTES 
BATIMENTS PREFABRIQUES EN METAL 
AUTRES ELEMENTS DE CHARPENTE, METAL 


IND. DES PORTES & FENETRES EN METAL 


SIC 
Code 
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INDUSTRY 


PREFAB. PORTABLE METAL BUILDING IND 
OTHER ARCHITECTURAL METAL PRODUCTS 
CUSTOM COATING OF METAL PRODUCTS 

METAL CLOSURE & CONTAINER INDUSTRY 
OTHER STAMPED & PRESSED METAL PRODS 


WIRE & WIRE ROPE INDUSTRY 
INDUSTRIAL FASTENER INDUSTRY 

OTHER WIRE PRODCINC.UPHOLST SPRING) 
BASIC HARDWARE INDUSTRY 

METAL DIES, MOULDS & PATTERNS IND. 


HAND TOOL & IMPLEMENT INDUSTRY 
OTHER HARDWARE & CUTLERY INDUSTRIES 
HEATING EQUIPMENT INDUSTRY 

MACHINE SHOP INDUSTRY 

METAL PLUMBING FIXTURES & FITTINGS 


METAL VALVE INDUSTRY 
OTHER METAL FABRICATING INDS, NEC 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
COMMERCIAL REFRIGERATION EQUIPMENT 
COMPRESSORS PUMPS & INDUSTRIAL FANS 
CONSTRUCTION & MINING MACHINERY 
SAWMILL & WOODWORKING MACHINERY 


TURBINE & POWER TRANSMISSION EQUIP. 
OTHER MACHINERY & EQUIPMENT, NEC 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS INDUSTRY | 


MOTOR VEHICLE INDUSTRY 

TRUCK & BUS BODY INDUSTRY 
COMMERCIAL TRAILER INDUSTRY 
NON-COMMERCIAL TRAILER INDUSTRY 


MOBILE HOME INDUSTRY 

MOTOR VEHICLE ENGINE & PARTS IND. 
MOTOR VEHICLE STAMPINGS INDUSTRY 
MOTOR VEHICLE STEERING & SUSPENSION 
MOTOR VEHICLE WHEEL & BRAKE IND. 


MOTOR VEHICLE PLASTIC PARTS IND. 
OTHER MOTOR VEHICLE ACCESS. & PARTS 
SHIPBUILDING & REPAIR INDUSTRY 
BOATBUILDING & REPAIR INDUSTRY 
OTHER TRANSPORTATION EQUIPMENT INDS 


ELECTRICAL & ELECTRONIC PRODUCTS 


SMALL ELECTRICAL APPLIANCE INDUSTRY 
MAJOR APPLIANCES (ELEC. & NON-ELEC) 
LIGHTING FIXTURE INDUSTRY 

ELECTRIC LAMP & SHADE INDUSTRY 
ELECTRIC LAMP (BULB & TUBE) IND. 


RECORD PLAYERS,RADIO & TV RECEIVERS 
TELECOMMUNICATION EQUIPMENT IND. 
ELECTRONIC PARTS & COMPONENTS IND. 
OTHER ELECTRONIC EQUIPMENT INDS. 
ELECTRONIC COMPUTERS & PERIPHERALS 


OTHER OFFICE,BUS MACHCINC ELECTRON) 
ELEC. SWITCHGEAR, PROTECTIVE EQUIP. 
OTHER ELECTRICAL INDUSTRIAL EQUIP. 
COMMUNICATIONS, ENERGY WIRE & CABLE 
BATTERY INDUSTRY 


OTHER ELECTRICAL PRODUCTS INDS. NEC 
NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS (FROM DOMESTIC CLAY) 
CLAY PRODUCTS (FROM IMPORTED CLAY) 
CEMENT INDUSTRY 

CONCRETE PIPE INDUSTRY 

STRUCTURAL CONCRETE PRODUCTS IND. 
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INDUSTRIE 


BATIMENTS PREFAB EN METAL CTRANSP.) 
AUTRES PRODUITS D'ARCHITECTURE 
REVETEMENT DU METAL, SUR COMMANDE 
RECIPIENTS & FERMETURES EN METAL 
AUTRE EMBOUTISSAGE DES METAUX 


IND. DES FILS & CABLES METALLIQUES 
IND. DES ATTACHES, USAGE INDUSTRIEL 
AUTR PROD EN FILCRESSORT REMB COMP) 
IND. DE LA QUINCAILLERIE DE BASE 

IND. DES MATRICES & MOULES EN METAL 


INDUSTRIE DES OUTILS & INSTRUMENTS 
AUTRES ARTICLES DE QUINCAILLERIE 
INDUSTRIE DU MATERIEL DE CHAUFFAGE 
ATELIERS D'USINAGE 

GARNITURES DE PLOMBERIE EN METAL 


INDUSTRIE DES SOUPAPES EN METAL 
AUTRES IND. DE PRODUITS METAL., NCA 


INDUSTRIES DE LA MACHINERIE 


INDUSTRIE DES INSTRUMENTS ARATOIRES 
EQUIPE. COMMERCIAL DE REFRIGERATION 
COMPRESSEURS, POMPES & VENTILATEURS 
MACHINERIE DE CONSTRUCTION & MINES 
MACHINERIE POUR SCIERIES 


TURBINES & MATERIEL DE TRANSMISSION 
AUTRE MACHINERIE & EQUIPEMENT NCA 


INDUSTRIES DU MATERIEL DE TRANSPORT 


IND. D'AERONEFS & PIECES D'AERONEFS 
INDUSTRIE DES VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & D'AUTOBUS 
REMORQUES D'USAGE COMMERCIAL 
REMORQUES D'USAGE NON COMMERCIAL 


INDUSTRIE DES MAISONS MOBILES 
MOTEURS & PIECES DE VEHICULES 
PIECES EMBOUTIES POUR VEHICULES 
DIRECTION, SUSPENSION POUR VEHICULE 
ROUES & FREINS POUR VEHICULES 


PIECES EN PLASTIQUE POUR VEHICULE 

AUTRES PIECES & ACC. POUR VEHICLE 

CONSTRUCTION, REPARATION DE NAVIRE 
CONSTRUCTION D'EMBARCATIONS 

AUTRES IND. DU MATERIEL TRANSPORT 


PROD. ELECTRIQUES & ELECTRONIQUES 


PETITS APPAREILS ELECTRIQUES 

GROS APPAREILS CELECTRIQUES OU NON) 
APPAREILS D'ECLAIRAGE FIXES 

LAMPES ELECTRIQUES & ABAT-JOUR 
LAMPES ELECTRIQUES CAMPOULES,TUBES) 


PHONOGRAPHES, RECEPTEURS RADIO & TV 
EQUIPEMENT DE TELECOMMUNICATION 
PIECES & COMPOSANTES ELECTRONIQUES 
AUTRE MATERIEL ELECTRONIQUE 
ORDINATEURS & EQUIP. PERIPHERIQUE 


AUTRE MACHINE DE BURCELECTRON COMP) 
MAT. ELEC. COMMUTATION & PROTECTION 
AUTRE MATERIEL ELECT. INDUSTRIEL 
FILS & CABLES, ELECT./COMMUNICATION 
INDUSTRIE DES ACCUMULATEURS 


AUTRES PRODUITS ELECTRIQUES NCA 
PRODUITS MINERAUX NON METALLIQUES 


PRODUITS EN ARGILE CANADIENNE 
PRODUITS EN ARGILE IMPORTEE 
INDUSTRIE DU CIMENT 

INDUSTRIE DES TUYAUX EN BETON 
PRODUITS DE CONSTRUCTION EN BETON 
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Employment size group - Tranche de taille d’effectif 
INDU INDUSTRIE 
sic NDUSTRY 100 | 200 | 500 |1000 cie 
Cod = 2 = + [TOTAL CTI 
ues 199 | 499 | 999 


3549 | OTHER CONCRETE PRODUCTS INDUSTRIES 13 6 6 4 = = = = = 29|AUTRES PRODUITS EN BETON 3549 
3551 | READY-MIX CONCRETE INDUSTRY 15) 25020 18 1 2 = = = 81]) INDUSTRIE DU BETON PREPARE 3551 
3561 | PRIMARY GLASS & CONTAINERS INDUSTRY 2 = = = oy = 1 = = 1|VERRE PRIMAIRE, CONTENANTS EN VERRE | 3561 
3562 | GLASS PRODUCTS CEXCEPT CONTAINERS) 4 = 9 3 1 > = = = 17|PRODUITS EN VERRE CSAUF CONTENANTS) 3562 
3571 | ABRASIVES INDUSTRY = 2 = = = = = = = 2|INDUSTRIE DES ABRASIFS 3571 
3581 | LIME INDUSTRY = = = 2 3 Se = = = 2})INDUSTRIE DE LA CHAUX 3581 
3591 | REFRACTORIES INDUSTRY = = 1 = = L = se = 2| INDUSTRIE DES PRODUITS REFRACTAIRES | 3591 
3592 | ASBESTOS PRODUCTS INDUSTRY = = 1 = = = = = oF 1|INDUSTRIE DES PRODUITS EN AMIANTE 3592 
3593 | GYPSUM PRODUCTS INDUSTRY = = = = 3 = Ge = = 3} INDUSTRIE DES PRODUITS EN GYPSE ; 3593 
3594 | NON-METAL. MINERAL INSULATING MAT'L 2 = = 1 = ul = a = 4|ISOLANT DE MINERAUX NON METALLIQUES | 3594 
3599 | OTHER NON-METAL. MINERAL PRODS. NEC 8 3 2 1 = = = = = 14]AUTRES PROD. MINERAUX NON METAL NCA | 3599 
36 REFINED PETROLEUM & COAL PRODUCTS 4 = 2 & 2 5 fe = SE 13|PRODS RAFFINES DE PETROLE & CHARBON | 36 

3611 | PETROLEUM PROD CEXC LUB OIL,GREASE) = = = = 1 5 a = = 6|PROD. PETROLIERS CSAUF LUBRIFIANTS) 3611 
3612 | LUBRICATING OIL & GREASE INDUSTRY 2 = 2 = 1 = = = = SIHUILES & GRAISSES LUBRIFIANTES 3612 
3699 | OTHER PETROLEUM & COAL PRODUCTS 2 Œ = = cS = = = = 2|AUTRES PROD. DU PETROLE & CHARBON 3699 
37 CHEMICAL & CHEMICAL PRODUCTS INDS. 37 16 23 29 7 G 1 == = 117| INDUSTRIES CHIMIQUES 37 

3711 | INDUSTRIAL INORGANIC CHEMICALS NEC 3 4 3 6 2 1 = = = 19|PRODUITS CHIMIQUES INORGANIQUES NCA | 3711 
3712 | INDUSTRIAL ORGANIC CHEMICALS NEC 1 = 1 = 2 = = = = 4|}PRODUITS CHIMIQUES ORGANIQUES NCA 3712 
3721 | CHEMICAL FERTILIZERS INDUSTRY = = = = = 1 1 = = 2| INDUSTRIE DES ENGRAIS CHIMIQUES 3721 
3722 | MIXED FERTILIZER INDUSTRY 5 i 1 2 oS = = = = 8| INDUSTRIE DES ENGRAIS COMPOSES 3722 
3731 | PLASTIC & SYNTHETIC RESIN INDUSTRY 1 al 2 C2 1 = = = = 7|MAT. PLASTIQUE & RESINE SYNTHETIQUE | 3731 
3741 | PHARMACEUTICAL & MEDICINE INDUSTRY 5 1 1 2 oS 1 = = = 10 PROD. PHARMACEUTIQUES & MEDICAMENTS | 3741 
3751 | PAINT & VARNISH INDUSTRY 1 1 1 7 1 1 = = = 12|INDUSTRIE DES PEINTURES & VERNIS 3751 
3761 | SOAP & CLEANING COMPOUNDS INDUSTRY 4 1 1 4 = = = = a 10|SAVONS & COMPOSES DE NETTOYAGE 3761 
3771 | TOILET PREPARATIONS INDUSTRY = 1 1 1 = = = = = 3| INDUSTRIE DES PRODUITS DE TOILETTE 3771 
3791 | PRINTING INK INDUSTRY 2 1 & 1 = = = = = 8) INDUSTRIE DES ENCRES D'IMPRIMERIE 3791 
3792 | ADHESIVES INDUSTRY = = 1 1 = = = = = 2| INDUSTRIE DES ADHESIFS 3792 
3799 | OTHER CHEMICAL PRODUCTS INDS. NEC 15 6 7 3 1 a = = 32|AUTRES PRODUITS CHIMIQUES NCA 3799 
39 OTHER MANUFACTURING INDUSTRIES 256 76 Gl 23 8 3 e a = 607|AUTRES INDUSTRIES MANUFACTURIERES 39 

3911 | INDICATING & RECORDING INSTRUMENTS 7 5 4 1 = = = = 17| INSTRUMENTS D* INDICATION, ETC. 3911 
3912 | OTHER INSTRUMENTS, RELATED PRODUCTS 12 2 3 2 1 5 = = = 20 | AUTRES INSTRUMENTS & PROD. CONNEXES | 3912 
3913 | CLOCK & WATCH INDUSTRY Il = = = = = = = = 1] INDUSTRIE DES HORLOGES & MONTRES 3913 
3914 | OPHTHALMIC GOODS INDUSTRY 20 5 3 1 2 = = oe = 31} INDUSTRIE DES ARTICLES OPHTALMIQUES | 3914 
3921 | JEWELLERY & SILVERWARE INDUSTRY 31 7 = 3 = = = = = 41]BIJOUTERIE & ARGENTERIE 3921 
3922 | PRECIOUS METAL SECONDARY REFINING = 1 = = = = = = = 1|AFFINAGE SECONDAIRE METAUX PRECIEUX | 3922 
3931 | SPORTING GOODS INDUSTRY 74 7 3 2 1 1 = = a 31] INDUSTRIE DES ARTICLES DE SPORT 3931 
3932 | TOYS & GAMES INDUSTRY 7 1 = 1 = = = = = 9|INDUSTRIE DES JOUETS & JEUX 3932 
3971 | SIGN & DISPLAY INDUSTRY 38 11 8 6 1 1 = = = 65|INDUSTRIE DES ENSEIGNES & ETALAGES 3971 
3991 | BROOM, BRUSH & MOP INDUSTRY 1 = = = = = = = = 1|BALAIS, BROSSES & VADROUILLES 3991 
3992 | BUTTON, BUCKLES & CLOTHES FASTENERS L = = = = = = ce 1|IND. DES ATTACHES POUR VETEMENTS 3992 
3993 | FLOOR TILE, LINOLEUM, COATED FABRIC os 1 = = = = = = 1|DALLES, LINOLEUM & TISSUS ENDUITS 3993 
3994 | MUSICAL INSTRUMENT, SOUND RECORDING 4 1 2 = = = = = = 7 ENREGISTREMENT & INSTR. DE MUSIQUE 3994 
3999 | OTHER MANUFACTURED PRODUCTS NEC 117 6 17 7 3 1 = = = 181]AUTRES PRODUITS MANUFACTURES NCA 3999 
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Yukon et Territoires du Nord-Ouest 
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YUKON AND NORTHWEST TERRITORIES - YUKON ET TERRITOIRES DU NORD-OUEST 


TABLE 27. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 19871 
TABLEAU 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 19871 


Total Activity - Activité totale 


Employees 


Number 


of 
establish- coe Tele Cost of Value of 
ts Salariés Cys tit materials, shipments 
men fuel and F 
supplies and and other 


Major group and industry SISEETIENY goods for resale revenue 


Salaries 
Groupe et industrie and wages — at TR 
P Number Coût des 
Nombre == = Coût du matiéres, des Valeur des 
d’établis- | Nombre combus- fournitures et livraisons Valeur 
sements Traitements tible et de es marchandises et autres ajoutée 
et salaires l'électricité destinées à la recettes 

revente 


thousands of dollars 


milliers de dollars 


TOTAL; ALL MANUFACTURING INDUSTRIES 


TOTAL; TOUTES IND. MANUFACTURIERES 38 328 7,785 795 30,233 | 56,2469 25 ,9B9 
YUKON, TOTAL ALL INDUSTRIES 
YUKON, TOTAL TOUTES INDUSTRIES 15 101 25359 227 3,647 9,069 5,204 
N.W.T.» TOTAL ALL INDUSTRIES 
N.W.T.» TOTAL TOUTES INDUSTRIES 23 227 5,426 569 26,B86 47,181 20,755 


1See “Introduction” re treatment of northern territories. 
TVoir “Introduction” pour le traitement des territoires. 
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YUKON AND NORTHWEST TERRITORIES - YUKON ET TERRITOIRES DU NORD-OUEST 


TABLE 28. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 19872 
TABLEAU 28. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 19871 


Employment size group - Tranche de taille d’effectif 


INDUSTRIE 


Sew | casts FEAR # 
Code 199 | 499 | 999 CTI 
10 | FOOD INDUSTRIES 2— = [20e - - - = G|INDUSTRIES DES ALIMENTS 10 
1021 | FISH PRODUCTS INDUSTRY nites |r = = em. | yer 2| TRANSFORMATION DU POISSON 1021 
1072 | BREAD & OTHER BAKERY PRODUCTS IND. le 1b dos | His 2|PAIN & AUTRES PROD. DE BOULANGERIE | 1072 
11 | BEVERAGE INDUSTRIES - 1 - —- - - - = 1] INDUSTRIES DES BOISSONS 11 
1111 | SOFT DRINK INDUSTRY Se Hee ES Lee 1| INDUSTRIE DES BOISSONS GAZEUSES 1111 
19 | TEXTILE PRODUCTS INDUSTRIES = = - 1 - - - = 1] INDUSTRIES DES PRODUITS TEXTILES 19 
1921 | CARPET, MAT & RUG INDUSTRY =p hcg oe, ah ME NS 1| TAPIS, CARPETTES & MOQUETTES 1921 
26 | CLOTHING INDUSTRIES q— - - - = 1|INDUSTRIES DE L'HABILLEMENT 26 
2495 | FUR GOODS INDUSTRY NES LUE NE ere 1| INDUSTRIE DES ARTICLES EN FOURRURE | 2695 
25 | WOOD INDUSTRIES 3 1 - - - - = G|INDUSTRIES DU BOIS 25 
2512 | SAWMILL & PLANING MILL PRODUCTS oe (0 Te CC et ee 3|SCIERIES & ATELIERS DE RABOTAGE 2512 
2542 | KITCHEN CABINETS, BATHROOM VANITIES) 1 - — - SAT, MECS 1|ARMOIRES DE CUISINE & SALLE DE BAIN | 2562 
28 | PRINTING, PUBLISHING & ALLIED INDS. 15 DT 2 - = = = 11|IMPRIMERIE, EDITION & IND. CONNEXES | 28 
2819 | OTHER COMMERCIAL PRINTING INDS. 1 Ce eo 4 eae 6]AUTRES IND D* IMPRESSION COMMERCIALE | 2819 
2841 | NEWSPAPERS, MAGAZINES & PERIODICALS] - 3 1 1 Ee RENE 5| JOURNAUX, REVUES & PERIODIQUES 2841 
30 | FABRICATED METAL PRODUCT INDUSTRIES} 2 - = - - - - = 2|FABRICATION DE PRODUITS EN METAL 30 
3081 | MACHINE SHOP INDUSTRY 2 CRT SES FE 2| ATELIERS D'USINAGE 3081 
32 | TRANSPORTATION EQUIPMENT INDUSTRIES} 1 - 1 1 - - - - 3] INDUSTRIES DU MATERIEL DE TRANSPORT | 32 
3211 | AIRCRAFT & AIRCRAFT PARTS INDUSTRY ILES COR NE, MEME 1|IND. D'AERONEFS & PIECES D'AERONEFS | 3211 
3281 | BOATBUILDING & REPAIR INDUSTRY MEN EE LEE 2| CONSTRUCTION D'EMBARCATIONS 3281 
35 | NON-METALLIC MINERAL PRODUCTS INDS.| - - 2 - - - - - 2|PRODUITS MINERAUX NON METALLIQUES | 35 
3551 | READY-MIX CONCRETE INDUSTRY ee ee Be ES 2| INDUSTRIE DU BETON PREPARE 3551 
36 | REFINED PETROLEUM & COAL PRODUCTS = a= PL = - - - - 1|PRODS RAFFINES DE PETROLE & CHARBON | 36 
3611 | PETROLEUM PROD (EXC LUB OIL,GREASE)} - - 1 - Se EN = 1|PROD. PETROLIERS (SAUF LUBRIFIANTS) | 3611 
37 | CHEMICAL & CHEMICAL PRODUCTS INDS. Jp = - - - = 1} INDUSTRIES CHIMIQUES 37 
3711 | INDUSTRIAL INORGANIC CHEMICALS NEC ois) = = 8 a 2 1|PRODUITS CHIMIQUES INORGANIQUES NCA | 3711 
39 | OTHER MANUFACTURING INDUSTRIES 6 3 - - = -l- = 7|AUTRES INDUSTRIES MANUFACTURIERES | 39 
3916 | OPHTHALMIC GOODS INDUSTRY SAME S See pe 1] INDUSTRIE DES ARTICLES OPHTALMIQUES | 3914 
3921 | JEWELLERY & SILVERWARE INDUSTRY Le Se GS 6S 8 3[BIJOUTERIE & ARGENTERIE 3921 
3999 | OTHER MANUFACTURED PRODUCTS NEC rip ee Sy 2 € 3[AUTRES PRODUITS MANUFACTURES NCA 3999 


1See ”’Introduction” re treatment of northern territories. 


1Voir “Introduction” pour le traitement des territoires. 


Appendix A 


1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) 


Appendice A 


REVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) 


SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 
Major Group 10 - Food Industries Grand groupe 10 - Industries des aliments 
101 Meat and Poultry Products Industries 101 Industries de la viande et de la volaille 
1011 Meat and Meat Products Industry (Except 1011 Industrie de la viande et de ses produits 
Poultry) (sauf la volaille) 
1012 Poultry Products Industry 1012 Industrie des produits de la volaille 
102 Fish Products Industry 102 Industrie de la transformation du poisson 
1021 Fish Products Industry 1021 Industrie de la transformation du poisson 
103 Fruit and Vegetable Industries 103 Industries de la préparation des fruits et légumes 
1031 Canned and Preserved Fruit and Vegetable 1031 Conserveries de fruits et de légumes 
Industry 
1032 Frozen Fruit and Vegetable Industry 1032 Industrie des fruits et légumes congelés 
104 Dairy Products Industries 104 Industries laitiéres 
1041 Fluid Milk Industry 1041 Industrie du lait de consommation 
1049 Other Dairy Products Industries 1049 Autres industries de produits laitiers 
105 Flour, Prepared Cereal Food and Feed Industries 105 Industries de la farine, des céréales de table 
préparées et des aliments pour animaux 
1051 Cereal Grain Flour Industry 1051 Meuneries 
1052 Prepared Flour Mixes and Prepared Cereal 1052 Industrie des mélanges de farine préparés et 
Foods Industry des céréales de table préparées 
1053 Feed Industry 1053 Industrie des aliments pour animaux 
106 Vegetable Oil Mills (Except Corn Oil) 106 Industrie des huiles végétales (sauf l’huile de maïs) 
1061 Vegetable Oil mills (Except Corn Oil) 1061 Industrie des huiles végétales (sauf l’huile de 
maïs) 
107 Bakery Products Industries 107 Industries des produits de boulangerie-pâtisserie 
1071 Biscuit Industry 1071 Industrie des biscuits 
1072 Bread and other Bakery Products Industry 1072 Industrie du pain et autres produits de 
boulangerie-pâtisserie 
108 Sugar and Sugar Confectionery Industries 108 Industries du sucre et des confiseries 
1081 Cane and Beet Sugar Industry 1081 Industrie du sucre de canne et de betterave 
1082 Chewing Gum Industry 1082 Industrie de la gomme à mâcher 


1083 Sugar and Chocolate Confectionery Industry 1083 Industrie des confiseries et du chocolat 
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1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) - suite 


SIC 
Code 


109 


111 


112 


113 


114 


121 


122 


15% 


192 


159 


161 


Major groups, groups and classes 


Major Group 10 - Food Industries - 
Concluded 


Other Food Products Industries 

1091 Tea and Coffee Industry 

1092 Dry Pasta Products Industry 

1093 Potato Chip, Pretzel and Popcorn Industry 


1094 Malt and Malt Flour Industry 
1099 Other Food Products Industries, n.e.c. 


Major Group 11 - Beverage Industries 


Soft Drink Industry 
1111 Soft Drink Industry 


Distillery Products Industry 
1121 Distillery Products Industry 


Brewery Products Industry 
1131 Brewery Products Industry 


Wine Industry 
1141 Wine Industry 


Major Group 12 - Tobacco Products 
Industries 


Leaf Tobacco Industry 
1211 Leaf Tobacco Industry 


Tobacco Products Industry 
1221 Tobacco Products Industry 


Major Group 15 - Rubber Products 
Industries 


Tire and Tube Industry 
1511 Tire and Tube Industry 


Rubber Hose and Belting Industry 
1521 Rubber Hose and Belting Industry 


Other Rubber Products Industries 
1599 Other Rubber Products Industries 


Major Group 16 - Plastic Products 
Industries 


Foamed and Expanded plastic Products Industry 


1611 Foamed and Expanded Plastic Products 
Industry 


Code 
de la 
CTI 


109 


111 


112 


113 


114 


121 


122 


151 


152 


159 


161 


Grands groupes, groupes et classes 


Grand groupe 10 - Industries des aliments - 
fin 

Autres industries de produits alimentaires 

1091 Industrie du thé et du café 

1092 Industrie des pâtes sèches 

1093 Industrie des croustilles, des bretzels et du 
maïs soufflé 

1094 Industrie du malt et des farines de malt 

1099 Autres industries de produits alimentaires, 
fl.¢.as 


Grand groupe 11 - Industries des boissons 


Industrie des boissons gazeuses 
1111 Industrie des boissons gazeuses 


Industrie des produits de distillation 
1121 Industrie des produits de distillation 


Industrie de la biére 
1131 Industrie de la biére 


Industrie du vin 
1141 Industrie du vin 


Grand groupe 12 - Industries du tabac 


Industrie du tabac en feuilles 
1211 Industrie du tabac en feuilles 


Industrie des produits du tabac 
1221 Industrie des produits du tabac 


Grand groupe 15 - Industries des produits en 
caoutchouc 


Industrie des pneus et chambres a air 
1511 Industrie des pneus et chambres a air 


Industrie des boyaux et courroies en caoutchouc 
1521 Industrie des boyaux et courroies en 
caoutchouc 


Autres industries de produits en caoutchouc 
1599 Autres industries de produits en caoutchouc 


Grand groupe 16 - Industries des produits en 
matiére plastique 


Industrie des produits en matiére plastique en 

mousse et soufflée 

1611 Industrie des produits en matiére plastique en 
mousse et soufflée 
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1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) - suite 
——————.. 


SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 


———— 


Major Group 16 - Plastic Products Grand groupe 16 - Industries des produits en 
Industries - Concluded matière plastique - fin 
162 Plastic Pipe and Pipe Fittings Industry 162 Industrie des tuyaux et raccords de tuyauterie en 
matière plastique 
1621 Plastic Pipe and Pipe Fittings Industry 1621 Industrie des tuyaux et raccords de tuyauterie 


en matière plastique 


163 Plastic Film and Sheeting Industry 163 Industrie des pellicules et feuilles de matière 
plastique ; 
1631 Plastic Film and Sheeting Industry 1631 Industrie de pellicules et feuilles de matiére 
plastique 
169 Other Plastic Products Industries 169 Autres industries de produits en matiére plastique 
1691 Plastic Bag Industry 1691 Industrie des sacs en matiére plastique 
1699 Other Plastic Products Industries, n.e.c. 1699 Autres industries de produits en matiére 


plastique, n.c.a 


Major Group 17 - Leather and Allied Grand groupe 17 - Industries du cuir et des 
Products Industries produits connexes 
171 Leather and Allied Products Industries 171 Industries du cuir et des produits connexes 
1711 Leather Tanneries 1711 Tanneries 
1712 Footwear Industry 1712 Industrie de la chaussure 
1713 Luggage, Purse and Handbag Industry 1713 Industrie des valises, bourses et sacs à main 
1719 Other Leather and Allied Products Industries 1719 Autres industries du cuir et des produits 
connexes 
Major Group 18 - Primary Textile Industries Grand groupe 18 - Industries textiles de 
première transformation 
181 Man-made Fibre and Filament Yarn Industry 181 Industrie des fibres chimiques et des filés de 
filaments 
1811 Man-made Fibre and Filament Yarn Industry 1811 Industrie des fibres chimiques et des filés de 
filaments 
182 Spun Yarn and Woven Cloth Industries 182 Industries des filés et tissus tissés 
1821 Wool yarn and Woven Cloth Industry 1821 Industrie de la filature et du tissage de la 
laine 
1829 Other Spun Yarn and Woven Cloth Industries 1829 Autres industries des filés et tissus tissés 
183 Broad Knitted Fabric Industry 183 Industrie des tissus larges, a mailles 
1831 Broad Knitted Fabric Industry 1831 Industrie des tissus larges, à mailles 
Major Group 19 - Textile Products Grand groupe 19 - Industries des produits 
Industries textiles 
191 Natural Fibres Processing and Felt Products 191 Industrie du feutre et du traitement des fibres 
Industry naturelles 
1911 Natural Fibres Processing and Felt Products 1911 Industrie du feutre et du traitement des 


Industry fibres naturelles 
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1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) - suite 


SIC Major groups, groups and classes Code Grands groupes, groups et classes 
Code de la 
CTI 


Major Group 19 - Textile Products 
Industries - Concluded 


Grand groupe 19 - Industries des produits 
textiles - fin 


192 Carpet, Mat and Rug Industry 192 Industrie des tapis, carpettes et moquettes 
1921 Carpet, Mat and Rug Industry 1921 Industrie des tapis, carpettes et moquettes 
193 Canvas and Related Products Industry 193 Industrie des articles en grosse toile et produits 
connexes 
1931 Canvas and Related Products Industry 1931 Industrie des articles en grosse toile et 
produits 
199 Other Textile Products Industries 199 Autres industries de produits textiles 
1991 Narrow Fabric Industry 1991 Industrie des tissus étroits 
1992 Contract Textile Dyeing and Finishing 1992 Industrie de la teinture et du finissage a 
Industry facon de produits textiles 
1993 Household Products of Textile Materials 1993 Industrie des articles de maison en textiles 
Industry 
1994 Hygiene Products of Textile Materials 1994 Industrie des articles de d’hygiéne en textiles 
Industry 
1995 Tire Cord Fabric Industry 1995 Industrie des tissus pour armature de pneus 
1999 Other Textile Products Industries, n.e.c. 1999 Autres industries de produits textiles, n.c.a. 
Major Group 24 - Clothing Industries Grand groupe 24 - Industries de 
l’habillement 
243 Men’s and Boys’ Clothing Industries 243 Industries des vêtements pour hommes et 
garçonnets 
2431 Men’s and Boys’ Coat Industry 2431 Industrie des manteaux pour hommes et 
garconnets 
2432 Men’s and Boys’ Suit and Jacket Industry 2432 Industrie des complets et vestons pour 
hommes et garconnets 
2433 Men’s and Boys’ Pants Industry 2433 Industrie des pantalons pour hommes et 
garconnets 
2434 Men’s and Boys’ Shirt and Underwear 2434 Industrie des chemises et sous-vétements pour 
Industry hommes et garconnets 
2435 Men’s and Boys’ Clothing Contractors 2435 Industrie de la confection a forfait de 
vétements pour hommes et garconnets 
244 Women’s Clothing Industries 244 Industries des vétements pour dames 
2441 Women’s Coat and Jacket Industry 2441 Industrie des manteaux et vestes pour dames 
2442 Women’s Sportswear Industry 2442 Industrie des vétements de sport pour dames 
2443 Women’s Dress Industry 2443 Industrie des robes pour dames 
2444 Women’s Blouse and Shirt Industry 2444 Industrie des blouses et chemises pour dames 
2445 Women’s Clothing Contractors 2445 Industrie de la confection a forfait de 
vétements pour dames 
245 Children’s Clothing Industry 245 Industrie des vétements pour enfants 
2451 Children’s Clothing Industry 2451 Industrie des vétements pour enfants 
249 Other Clothing and Apparel Industries 249 Autres industries de l’habillement 


2491 Sweater Industry 

2492 Occupational Clothing Industry 

2493 Glove Industry 

2494 Hosiery Industry 

2495 Fur Goods Industry 

2496 Foundation Garment Industry 

2499 Other Clothing and Apparel Industries, n.e.c. 


2491 Industrie des chandails 

2492 Industrie des vétements professionnels 
2493 Industrie des gants 

2494 Industrie des bas et chaussettes 

2495 Industrie des articles en fourrure 

2496 Industrie des vétements de base 

2499 Autres industries de l’habillement, n.c.a. 
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1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE D 


MANUFACTURIÈRES) - suite 


eS 


SIC 


Code 


Major groups, groups and classes Code 
de la 


CTI 


ES INDUSTRIES (INDUSTRIES 


Grands groupes, groupes et classes 


SSS eee 


251 


252 


254 


256 


258 


259 


261 


264 


Major Group 25 - Wood Industries 


Sawmill, Planing Mill and Shingle Mill 251 

Products Industries 

2511 Shingle and Shake Industry 

2512 Sawmill and Planing Mill Products Industry 
(Except Shingles and Shakes) 


Veneer and Plywood Industries 252 
2521 Hardwood Veneer and Plywood Industry 


2522 Softwood Veneer and Plywood Industry 


Sash, Door and Other Millwork Industries 254 
2541 Prefabricated Wooden Buildings Industry 


2542 Wooden Kitchen Cabinet and Bathroom Vanity 
Industry 

2543 Wooden Door and Window Industry 

2549 Other Millwork Industries 


Wooden Box and Pallet Industry 256 
2561 Wooden Box and Pallet Industry 


Coffin and Casket Industry 258 
2581 Coffin and Casket Industry 


Other Wood Industries 259 
2591 Wood Preservation Industry 

2592 Particle Board Industry 

2593 Wafer Board Industry 

2599 Other Wood Industries, n.e.c. 


Major Group 26 - Furniture and Fixture 
Industries 


Household Furniture Industries : 261 
2611 Wooden Household Furniture Industry 

2612 Upholstered Household Furniture Industry 

2619 Other Household Furniture Industries 


Office Furniture Industries 264 
2641 Metal Office Furniture Industry 
2649 Other Office Furniture Industries 


Grand groupe 25 - Industries du bois 


Scieries, ateliers de rabotage et usines de 

bardeaux 

2511 Industrie du bardeau et du bardeau fendu 

2512 Industrie des produits de scieries et 
d’ateliers de rabotage (sauf les bardeaux 
et les bardeaux fendus) 


Industries des placages et contreplaqués 

2521 Industrie des placages et contreplaqués en 
bois feuillu 

2522 Industrie des placages et contreplaqués en 
bois résineux 


Industries des portes, chassis et autres bois 

travaillés 

2541 Industrie des batiments préfabriqués a 
charpente de bois 

2542 Industrie des armoires et placards de cuisine et 
des coiffeuses de salle de bain en bois 

2543 Industrie des portes et fenétres en bois 

2549 Autres industries du bois travaillé 


Industrie des boites et palettes de bois 
2561 Industrie des boites et palettes de bois 


Industrie des cercueils et biéres 
2581 Industrie des cercueils et biéres 


Autres industries du bois 

2591 Industrie de la préservation du bois 
2592 Industrie des panneaux de particules 
2593 Industrie des panneaux de copeaux 

2599 Autres industries du bois, n.c.a. 


Grand groupe 26 - Industries du meuble 
et des articles d’ameublement 


Industries des meubles de maison 

2611 Industrie des meubles de maison en bois 
2612 Industrie des meubles de maison rembourrés 
2619 Autres industries des meubles de maison 


Industries des meubles de bureau 
2641 Industrie des meubles de bureau en métal 
2649 Autres industries de meubles de bureau 
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1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) - suite 


a 


SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 
ee Ee 
Major Group 26 - Furniture and Fixture Grand groupe 26 - Industries du meuble 
Industries - Concluded et des articles d’amcublement - fin 
269 Other Furniture and Fixture Industries 269 Autres industries de meubles et d’articles 
d’ameublement 
2691 Bed Spring and Mattress Industry 2691 Industrie des sommiers et matelas 
2692 Hotel, Restaurant and Institutional Furniture 2692 Industrie des meubles et articles 
and Fixture Industry d’ameublement pour hôtels, restaurants 
et institutions 
2699 Other Furniture and Fixture Industries, n.e.c. 2699 Autres industries de meubles et articles 


d’ameublement, n.c.a. 


Major Group 27 - Paper and Allied Grand groupe 27 - Industries du papier 
Products Industries et produits connexes 
211 Pulp and Paper Industries 271 Industries des pâtes et papiers 
2711 Pulp Industry 2711 Industrie des pâtes à papier 
2712 Newsprint Industry 2712 Industrie du papier journal 
2713 Paperboard Industry 2713 Industrie du carton 
2714 Building Board Industry 2714 Industrie des panneaux de construction 
2719 Other Paper Industries 2719 Autres industries du papier 
272 Asphalt Roofing Industry 272 Industrie du papier-toiture asphalté 
2721 Asphalt Roofing Industry 2721 Industrie du papier-toiture asphalté 
213 Paper Box and Bag Industries 2173 Industries des boîtes en carton et des sacs en papier 
2731 Folding Carton and Set-up Box Industry 2731 Industrie des boîtes pliantes et rigides 
2732 Corrugated Box Industry 2732 Industrie des boîtes en carton ondulé 
2733 Paper Bag Industry 2733 Industrie des sacs en papier 
279 Other Converted Paper Products Industries 279 Autres industries des produits en papier 
transformé 
2791 Coated and Treated Paper Industry 2791 Industrie des papiers couchés et traités 
2792 Stationery Paper Products Industry 2792 Industrie des produits de papeterie 
2793 Paper Consumer Products Industry 2793 Industrie des produits de consommation 
en papier 
2799 Other Converted Paper Products 2799 Autres industries des produits en papier 
Industries, n.e.c. transformé, n.c.a. 
Major Group 28 - Printing, Publishing Grand groupe 28 - Imprimerie, édition et 
and Allied Industries industries connexes 
281 Commercial Printing Industries 281 Industries de l’impression commerciale 
2811 Business Forms Printing Industry 2811 Industrie de l’impression de formulaires 
commerciaux 
2819 Other Commercial Printing Industries 2819 Autres industries d’impression commerciale 
282 Platemaking, Typesetting and Bindery Industry 282 Industrie du clichage, de la composition et de 
la reliure 
2821 Platemaking, Typesetting and Bindery 2821 Industrie du clichage, de la composition et 


Industry de la reliure 


229 


1980 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION (MANUFACTURING 
INDUSTRIES) - Continued 


RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
MANUFACTURIERES) - suite 


SIC 
Code 


283 


284 


291 


292 


294 


295 


296 


297 


Major groups, groups and classes 


Major Group 28 - Printing, Publishing 
and Allied Industries - Concluded 


Publishing Industries 
2831 Book Publishing Industry 
2839 Other Publishing Industries 


Combined Publishing and Printing Industries 


2841 Newspaper, magazine and Periodical 
(Combined Publishing and Printing) Industry 

2849 Other Combined Publishing and Printing 
Industries 


Major Group 29 - Primary Metal 
Industries 


Primary Steel Industries 

2911 Ferro-alloys Industry 

2912 Steel Foundries 

2919 Other Primary Steel Industries 


Steel Pipe and Tube Industry 
2921 Steel Pipe and Tube Industry 


Iron Foundries 
2941 Iron Foundries 


Non-ferrous Metal Smelting and Refining 
Industries 
2951 Primary Production of Aluminum Industry 


2959 Other Primary Smelting and Refining of 
Non-ferrous Metal Industries 


Aluminium Rolling, Casting and Extruding 

Industry 

2961 Aluminium Rolling, Casting and Extruding 
Industry 


Copper and Copper Alloy Rolling, Casting and 

Extruding Industry 

2971 Copper and Copper Alloy Rolling, Casting 
and Extruding Industry 


Code Grands groupes, groupes et classes 
de la 
CTI 


Grand groupe 28 - Imprimerie, édition 
et industries connexes - fin 


283 Industries de l’édition 
2831 Industrie de l’édition du livre 
2839 Autres industries d’édition 


284 Industries de l’impression et de l’édition 
combinées 
2841 industrie des journaux, revues et périodiques 
(impression et édition combinées) 
2849 Autres industries d’impression et d’édition 
combinées 


Grand groupe 29 - Industries de 
première transformation des métaux 


291 Industries sidérurgiques 
2911 Industrie des ferro-alliages 
2912 Fonderies d’acier 
2919 Autres industries sidérurgiques 


292 Industrie des tubes et tuyaux d’acier 
2921 Industrie des tubes et tuyaux d’acier 


294 Fonderies de fer 
2941 Founderies de fer 


295 Industries de la fonte et de l’affinage des métaux 
non ferreux 
2951 Industrie de la production d’aluminium de 
première fusion 
2959 Autres industries de la fonte et de l’affinage 
de métaux non ferreux 


296 Industrie du laminage, du moulage et de 
l’extrusion de l’aluminium 
2961 Industrie du laminage, du moulage et de 
Pextrusion de l’aluminium 


297 Industrie du laminage, du moulage et de 
l’extrusion du cuivre et de ses alliages 
2971 Industrie du laminage, du moulage et de 
l’extrusion du cuivre et de ses alliages 
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SUE 


SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 


oOo — 


Major Group 29 - Primary Metal Grand groupe 29 - Industries de 
Industries - Concluded première transformation des métaux - fin 
299 Other Rolled, Cast and Extruded Non-ferrous 299 Autres industries du laminage, du moulage 
Metal Products Industries et de l’extrusion de métaux non ferreux 
2999 Other Rolled, Cast and Extruded Non- 2999 Autres industries du laminage, du moulage 
ferrous Metal Products Industries et de l’extrusion de métaux non ferreux 
Major Group 30 - Fabricated Metal Grand groupe 30 - Industries de la 
Products Industries (Except Machinery fabrication des produits métalliques 
and Transportation Equipment (sauf les industries de la machinerie 
Industries) et du matériel de transport) 
301 Power Boiler and Heat Exchanger Industry 301 Industrie des chaudières à pression et échangeurs 
de chaleur 
3011 Power Boiler and Heat Exchanger Industry 3011 Industries des chaudières à pression et 
échangeurs de chaleur 
302 Fabricated Structural metal Products Industries 302 Industries de la fabrication d’éléments de 
charpentes métalliques 
3021 Metal Tanks (Heavy Gauge) Industry 3021 Industrie des réservoirs en métal (épais) 
3022 Plate Work Industry 3022 Industrie des tôles fortes 
3023 Pre-engineered Metal Buildings Industry 3023 Industrie des bâtiments préfabriqués en 
(Except Portable) métal (sauf transportables) 
3029 Other Fabricated Structural Metal 3029 Autres industries de la fabrication 
Products Industries d’éléments de charpentes métalliques 
303 Ornamental and Architectural Metal Products 303 Industries des produits métalliques 
Industries d’ornement et d’architecture 
3031 Metal Door and Window Industry 3031 Industrie des portes et fenêtres en metal 
3032 Prefabricated Portable Metal Buildings 3032 Industrie des bâtiments préfabriqués en 
Industry métal, transportables 
3039 Other Ornamental and Architectural Metal 3039 Autres industries des produits métalliques 
Products Industries d’ornement et d’architecture 
304 Stamped, Pressed and Coated Metal Products 304 Industries de l’emboutissage, du matriçage 
Industries et du revêtement de produits en métal 
3041 Custom Coating of Metal Products Industry 3041 Industrie du revêtement sur comman~ de 
produits en métal 
3042 Metal Closure and Container Industry 3042 Industrie des récipients et fermetures 
en métal 
3049 Other Stamped and Pressed Metal Products 3049 Autres industries de l’emboutissage et 
Industries du matriçage des produits en métal 
305 Wire and Wire Products Industries 305 Industries du fil métallique et de ses produits 
3051 Upholstery and Coil Spring Industry 3051 Industrie des ressorts de rembourrage et 
des ressorts a boudin 
3052 Wire and Wire Rope Industry 3052 Industrie des fils et des câbles métalliques 
3053 Industrial Fastener Industry 3053 Industrie des attaches d’usage industriel 
3059 Other Wire Products Industries 3059 Autres industries de produits en fil 


métallique 
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RÉVISION DE 1980 DE LA CLASSIFICATION TYPE DES INDUSTRIES (INDUSTRIES 
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SIC 
Code 


306 


307 


308 


309 


311 


312 


319 


Major groups, groups and classes 


Major Group 30 - Fabricated Metal 
Products Industries (Except 
Machinery and Transportation 
Equipment Industries) - Concluded 


Hardware, Tool and Cutlery Industries 


3061 Basic Hardware Industry 

3062 Metal Dies, Moulds and Patterns Industry 
3063 Hand Tool and Implement Industry 

3069 Other Hardware and Cutlery Industries 


Heating Equipment Industry 
3071 Heating Equipment Industry 


Machine Shop Industry 
3081 Machine Shop Industry 


Other Metal Fabricating Industries 

3091 Metal Plumbing Fixtures and Fittings 
Industry 

3092 Metal Valve Industry 

3099 Other Metal Fabricating Industries, n.e.c. 


Major Group 31 - Machinery Industries 
(Except Electrical Machinery) 


Agricultural Implement Industry 
3111 Agricultural Implement Industry 


Commercial Refrigeration and Air Conditioning 

Equipment Industry 

3121 Commercial Regrigeration and Air 
Conditioning Equipment Industry 


Other Machinery and Equipment Industries 


3191 Compressor, Pump and Industrial Fan 
Industry 

3192 Construction and Mining Machinery and 
Materials Handling Equipment Industry 


3193 Sawmill and Woodworking Machinery 
Industry à 


3194 Turbine and Mechanical Power Transmission 


Equipment Industry 
3199 Other Machinery and Equipment 
Industries, n.e.c. 


Code 
de la 
CTI 


306 


307 


308 


309 


311 


312 


319 


Grands groupes, groupes et classes 


Grand groupe 30 - Industries de la 
fabrication des produits métalliques 
(sauf les industries de la 
machinerie et du matériel de 
transport) - fin 


Industries des articles de quincaillerie, 

d’outillage et de coutellerie 

3061 Industrie de la quincaillerie de base 

3062 Industrie des matrices et moules en métal 

3063 Industrie des outils et instruments 

3069 Autres industries d’articles de quincaillerie, 
d’outillage et de coutellerie 


Industrie du matériel de chauffage 
3071 Industrie du matériel de chauffage 


Ateliers d’usinage 
3081 Ateliers d'usinage 


Autres industries de produits en métal 

3091 Industrie des garnitures et raccords de 
plomberie en métal 

3092 Industrie des soupapes en métal 

3099 Autres industries de produits en 
métal, n.c.a. 


Grand groupe 31 - Industries de la 
machinerie (sauf électrique) 


Industrie des instruments aratoires 
3111 Industrie des instruments aratoires 


Industrie du matériel commercial de 

réfrigération et de climatisation 

3121 Industrie du matériel commercial de 
réfrigération et de climatisation 


Autres industries de la machinerie et de 

l'équipement 

3191 Industrie des compresseurs, pompes et 
ventilateurs 

3192 Industrie de la machinerie de construction 
et d’extraction minière et de l’équipement 
de manutention 

3193 Industrie de la machinerie pour scieries et 
ateliers de façonnage du bois 

3194 Industrie des turbines et du matériel de 
transmission d’énergie mécanique 

3199 Autres industries de la machinerie et de 
l'équipement, n.c.a. 
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SIC 
Code 


321 


323 


324 


325 


326 


Major groups, groups and classes 


Major Group 32 - Transportation 
Equipment Industries 


Aircraft and Aircraft Parts Industry 
3211 Aircraft and Aircraft Parts Industry 


Motor Vehicle Industry 
3231 Motor Vehicle Industry 


Truck and Bus Body and Trailer Industries 
3241 Truck and Bus Body Industry 

3242 Commercial Trailer Industry 

3243 Non-commercial Trailer Industry 


3244 Mobile Home Industry 


Motor Vehicle Parts and Accessories 

Industries 

3251 Motor Vehicle Engine and Engine Parts 
Industry 

3252 Motor Vehicle Wiring Assemblies 
Industry 

3253 Motor Vehicle Stampings Industry 


3254 Motor Vehicle Steering and Suspension 
Parts Industry 


3255 Motor Vehicle Wheel and Brake Industry 


3256 Plastic Parts and Accessories for Motor 
Vehicles Industry 


3257 Motor Vehicle Fabric Accessories Industry 


3259 Other Motor Vehicle Accessories, Parts and 
Assemblies Industries 


Railroad Rolling Stock Industry 
3261 Railroad Rolling Stock Industry 


Code 
de la 
CTI 


321 


323 


324 


325 


326 


Grands groupes, groupes et classes 


Grand groupe 32 - Industries du matériel 
de transport 


Industrie des aéronefs et des piéces d’aéronefs 

3211 Industrie des aéronefs et des piéces 
d’aéronefs 

Industrie des véhicules automobiles 

3231 Industrie des véhicules automobiles 


Industries des carrosseries de camions, 

d’autobus et de remorques 

3241 Industrie des carrosseries de camions et 
d’autobus 

3242 Industrie des remorques d’usage 
commercial 

3243 Industrie des remorques d’usage non 
commercial 

3244 Industries des maisons mobiles 


Industries des piéces et accessoires pour 

véhicules automobiles 

3251 Industrie des moteurs et piéces de moteurs 
de véhicules automobiles 

3252 Industrie des assemblages de câbles 
électriques pour véhicules automobiles 

3253 Industrie des piéces embouties pour 
véhicules automobiles 

3254 Industrie des pièces pour systèmes de 
direction et de suspension de véhicules 
automobiles 

3255 Industrie des roues et des freins pour 
véhicules automobiles 

3256 Industrie des piéces et accessoires en 
matiére plastique pour véhicules 
automobiles 

3257 Industrie des accessoires en matière textile 
pour véhicules automobiles 

3259 Autres industries d’ensembles, de piéces 
et d’accessoires pour véhicules 
automobiles 


Industrie du matériel ferroviaire roulant 
3261 Industrie du matériel ferroviaire roulant 
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Se 


SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 
Major Group 32 - Transportation Grand groupe 32 - Industries du 
Equipment Industries - Concluded matériel de transport - fin 
327 Shipbuilding and Repair Industry 327 Industrie de la construction et de la 
réparation de navires 
3271 Shipbuilding and Repair Industry 3271 Industrie de la construction et de la 
réparation de navires 
328 Boatbuilding and Repair Industry 328 Industrie de la construction et de la 
réparation d’embarcations 
3281 Boatbuilding and Repair Industry 3281 Industrie de la construction et de la 


réparation d’embarcations 


329 Other Transportation Equipment Industries 329 Autres industries du matériel de transport 
3299 Other Transportation Equipment 3299 Autres industries du matériel de 
Industries transport 
Major Group 33 - Electrical and Grand groupe 33 - Industries des 
Electronic Products Industries produits électriques et électroniques 
331 Small Electrical Appliance Industry 331 Industrie des petits appareils électriques 
3311 Small Electrical Appliance Industry 3311 Industrie des petits appareils électriques 
332 Major Appliance Industry (Electric and Non- 332 Industrie des gros appareils (électriques ou 
electric) non) 
3321 Major Appliance Industry (Electric and 3321 Industrie des gros appareils 
Non-electric) (électriques ou non) 
333 Electric Lighting Industries 333 Industries des appareils d’éclairage 
3331 Lighting Fixture Industry 3331 Industrie des appareils d’éclairage fixes 
3332 Electric Lamp and Shade Industry 3332 Industrie des lampes électriques et des 
(Except Bulb and Tube) abat-jour (sauf ampoules et tubes) 
3333 Electric Lamp (Bulb and Tube) Industry 3333 Industries des lampes électriques 
(ampoules et tubes) 
334 Record Player, Radio and Television Receiver ~ 334 Industrie des phonographes et des récepteurs 
Industry de radio et de télévision 
3341 Record Player, Radio and Television 3341 Industrie des phonographes et des 
Receiver Industry récepteurs de radio et de télevision 
335 Communication and Other Electronic 335 Industries de l’équipement de communication 
Equipment Industries et d’autre matériel électronique 
3351 Telecommunication Equipment Industry 3351 Industrie de l’équipement de 
télécommunication 
3352 Electronic Parts and Components Industry 3352 Industrie des pièces et de composants 
électroniques 
3359 Other Communication and Electronic 3359 Autres industries de matériel électronique 


Equipment Industries et de communication 
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SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 
Major Group 33 - Electrical and Grand groupe 33 - Industries des 
Electronic Products Industries - produits électriques et électroniques - 
Concluded fin 
336 Office, Store and Business Machine Industries 336 Industries de machines pour bureaux, 
magasins et commerces 
3361 Electronic Computing and Peripheral 3361 Industrie des machines électroniques à 
Equipment Industry calculer et périphériques 
3362 Electronic Office, Store and Business 3362 Industrie des machines électroniques 
Machine Industry pour bureaux, magasins et commerces 
3369 Other Office, Store and Business Machine 3369 Autres industries des machines pour 
Industries bureaux, magasins et commerces 
337 Electrical Industrial Equipment Industries 337 Industries du matériel électrique d’usage 
industriel 
3371 Electrical Transformer Industry 3371 Industrie des transformateurs électriques 
3372 Electrical Switchgear and Protective 3372 Industrie du matériel électrique de 
Equipment Industry commutation et de protection 
3379 Other Electrical Industrial Equipment 3379 Autres industries de matériel électrique 
Industries d’usage industriel 
338 Communications and Energy Wire and 338 Industrie des fils et câbles électriques et de 
Cable Industry communication 
3381 Communications and Energy Wire and 3381 Industrie des fils et câbles électriques et 
Cable Industry de communication 
339 Other Electrical Products Industries 339 Autres industries de produits électriques 
3391 Battery Industry 3391 Industrie des accumulateurs 
3392 Non-current Carrying Wiring Devices 3392 Industrie des dispositifs de câblage non 
Industry porteurs de courant 
3399 Other Electrical Products Industries, n.e.c. 3399 Autres industries de produits 
électriques, n.c.a. 
Major Group 35 - Non-metallic Grand groupe 35 - Industries des 
Mineral Products Industries produits minéraux non métalliques 
351 Clay Products Industries 351 Industries des produits en argile 
3511 Clay Products Industry (From Domestic 3511 Industrie des produits en argile (argile 
Clay) canadienne) 
3512 Clay Products Industry (From Imported 3512 Industrie des produits en argile 
Clay) (argile importée) 
332 Hydraulic Cement Industry 352 Industrie du ciment 


3521 Hydraulic Cement Industry 


3521 Industrie du ciment 
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SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de la 
CTI 
Major Group 35- Non-metallic Grand groupe 35 - Industries des 
Mineral Products Industries - produits minéraux non métalliques - 
Concluded fin 
354 Concrete Products Industries 354 Industries des produits en béton 
3541 Concrete Pipe Industry 3541 Industrie des tuyaux en béton 
3542 Structural Concrete Products Industry 3542 Industrie des produits de construction 
en béton 
3549 Other Concrete Products Industries 3549 Autres industries de produits en béton 
399 Ready-mix Concrete Industry 355 Industrie du béton préparé 
3551 Ready-mix Concrete Industry 3551 Industrie du béton préparé 
356 Glass and Glass Products Industries 356 Industries du verre et d’articles en verre 
3561 Primary Glass and Glass Containers 3561 Industrie du verre primaire et de 
Industry contenants en verre 
3562 Glass Products Industry (Except 3562 Industrie des produits en verre (sauf les 
Glass Containers) contenants en verre) 
357 Abrasives Industry 557 Industrie des abrasifs 
3571 Abrasives Industry 3571 Industrie des abrasifs 
358 Lime Industry 358 Industrie de la chaux 
3581 Lime Industry 3581 Industrie de la chaux 
359 Other Non-metallic Mineral Products Industries 359 Autres industries de produits minéraux non 
métalliques 
3591 Refractories Industry 3591 Industrie des produits réfractaires 
3592 Asbestos Products Industry 3592 Industrie des produits en amiante 
3593 Gypsum Products Industry 3593 Industrie des produits en gypse 
3594 Non-metallic Mineral Insulating 3594 Industrie des matériaux isolants de 
Materials Industry minéraux non métalliques 
3599 Other Non-metallic Mineral Products 3599 Autres industries de produits minéraux 
Industries, n.e.c. non métalliques, n.c.a. 
Major Group 36 - Refined Petroleum Grand groupe 36 - Industries des produits 
and Coal Products Industries raffinés du pétrole et du charbon 
361 Refined Petroleum Products Industries 361 Industries des produits raffinés du pétrole 
3611 Refined Petroleum Products Industry 3611 Industrie des produits pétroliers raffinés 
(Except Lubricating Oil and Grease) (sauf les huiles de graissage et les graisses 
lubrifiantes) 
3612 Lubricating Oil and Grease Industry 3612 Industrie des huiles de graissage et des 
graisses lubrifiantes 
369 Other Petroleum and Coal Products Industries 369 Autres industries des produits du pétrole et du 
charbon 
3699 Other Petroleum and Coal Products 3699 Autres industries des produits du pétrole 


Industries et du charbon 
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SIC 
Code 


371 


Bit? 


373 


374 


375 


376 


377 


379 


Major groups, groups and classes 


Major Group 37 - Chemical and Chemical 
Products Industries 


Industrial Chemicals Industries, n.e.c. 


3711 Industrial Inorganic Chemical 
Industries, n.e.c. 


3712 Industrial Organic Chemical Industries, n.e.c. 


Agricultural Chemical Industries 


3721 Chemical Fertilizer and Fertilizer Materials 
Industry 

3722 Mixed Fertilizer Industry 

3729 Other Agricultural Chemical Industries 


Plastic and Synthetic Resin Industry 


3731 Plastic and Synthetic Resin Industry 


Pharmaceutical and Medicine Industry 


3741 Pharmaceutical and Medicine Industry 


Paint and Varnish Industry 
3751 Paint and Varnish Industry 


Soap and Cleaning Compounds Industry 


3761 Soap and Cleaning Compounds Industry 


Toilet Preparations Industry 
3771 Toilet Preparations Industry 


Other Chemical Products Industries 

3791 Printing Ink Industry 

3792 Adhesives Industry 

3799 Other Chemical Products Industries, n.e.c. 


Code 
de la 
CTI 


371 


372 


373 


374 


975 


376 


377 


379 


Grands groupes, groupes et classes 


Grand groupe 37 - Industries chimiques 


Industries des produits chimiques d’usage 

industriel, n.c.a. 

3711 Industries des produits chimiques 
inorganiques d’usage industriel, n.c.a. 

3712 Industries des produits chimiques 
organiques d’usage industriel, n.c.a. 


Industries des produits chimiques d’usage 

agricole 

3721 Industrie des engrais chimiques et de 
matières pour engrais 

3722 Industrie des engrais composés 

3729 Autres industries des produits chimiques 
d’usage agricole 


Industrie des matières plastiques et des 

résines synthétiques 

3731 Industrie des matières plastiques et des 
résines synthétiques 


Industrie des produits pharmaceutiques et 

des médicaments 

3741 Industrie des produits pharmaceutiques et 
des médicaments 


Industrie des peintures et vernis 
3751 Industrie des peintures et vernis 


Industrie des savons et composés pour le 

nettoyage 

3761 Industrie des savons et composés pour le 
nettoyage 


Industrie des produits de toilette 
3771 Industrie des produits de toilette 


Autres industries des produits chimiques 

3791 Industrie des encres d’imprimerie 

3792 Industrie des adhésifs 

3799 Autres industries des produits chimiques, 
n.c.a. 
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SIC Major groups, groups and classes Code Grands groupes, groupes et classes 
Code de ja 
CTI 
Major Group 39 - Other Manufacturing Grand groupe 39 - Autres industries 
Industries manufacturières 
391 Scientific and Professional Equipment Industries 391 Industries du matériel scientifique et 
professionnel 
3911 Indicating, Recording and Controlling 3911 Industrie des instruments d’indication, 
Instruments Industry d’enregistrement et de commande 
3912 Other Instruments and Related Products 3912 Autres industries des instruments et 
Industry produits connexes 
3913 Clock and Watch Industry 3913 Industrie des horloges et des montres 
3914 Ophthalmic Goods Industry 3914 Industrie des articles ophtalmiques 
392 Jewellery and Precious Metal Industries 392 Industries de la bijouterie et de l’orfèvrerie 
3921 Jewellery and Silverware Industry 3921 Industrie de la bijouterie et de l’argenterie 
3922 Precious Metal Secondary Refining Industry 3922 Industrie de l’affinage secondaire de 


métaux précieux 


393 Sporting Goods and Toy Industries 393 Industries des articles de sport et des jouets 
3931 Sporting Goods Industry 3931 Industrie des articles de sport 
3932 Toys and Games Industry 3932 Industrie des jouets et jeux 
397 Sign and Display Industry 397 Industrie des enseignes et étalages 
3971 Sign and Display Industry 3971 Industrie des enseignes et étalages 
399 Other Manufactured Products Industries 399 Autres industries des produits manufacturés 
3991 Broom, Brush and Mop Industry 3991 Industrie des balais, brosses et vadrouilles 
3992 Button, Buckle and Clothes Fastener | 3992 Industrie des boutons, boucles et attaches 
Industry pour vêtements 
3993 Floor Tile, Linoleum and Coated Fabric 3993 Industrie des carreaux, dalles, linoléum 
Industry et tissus enduits 
3994 Musical Instrument and Sound Recording : 3994 Industrie de l’enregistrement du son et 
Industry des instruments de musique 
3999 Other Manufactured Products Industries, 3999 Autres industries de produits 


nec: manufacturés, n.c.a. 
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EXPLANATORY NOTES 


The following abbreviated notes deal only 
with a few salient points which might not be 
self-evident. Further information may be ob- 
tained from the Information and Classification 
Services Section, Industry Division, Statis- 
tics Canada, Ottawa, Ontario, K1A OT6. 


Establishment. The smallest unit capable of 
reporting certain specified input and output 
datas usually a plant or mill. Numbers for 
1975 declined owing to the exclusion of 


existing establishments deemed to have no paid 


employees. Principal statistics of an estab- 
lishment active in more than one municipality 
are prorated to "quasi-establishment" loca- 


tions, which are treated as establishments in 


compilations. 


Reporting period. Any fiscal year ending 
not earlier than April 1 of the reference year 
nor later than March 31 the following year. 


Cost of materials and supplies. Generally, 


consumption of purchased items only at laid- 
down cost including transportation and hand- 
ling charges» excise duties, etc. Includes 
transfers between units of the same company 


and work done on contract by others. At the 
manufacturing activity level, this item repre- 


sents purchased items used in manufacturing 
operations. 
Cost of fuel and electricity. Consumption 


of purchased fuel and electricity only, at 
laid-down cost including transportation and 
handling charges, excise duties, etc. Data for 
non-manufacturing activity included under 
manufacturing activity except where an ancil- 
lary office uses a separate “head office" 
report. In this latter case the fuel reported 
is included under "Cost of materials..." for 
"Total Activity" only. 


Value of shipments of goods of own manufac- 
ture. Net selling value of goods made by 
reporting establishment, or for its account, 
from its own materials. Excludes discounts, 
returns, allowances, sales tax, excise taxes 
and duties, returnable containers, common or 
contract carriers' charges for outward trans- 
portation (but not own carriers' delivery 
expense). Includes repair and custom revenue, 
transfers to reporting units of same firm, all 
exports, book value of own products shipped 
the first time on a rental basis. Includes 
consignment shipments to other countries, but 
domestic consignment shipments are included in 
inventory until sold. 


NOTES EXPLICATIVES 


Les notes succinctes ci-après s'appliquent 
uniquement aux quelques points saillants pou- 
vant nécessiter une explication. On peut obte- 
nir plus de renseignements de la Section des 
services d'information et de classification, 
Division de l'industrie, Statistique Canada, 
Ottawa (Ontario) K1A OT6. 


Établissenent. La plus petite unité d'ex- 
ploitation, en général une usine ou une fabri- 
que» en mesure de fournir certaines données 
sur ses entrées et sorties. Le nombre d'éta- 
blissements pour 1975 a diminué à cause de 
l'exclusion des établissements qui ont été 
jugés de ne pas avoir d'employés. Les statis- 
tiques principales d'un établissement exer- 
cant son activité dans plus d'une municipalité 
sont attribuées au prorata à des quasi-éta- 
blissements. Ces derniers sont considérés 
comme des établissements dans les totalisa- 
tions. 


Période de déclaration. Toute année finan- 
cière terminée au plus tôt le ter avril de 
l'année de référence ou avant le 31 mars de 
l'année suivante. 


Coût des matières et fournitures. En géné- 
ral, il s'agit uniquement des produits utili- 
sés et achetés au prix livré,» les frais de 
transport et de manutention, les droits d'ac- 
cise, etc.» étant inclus. Comprend les trans- 
ferts entre les unités d'une même société et 
les travaux exécutés par d'autres sous con- 
trat. Au niveau de l'activité manufacturière; 
ce poste représente les produits achetés qui 
entrent dans la fabrication. 


Coût du combustible et de l'électricité. Il 
s'agit uniquement du combustible et de l'élec- 
tricité consommés et achetés au prix livré; 
les frais de transport et de manutention, les 
droits d'accise, etc.» étant inclus. Les don- 
nées relatives à l'activité non manufacturière 
figurent avec le secteur de la fabrication 
sauf lorsque l'unité auxiliaire utilise un 
questionnaire distinct de “siège social". Dans 
ce dernier cas, le combustible rapporté est 
compris dans l'item “Coût des matières..." 
sous la rubrique "Activité totale" seulement. 


Valeur des livraisons de produits de propre 
fabrication. Valeur nette des ventes de pro- 
duits fabriqués par l'établissement déclarant, 
ou pour son compte; à partir de matières lui 
appartenant, sans tenir compte des rabais, re- 
tours de marchandises, remises, taxes de ven- 
tes, taxes et droits d'accise, contenants 
restituables, frais de livraison payés à des 
transporteurs publics ou à forfait (mais non 
des frais de livraison de l'établissement 
même). Comprend les recettes au titre de répa- 
rations et de contrats, les transferts à d'au- 
tres unités déclarantes du même établissement; 
toutes les exportations, la valeur comptable 
des propres produits de l'établissement donnés 
en location la première fois. Les livraisons 
en consignation destinées à d'autres pays sont 
comprises, mais les livraisons en consignation 
au Canada figurent avec les stocks jusqu'à la 
vente. 


Value added. Net output as measured by 


gross output less purchased commodity inputs 
used and contract work by others. 
Value added, manufacturing activity: value of 


shipments of goods of own manufacture plus net 
change in inventory of goods in process and 
finished goods, less cost of materials and 
supplies used, fuel and electricity. 


Value added, total activity: consists of value 
added, manufacturing activity and value added, 
non-manufacturing activity. The latter is 
calculated by subtracting relevant commodity 
inputs from non-manufacturing revenue or out- 
puts; these commodity inputs are net of the 
change in inventories of goods purchased for 
resale. Non-manufacturing revenues’ include 
depreciable fixed assets produced by own work 
force for own use, revenue from product rent- 
als, etc., but exclude non-operating revenue 
such as real property rentals, dividends’ or 
interest. 


Employees, salaries and wages. Salaries and 
wages are shown before deductions for income 
tax and employee portion of employee benefits 
and include payments for regular work, over- 
time and paid leave as well as bonuses and 
commissions paid to regular employees. Produc- 
tion and related workers in manufacturing 
activity include those employees at the esta- 
blishment engaged in processing, assembling, 
storing» inspecting, handling,» packing, main- 
tenance, repair, janitorial and watchmen ser- 
vices and working foremen. (Outside piece- 
workers' remuneration is included in cost of 
materials.) Respondents are asked for average 
month-end employment. 


Inventories. Book value of owned inventory 
held in Canada, including goods in transit and 
on consignment. 

Small establishments. For establishments 
below size limits varied to assure adequate 
coverage of industry totals by large-esta- 
blishment returns, a simplified "short form" 
questionnaire is used or, if applicable, a 
regular financial statement is accepted. This 
involves certain departures, beginning in 
1970, from definitions used for large esta- 
blishments. Number of employees is imputed 
from salaries and wages, with imputation also 
of male and female numbers and person-hours. 
All data are classified to manufacturing 
activity. Totals for size groups or geographi- 
cal areas dominated by small establishments 
may have limited comparability with totals for 
previous years or other geographical areas. 
Similar procedures are applied where data for 
small establishments are obtained from admin- 
istrative records of Revenue Canada. 
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Valeur ajoutée. Production nette, soit pro- 
duction brute moins consommation de produits 
achetés et travaux exécutés par d'autres sous 
contrat. 

Valeur ajoutée, activité manufacturiére: va- 
leur des livraisons de produits de propre fa- 


brication, plus variation nette des stocks de 
produits en cours et de produits finis; moins 
coût des matières et des fournitures utili- 
sées, du combustible et de l'électricité. 


Valeur ajoutée, activité totale: comprend la 
valeur ajoutée par l'activité manufacturiére 
et la valeur ajoutée par l'activité non manu- 
facturière. Cette dernière s'obtient en sous- 
trayant les entrées des recettes ou des sor- 
ties provenant de l'activité non manufacturiè- 
re, après avoir soustrait de ces entrées la 
variation des stocks de produits achetés pour 
la revente. Les recettes provenant de l'acti- 
vité non manufacturière comprennent les immo- 
bilisations amortissables produites par la 
main-d'oeuvre de l'établissement pour son usa- 


ge propre, les recettes de location de pro- 
duits; etc.» mais non les recettes hors 
exploitation, comme les loyers d'immeubles, 


les dividendes, les intérêts. 

Salariés, traitements et salaires. Les 
traitements et les salaires sont pris en comp- 
te avant les retenues au titre de l'impôt sur 
le revenu et les cotisations aux fins des 
avantages sociaux versées par l'employé, et 
comprennent la rémunération des heures norma- 
les et supplémentaires et des congés payés; 
ainsi que les primes et commissions accordées 
aux salariés réguliers. Les travailleurs de la 
production et assimilés classés dans l'activi- 
té manufacturière comprennent les salariés de 
l'établissement affectés à la transformation, 
au montage, à l'entreposage, au contrôle, à la 
manutention, à l'emballage, à l'entretien et à 
la réparation, ainsi que les concierges, gar- 


diens et contremaîtres de l'établissement. (La 
rémunération des ouvriers à la pièce de l'ex- 
térieur est comprise dans le coût des matiè- 
res.) On demande aux enquêtés d'indiquer le 
nombre moyen de leurs salariés à la fin du 
mois. 

Stocks. Valeur comptable des stocks détenus 


en toute propriété au Canada, y compris les 
marchandises en transit ou en consignation. 


Petits établissements. Pour les établisse- 
ments en deçà des limites de taille, modifiées 
afin de prendre en compte de façon aussi com- 
plète que possible des chiffres déclarés par 
les grands établissements, on utilise une 
“formule abrégée" ou, le cas échéant, un état 
financier ordinaire. On a dû pour cela s'écar- 
ter, à partir de 1970, des définitions utili- 
sées pour les grands établissements. On impute 
le nombre de salariés à partir des traitements 
et des salaires, ainsi que le nombre d'hommes 
et de femmes et le nombre d'heures-personnes. 
Toutes les données sont classées à l'activité 
manufacturière. Les totaux des groupes de 
taille ou des régions géographiques où domi- 
nent les petits établissements peuvent ne pré- 
senter que peu de points de comparaison avec 
les chiffres des années précédentes ou ceux 
d'autres régions géographiques. Des procédures 
semblables sont employées lorsque les données 
pour les petits établissements sont obtenues 
des dossiers administratifs de Revenu Canada. 


Head offices, sales offices and ancillary 
units. Included in the individual industry of 
the company's largest activity. (The alloca- 
tion of some such units to the major industry 
group level was discontinued with the 1970 
data.) 
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Sièges sociaux, bureaux de ventes et unités 
auxiliaires. Classés avec l'industrie qui re- 
présente l'activité principale de la société. 
(Le classement de certaines de ces unités au 
niveau des groupes a cessé à partir de 1970.) 


THE NEWS 
BEHIND 
THE 
NUMBERS 


The 1986 Census Data Base 
collected the numbers on 
Canadians — but what do 
they mean to you? The 
FOCUS ON CANADA Series 
analyses the issues that 
emerged from the Census 
results, in an easy-to-read 
style. 


FOCUS ON CANADA looks 
at the issues affecting 
Canada’s seniors and its 
youth, its ethnic and abor- 
iginal communities; its 
regions in the far north and 
the industrial south. 


And there’s much more to 
keep you informed - and 
enlightened. Each publica- 
tion is bilingual, and costs 
$10 in Canada (US$11 in 
other countries). Order the 
full set of 16 for a com- 
prehensive reference tool 
for home, school or office. 


CE QUI SE 
CACHE 
DERRIERE 
LES 
CHIFFRES 


La base de données du 
recensement de 1986 ren- 
ferme des chiffres sur les 
Canadiens. Mais que 
signifient-ils? La série LE 
CANADA A L’ETUDE ana- 
lyse les questions qui pro- 
viennent des résultats du 
recensement, et ce, dans un 
style accessible. 


LE CANADA A L’ETUDE 
examine les questions qui 
touchent les personnes 
agées et les jeunes, les 
groupes ethniques et les 
autochtones, les régions 
éloignées du Grand Nord et 
la région industrialisée du 
sud du Canada. 


De plus, cette série vous in- 
forme et vous éclaire grace 
a d’innombrables autres 
renseignements. Chaque 
publication est bilingue et se 
vend 10$ au Canada 
(11 $ US à l'étranger). Com- 
mandez l’ensemble des 
16 publications de façon à 
obtenir un outil de référence 
par excellence pour la 
maison, l’école ou le bureau. 


To order, write to Publication Sales, Statistics 


Canada, Ottawa, Ontario, K1A OT6. For faster ser- 
vice, using VISA or MasterCard, call toll-free. 


Please make cheques or money orders payable to 
the Receiver General for Canada/Publications. 


Contact a Regional Reference Centre near you for 


further information. 


frais 


Call Toll-Free 
1-800-267-6677 
Téléphonez sans 


Vous pouvez commander en écrivant à Vente de publica- 
tions, Statistique Canada, Ottawa, Ontario, K1A OT6. Si 
vous désirez obtenir un service plus rapide, composez le 
numéro sans frais et portez votre commande a votre 
compte VISA ou MasterCard. 


Veuillez faire vos chèques ou mandats-poste à l’ordre du 
Receveur général du Canada-Publications. 


Pour obtenir plus de renseignements, n'hésitez pas à com- 
muniquer avec le centre de consultation régional le plus 
près de chez vous. 
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Brainstorming with your col- 
leagues produces some great 
marketing ideas. But which 
ones will you use? The Market 
Research Handbook 1990 can help *_ 
you narrow your options before you commit 
anymore time and resources to developing 
your strategy. 


This handbook is the most comprehensive 
statistical compendium on Canadian 
consumers and the businesses that serve them. 
It helps you to identify, define and locate your 
target markets. 


Looking for... 


...socio-economic and demographic profiles of 
46 urban areas? 


... revenue and expenditure data for retailers and small 
businesses? 


The Market Research Handbook 1990 has it all... 
and more. It provides information on: 


B personal spending 

B size and composition of households 
B wages and salaries 

M investment in Canadian industries 
B labour force in various industries 

@ industry and consumer prices 


It has been one of our bestsellers since 1977 for the 
simple reason that it offers such a range and depth of 
market data. Save time and money when you're 
looking for data or finding data sources, keep the 
Market Research Handbook 1990 close at hand for 
easy reference. 


The Market Research Handbook 1990 (Cat. no. 63-224) is $89 in 
Canada and US$107 outside Canada. 

To order, write to Publication Sales, Statistics Canada, Ottawa, 
Ontario, K1A OT6 or contact the nearest Statistics Canada 
Reference Centre listed in this publication. 


For faster service fax your order to 1-613-951-1584. Or call toll-free 
1-800-267-6677 and use your VISA or MasterCard. 


LE RECUEIL 
STATISTIQUE DES 
ETUDES DE 


MARCHE 1990 


Pour partir 
du bon pied! 


| Des séances de remue-méninges 
_… jaillissent d'excellentes idées de 
commercialisation. Mais les- 
quelles choisir? Le Recueil 
statistique des études de marché 1990 peut 
vous faciliter les choix avant que vous 
n'engagiez plus de temps et de ressources à 
l'élaboration de votre stratégie. 


Ce recueil statistique est le plus exhaustif qui 
soit sur les consommateurs canadiens et les 
entreprises qui les servent. Il vous aide à définir 
et situer vos marchés cibles. 


Vous cherchez... 


...des profils socio-économiques et démographiques de 
46 régions urbaines? 


...des données sur les recettes et les dépenses de 
détaillants et de petites entreprises? 


Le Recueil contient tout cela... et plus encore: 


@ dépenses personnelles 

@ taille et composition des ménages 

@ traitements et salaires 

M investissements par secteur d'activité économique 
M population active par secteur d'activité 

@ prix de l'industrie et de la consommation 


Si c'est l'un de nos succès depuis 1977, c'est parce qu'il 
renseigne en long et en large sur le marché. Pour 
économiser temps et argent, vous ne sauriez vous en 
passer. 


Le Recueil statistique des études de marché 1990 (n° 63-224 au 
catalogue) coûte 89 $ au Canada et 107 $ US à l'étranger. 


Pour commander, veuillez écrire à Vente des publications, Statistique 
Canada, Ottawa (Ontario), K1A OT6 ou communiquer avec le Centre 
de consultation de Statistique Canada le plus près (voir la liste 
figurant dans la présente publication). 


Pour un service plus rapide, commandez par télécopieur au 
1-613-951-1584. Ou composez sans frais le 1-800-267-6677 et utilisez 
votre carte VISA ou MasterCard. 


ROCK 
SOLID 


INFORMATION 


“@ et a focus on Canada’s markets and business op- 
portunities with the source of reliable information... 
Statistics Canada and its unequaled family of 

outstanding publications and services. 


Relying on Statistics Canada means you're building your 
decisions on hard facts assembled by a professional 
organization with a world-wide reputation for scrupulous 
accuracy and complete reliability. 


Join the thousands of corporations and individuals who base 
their Canadian business decisions on Statistics Canada 
publications. Year after year. 


For more information on Statistics Canada’s extensive range 
of publications and information services, please call toll-free 
1-800-267-6677. 


At Statistics Canada, we provide information you can build 
on. 


ya L'INFORMATION 


SOLIDE 


COMME 


LE ROC 


a tatistique Canada vous offre des produits et ser- 


vices de qualité qui vous donnent une image claire 
du secteur canadien des affaires. 


Joignez-vous aux milliers de personnes et d’entreprises qui, 
année aprés année, fondent leurs décisions sur les publica- 
tions de Statistique Canada. 


Vous fier a Statistique Canada, c’est fonder vos décisions 
sur des renseignements solides, recueillis par un organisme 
dont la réputation internationale en est une d’ exactitude et 
de fiabilité. 


Pour obtenir plus de renseignements sur toute la gamme 
de publications et de services qu'offre Statistique Canada, 
veuillez composer le numéro sans frais 1-800-267-6677. 


Statistique Canada fournit l’information à la base des grandes 
réalisations. 
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